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PART  I 


HIGHLIGHTS  OF  THIS  ISSUE 

This  listing  does  not  affect  the  legal  status 
of  any  document  published  in  this  issue.  Detailed 
table  of  contents  appears  inside. 


PRESIDENTIAL  PROCLAM  ATION- 

Handicapped  Week,  1974 . 


-National  Employ  The 


FROZEN  PEAS — HEW/FDA  confirms  12-31-74  effective 
date  of  order  establishing  identity  and  quality  standards.. 

AFDC  RECIPIENTS — HEW/SRS  proposes  changes  in  work 
incentive  programs;  comments  by  10-21-74  . 

MEDICARE — HEW/SSA  conditions  for  coverage  of  services 
of  independent  laboratories;  effective  10-19-74  .. 

VISTA  VOLUNTEERS— ACTION  proposes  to  establish  pro¬ 
cedures  for  hearing  opportunity;  comments  by  10-16-74 

EMERGENCY  SCHOOL  AID— HEW/OE  announces  10- 
22-74  as  closing  date  for  receipt  of  applications  . 

NEW  ANIMAL  DRUGS— 

HEW/FDA  approves  safe  use  of  pituitary  luteinizing 

hormone;  effective  9-19-74 . 

HEW/ FDA  republishes  order  providing  for  safe  and 
effective  use  of  monensin;  effective  9-19-74... 
HEW/FDA  withdraws  approval  of  NADA  for  Bio-Best; 
effective  9-19-74  . . . 

ANTIBIOTIC  DRUGS— 

HEW/FDA  adds  new  monograph  for  Neo-Cort-Dome 

Suspension;  effective  9-19-74 . 

HEW/ FDA  revokes  certification  of  certain  otic  and 
ophthalmic/otic  preparations;  effective  10-29-74  and 
12-19-74;  request  for  hearing  by  10-21—74  . 

COMPENSATED  PERSONAL  ABSENCE— CASB  cost  ac¬ 
counting  standards  regarding  negotiated  national  defense 
contracts;  effective  4-1-75 . . 

COMMODITIES — STATE/AID  rule  on  loss  and  damage 
liability;  effective  9-19-74  . . . . 
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PART  II: 

INFORMAL  GRANT  APPEALS— HEW/PHS  estab¬ 
lishes  procedures;  effective  9-19-74 _ _  33781 


reminders 


Nora:  There  wen  no  Items  published  after  October  l,  1972,  that  are  eligible  for 
Inclusion  In  the  list  of  Rmxs  Going  Into  Effect  Today. 


ATTENTION:  Questions,  corrections,  or  requests  for  information  regarding  the  contents  of  this  issue  only  may 
be  made  by  dialing  202-523-5283.  For  information  on  obtaining  extra  copies,  please  call  202-523-5240. 


HIGHLIGHTS — Continued 


TREASURY  NOTES — Treasury  invites  bidding  on  9-24-74 
on  series  J-1976 . ^ .  33715 

DEVELOPMENT  COMPANY  LOANS— SBA  establishes 
interest  rate;  effective  8-23-74 . .  33689 

PIPELINES — DOT/CG  proposes  display  lighting  require¬ 
ments;  comments  by  11-4-74  and  public  hearing  on 
10-21-74  .  33709 

CAPITAL  CONSTRUCTION  FUND— Interior/ FWS  adopts 
interim  fishing  vessel  procedures;  effective  9-19-74  .  33675 


MEETINGS — 

DOD:  Defense  Science  Board,  10-10  and  10-11-74....  33716 
DOT:  Citizens’  Advisory  Committee  on  Transportation 

Quality,  10-7  and  10-8-74 .  33725 

CG:  New  York  Harbor  Vessel  Traffic  System  Advisory 

Committee,  10-2-74...- . 33726 

HEW:  Advisory  Committee  on  Population  Affairs, 
9-24-74  . 33725 


President’s  Committee  on  Mental  Retardation,  10-10 

and  10-11-74 . . . „ . .  33725 

National  Professional  Standards  Review  Council  Tech¬ 
nical  Subcommittee,  (2  documents),  10-14  and 

10-29-74  . ; .  33724 

National  Foundation  for  the  Arts  and  the  Humanities: 

Public  Media  Advisory  Panel,  9-30-74 .  33746 

SBA:  Boise  District  Advisory  Board,  10-7-74  .  33749 

Jackson  District  Advisory  Board,  10-9-74 . 33750 

Jacksonvilie/Miami  District  Advisory  Council, 

10-11-74  .  33750 

Louisville  District  Advisory  Council,  10-11-74 .  33750 

Nashville  District  Advisory  Council,  10-2-74 .  33750 

Portland  District  Advisory  Council,  10-10-74 .  33751 

USDA/FS:  Ottawa  National  Forest  Multiple  Use  Advisory 

Committee,  10-17-74 . 33719 

Cibola  National  Forest  Grazing  Advisory  Board,  9-30 

and  10-1-74 . 33719 

Defense  Manpower  Commission,  9-26-74  . 33730 

FPC:  National  Power  Survey  Technical  Advisory  Commit¬ 
tee  on  the  Impact  of  Inadequate  Electric  Power  Supply, 
10-3-74  . .  33737 
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Transfer  of  food  commodities  for 
use  in  disaster  relief  and  eco¬ 
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Expenses  and  rates  of  assess¬ 
ment;  Hop  Administrative  Com¬ 
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Grades  and  sizes  requirements; 
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Washington,  and  California _  33688 

Limitation  of  handling : 

Oranges  (Valencia)  grown  in 
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AGRICULTURE  DEPARTMENT 

See  Agricultural  Marketing  Serv¬ 
ice;  Animal  and  Plant  Health 
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istration;  Forest  Service;  Soil 
Conservation  Service. 
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Applications,  etc.;  Toledo  Edison 
Co.  et  al _  33727 

CIVIL  AERONAUTICS  BOARD 


Notices 

Hearings,  etc.: 

Air  carrier  reorganization  in¬ 
vestigation  _  33727 

Commodity  rates _  33729 

Donaldson  Line  Ltd _  33727 

Kodiak-Western  Alaska  renewal 

proceeding _  33728 

Pan  American  World  Airways, 

Inc _  33728 

Passenger  fare  matters _  33729 
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Commerce  Department _  33687 

Defense  Department _  33687 

Labor  Department _ _  33687 
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Transportation  Department _  33686 
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COAST  GUARD 
Rules 

Drawbridge  operations : 
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presidential  documents 

Title  3 — The  President 

PROCLAMATION  4314 

National  Employ  The 
Handicapped  Week,  1974 

By  the  President  of  the  United  States  of  America 

A  Proclamation 

The  single  greatest  difficulty  facing  the  handicapped  person  is  not  his 
or  her  own  disability  but  rather  the  attitudes  of  society  toward  that 
disability.  Yet  handicapped  people  have  proven  themselves  capable  of 
performing  a  wide  range  of  jobs  with  great  diligence,  skill,  and  efficiency. 

As  scientists,  teachers,  Government  officials,  aerospace  engineers — in 
nearly  every  occupation — otherwise  qualified  but  handicapped  Ameri¬ 
cans  have  contributed  significantly  to  our  Nation’s  progress. 

Let  us  resolve  in  1974  to  make  use  of  the  talents  and  abilities  and 
energies  of  the  handicapped.  Our  Nation  needs  them. 

NOW,  THEREFORE,  I,  GERALD  R.  FORD,  President  of  the 
United  States  of  America,  in  accordance  with  the  joint  resolution  of 
Congress  approved  August  11,  1945,  as  amended  (36  U.S.C.  155), 
designating  the  first  week  in  October  of  each  year  as  National  Employ 
the  Handicapped  Week,  do  hereby  call  upon  the  people  of  the  United 
States  to  observe  the  week  beginning  October  6,  1974,  for  such  purpose. 

I  urge  the  Nation’s  Governors,  Mayors,  and  all  other  public  officials, 
as  well  as  leaders  in  every  area  of  American  life,  to  join  with  the  handi¬ 
capped  themselves  in  active  participation  in  this  observance. 

IN  WITNESS  WHEREOF,  I  have  hereunto  set  my  hand  this  seven¬ 
teenth  day  of  September,  in  the  year  of  our  Lord  nineteen  hundred 
seventy-four,  and  of  the  Independence  of  the  United  States  of  America, 
the  one  hundred  ninety-ninth. 

[FR  Doc . 74-2 1 8 79  Filed  9- 1 7-7 4  -2 : 1 7  pm] 
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rules  ond  regulations 

This  section  of  the  FEDERAL  REGISTER  contains  regulatory  documents  having  general  applicability  and  legal  effect  most  of  which  are 
keyed  to  and  codified  in  the  Code  of  Federal  Regulations,  which  Is  published  under  50  titles  pursuant  to  44  U.S.C.  1510. 

The  Code  of  Federal  Regulations  is  sold  by  the  Superintendent  of  Documents.  Prices  of  new  books  are  listed  in  the  first  FEDERAL 
REGISTER  issue  of  each  month. 


Title  21 — Food  and  Drugs 

CHAPTER  I— FOOD  AND  DRUG  ADMINIS¬ 
TRATION,  DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 
SUBCHAPTER  B — FOOD  AND  FOOD  PRODUCTS 

PART  50— FROZEN  VEGETABLES 

Frozen  Peas;  Confirmation  of  Effective 
Date  of  Order  Establishing  Standards  of 
Identity  and  Quality 

An  order  was  published  in  the  Federal 
Register  of  January  28,  1974  (39  FR 
3541),  establishing  definitions  for  frozen 
vegetables  (21  CFR  50.1)  and  standards 
of  identity  and  quality  for  frozen  peas 
(21  CFR  50.2,  50.3)  in  consideration  of 
the  Recommended  International  Stand¬ 
ard  for  Quick  Frozen  Peas  and  a  proposal 
submitted  by  the  American  Frozen  Food 
Institute  (AFFI). 

The  one  objection  filed  in  response  to 
the  order  was  from  AFFI,  as  follows: 

1.  Objection  was  taken  to  the  applica¬ 
bility  of  the  standards  to  bulk  shipments 
in  that  it  would  be  unrealistic  and  costly 
to  both  the  producer  and  consumer. 
AFFI  recommended  that  the  standards 
apply  only  to  frozen  peas  in  retail  size 
containers  of  6  pounds  or  less.  AFFI 
stated  that  it  is  common  practice  in  the 
United  States  to  ship  quick  frozen  agri¬ 
cultural  products  in  tote  bins  of  2,000 
pounds  or  more  from  the  agricultural 
growing  regions  to  other  destinations 
where  the  product,  under  controlled  con¬ 
ditions,  is  re-sorted  and/or  packaged 
into  consumer  size  containers.  AFFI  also 
stated  that  bulk  shipments  of  lower 
grades  of  maturity  of  frozen  peas  for 
reprocessing  in  soup,  puree,  etc.,  should 
not  be  subject  to  the  standards. 

The  Commissioner  of  Food  and  Drugs 
advises  that  it  was  not  his  intention  that 
the  standards  apply  to  bulk  shipments 
of  frozen  peas  in  containers  such  as  tote 
bins  where  the  product  is  later  to  be 
packaged  in  consumer  size  containers  or 
used  in  the  manufacture  of  other  foods 
such  as  soup  and  puree.  The  regulation 
has  been  revised  accordingly. 

2.  It  was  requested  that  the  date  for 
compliance  for  all  labeling  used  for 
products  shipped  in  interstate  commerce 
be  extended  from  December  31,  1974  to 
December  31, 1975  because  of  the  amount 
of  current  labels  on  inventory. 

The  Commissioner  concludes  that  in¬ 
adequate  justification  was  provided  for 
the  extension.  The  need  to  revise  labels 
has  been  known  in  excess  of  1  year.  Ex¬ 
ceptions  will  be  granted,  however,  on  an 
individual  basis  where  information,  in¬ 
cluding  supporting  data,  is  submitted 
demonstrating  that  extreme  hardship 
will  be  incurred  in  achieving  labeling 


compliance  with  the  standards  by  De¬ 
cember  31,  1974. 

3.  Exception  was  taken  to  the  position 
stated  by  the  Commissioner  in  the  pre¬ 
amble  that  every  word  appearing  in  the 
name  of  frozen  peas,  which  by  virtue  of 
containing  garnishes  or  sauces  or  both 
are  nonstandardized,  shall  appear  in  the 
same  size  and  style  of  type.  AFFI  stated 
that  millions  of  pounds  of  “sauced” 
and/or  “garnished”  vegetables  are  mar¬ 
keted  annually  in  the  United  States  with 
no  apparent  confusion  to  consumers. 
AFFI  stated  that  such  a  labeling  require¬ 
ment  would  be  costly  to  producers,  as  well 
as  to  the  consumer,  with  no  apparent 
benefit. 

The  Commissioner  promulgated  a  new 
Part  102,  published  in  the  Federal 
Register  of  March  14, 1973  (38  FR  6964) , 
regarding  the  adoption  of  common  or 
usual  names  for  nonstandardized  foods. 
Section  102.1  (21  CFR  102.1)  set  forth 
general  principles  applicable  to  the  re¬ 
quirements  for  such  names.  Concerning 
that  regulation,  questions  arose  as  to 
whether  any  word  contained  in  the  por¬ 
tion  of  the  name  of  the  food  specified  in 
§  102.1(a)  may  be  larger  than  any  other 
word  used  in  that  part  of  the  name.  In  a 
proposal  published  in  the  Federal  Regis¬ 
ter  of  December  10,  1973  (38  FR  33984) , 
the  Commissioner  proposed  that  every 
word  appearing  in  the  part  of  the  com¬ 
mon  or  usual  name  of  the  food  required 
by  §  102.1(a)  shall  appear  in  the  same 
size  and  style  of  type.  Many  comments 
opposing  the  proposal  were  received.  An 
order  ruling  on  this  proposal  has  not 
been  issued.  When  such  an  order  is  is¬ 
sued,  it  will  set  forth  the  policy  that 
shall  be  followed  in  regard  to  the  size  and 
style  of  type  in  the  labeling  of  all  food, 
including  nonstandardized  frozen  peas 
containing  garnishes  or  sauces  or  both. 

Notice  is  given  that  compliance  with 
the  subject  order,  including  the  amend¬ 
ment  set  forth  below,  will  become  effec¬ 
tive  on  December  31, 1974. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (secs.  401,  701,  52  Stat.  1046,  1055- 
1056  as  amended  by  70  Stat.  919  and  72 
Stat.  948;  (21  U.S.C.  341,  371))  and 
under  authority  delegated  to  the  Com¬ 
missioner  (21  CFR  2.120),  §50.2  is 
amended  in  paragraph  (a)  by  revising 
the  first  sentence  to  read  as  follows : 

§  50.2  Frozen  .peas;  identity;  label 
statement  of  optional  ingredients. 

(a)  Product  definition.  Frozen  peas  is 
the  food  in  “package”  form  as  that  term 
is  defined  in  §  1.1(b)  of  this  chapter, 
prepared  from  the  succulent  seed  of  the 


pea  plant  of  the  species  Pisum  sativum 
L.  *  *  * 


Effective  date.  Sections  50.1,  50.2,  and 
50.3  promulgated  in  the  order  of  Janu¬ 
ary  28,  1974,  as  amended  herein,  shall 
become  effective  December  31, 1974. 

(Secs.  401,  701,  52  Stat.  1046,  1055-1056  as 
amended  by  70  Stat.  919  and  72  Stat.  948:  (21 
U.S.C.  341,  371)) 

Dated:  September  13,  1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 

[FR  Doc.74-21699  Filed  9-18-74; 8: 45  am) 

PART  53— TOMATO  PRODUCTS 

Tomato  Juice;  Amendment  of  Identity 
Standard;  Correction 

In  FR  Doc.  74-13483  appearing  at  page 
20882  in  the  Federal  Register  of  Fri¬ 
day,  June  14,  1974,  in  the  right  column 
on  page  20883,  the  fifth  line  of  paragraph 
7  which  reads  “food  amounts  to  10  per¬ 
cent  of  the  U.S.”  is  changed  to  read  “food 
amounts  to  100  percent  of  the  U.S.” 

Dated:  September  13,  1974. 

Sam  D.  Fine, 
Associate  Commissioner 

for  Compliance. 
[FR  Doc .74-2 1695  Filed  9-18-74; 8: 45  am] 

SUBCHAPTER  C— DRUGS 

PART  135b — NEW  ANIMAL  DRUGS  FOR 
IMPLANTATION  OR  INJECTION 

Pituitary  Luteinizing  Hormone  for  Injection 

The  Commissioner  of  Food  and  Drugs 
has  evaluated  a  supplemental  new  ani¬ 
mal  drug  application  (9-167V)  of  Burns- 
Biotec  Laboratories,  Inc.,  Subsidiary  of 
Chromalloy  American  Corp.,  7711  Oak- 
port  St.,  Oakland,  CA  94621,  proposing 
revised  labeling  for  safe  and  effective  use 
of  pituitary  luteinizing  hormone  for  ad¬ 
ministration  to  cattle,  horses,  swine, 
sheep,  and  dogs.  The  supplemental  ap¬ 
plication  is  approved. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (sec.  512U) ,  82  Stat.  347;  (21  U.S.C. 
360b  (i) ) )  and  under  authority  delegated 
to  the  Commissioner  (21  CFR  2.120), 
Part  135b  is  amended  by  adding  a  new 
section  as  follows: 

§  135b. 101  Pituitary  luteinizing  hor¬ 
mone  for  injection. 

(a)  Specifications.  The  drug  is  a  ly- 
ophilized  pituitary  extract.  Each  6-milli¬ 
liter  vial  contains  an  amount  equivalent 
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to  25  milligrams  of  standard  pituitary 
luteinizing  hormone  and  Is  reconstituted 
for  use  by  addition  of  5  milliliters  of  0.9 
percent  aqueous  sodium  chloride  solu¬ 
tion. 

<b>  Sponsor.  Code  No.  070  in  9  135.501 
(c>  of  this  chapter. 

(c)  Conditions  of  use.  (1)  The  drug 
is  an  aid  in  the  treatment  of  breeding 
disorders  related  to  pituitary  hypof unc¬ 
tion  in  cattle,  horses,  swine,  sheep,  and 
dogs. 

(2)  Preferably  given  by  intravenous 
injection,  it  may  be  administered  sub¬ 
cutaneously;  dosage  is  as  follows:  Cat¬ 
tle  and  horses,  25  mg;  swine.  5  mg;  sheep, 
2.5  mg,  and  dogs,  1.0  mg.  Treatment  may 
be  repeated  in  1  to  4  weeks,  or  as  in¬ 
dicated. 

(c)  Federal  law  restricts  this  drug  to 
use  by  or  on  the  order  of  a  licensed 
veterinarian. 

Effective  date.  This  order  shall  be  ef¬ 
fective  September  19, 1974. 

(Sec.  512(1) .  82  Stat.  347  (21  U.S.C.  360b(i) ) ) 
Dated:  September  13, 1974. 

C.  D.  Van  Hotxweling, 
Director,  Bureau  of 
Veterinary  Medicine. 

[FR  Doc.74-26194  Filed  9-18-74;8:45  am] 

PART  135e— NEW  ANIMAL  DRUGS  FOR 
USE  IN  ANIMAL  FEEDS 

Monensin;  Monensin  Sodium 

An  order  was  published  in  the  Federal 
Register  of  June  25,  1974  (39  FR  22946) 
amending  §  135e.50  by  adding  thereto 
paragraph  (b)  (1)  through  (7).  A  subse¬ 
quent  order  inadvertently  published  out 
of  sequence  on  June  26,  1974  (39  FR 
23055)  amended  the  prior  text  of 
§  135e.50  thus  removing  paragraph  (b) 
(1)  through  (7)  previously  established. 

This  order  reinstates  paragraph  (b) 
(1)  through  (7)  vacated  by  the  June  26, 
1974  order. 

Therefore,  §  135e.50(b),  as  revised  in 
the  order  of  June  25,  1974,  is  republished 
as  follows: 

§  135e.50  Monensin;  monensin  sodium. 

*  •  •  •  • 

(b)  Approvals.  Premix  levels  of  mon- 
ensic  acid  activity  from  monensin  or 
monensin  sodium  granted  to  firms  as 
sponsor(s)  and  identified  by  code  num¬ 
bers  in  9  135.501(c)  of  this  chapter  for 
the  specific  usage  indicated  in  paragraph 
(f)  of  this  section: 

(1)  44  or  45  grams  per  lb.  to  014; 
item  1. 

(2)  44  grains  per  lb.  with  18  grams  per 
lb.  of  3-nitro-4-hydroxyphenyl-arsonic 
acid  to  014;  item  2. 

(3)  110  grams  per  lb.  to  014;  items  3 
and  5. 

(4)  110  grams  per  lb.  with  45  grams 
per  lb.  of  3-nitro-4-hydroxyphenyl- 
arsonic  acid  to  014;  item  4. 

(5)  303.5  grams  per  ton  with  0.0138 
percent  3-nitro-4-hydroxyphenylarsonic 
acid  to  006  ;  item  4. 

(6)  11.786  grams  per  lb  with  1.063  per¬ 
cent  3  -  nitro-4-hydroxyphenylarsonic 


acid,  22  grams  per  lb.  with  1.98  percent  3- 
nitro-4-hydroxyphenylarsonic  acid  to 
110;  item  4. 

(7)  14.67  grams  per  lb.  to  110;  item  3. 

+  »  •  •  • 

Effective  date.  This  order  shall  be  ef¬ 
fective  September  19, 1974. 

Dated:  September  13, 1974. 

C.  D.  Van  Hotxweling, 

Director,  Bureau  of 
Veterinary  Medicine. 

[FR  Doc.74-21700  Filed  9-18-74;8:46  am] 

SUBCHAPTER  C — DRUGS 
SUBCHAPTER  D— DRUGS  FOR  HUMAN  USE 

CERTIFICATION  OF  ANTIBIOTICS  AND 
INSULIN 

Financial  Responsibility  of  Agents 
In  a  notice  of  proposed  rulemaking 
published  in  the  Federal  Register  of 
March  8, 1974  (39  FR  9199) ,  the  Commis¬ 
sioner  of  Food  and  Drugs  proposed  to 
amend  the  regulations  pertaining  to  the 
certification  of  antibiotics  and  insulin 
(21  CFR  146.2  and  164.2).  (Subsequently, 
the  regulations  for  drugs  for  human  use 
were  recodified  and  transferred  to  a  new 
Subchapter  D.  In  the  recodiflcation  docu¬ 
ment  published  in  the  Federal  Register 
of  March  29,  1974  (39  FR  11680) ,  §  164.2 
was  recodified  as  §  429.40.  In  the  recodifi¬ 
cation  document  published  in  the  Fed¬ 
eral  Register  of  May  30,  1974  (39  FR 
18922),  §  146.2  as  it  pertains  to  certifi¬ 
cation  of  antibiotics  for  human  use 
was  recodified  as  §  431.1.  In  the  same 
issue  of  the  Federal  Register  (39  FR 
18771),  §  146.2  was  amended  to  indicate 
that  it  now  pertains  only  to  certifiable 
antibiotics  for  veterinary  use.  Conse¬ 
quently,  the  proposed  amendment  of 
March  8,  1974  is  recodified  and  now  ap¬ 
plies  to  three  sections  of  Title  21,  instead 
of  two  as  originally  described).  The  pro¬ 
posed  regulation  would  make  the  author¬ 
ized  agent  of  any  foreign  manufacturer 
of  drugs  who  requests  certification  by  the 
Food  and  Drug  Administration  finan¬ 
cially  responsible  for  any  uncollected 
certification  fees.  This  was  proposed  to 
eliminate  the  difficulty,  rarely  encoun¬ 
tered,  of  collecting  certification  fees 
from  a  foreign  manufacturer  who  has 
gone  out  of  business  or  otherwise  dis¬ 
continued  using  the  certification  serv¬ 
ices.  Interested  persons  were  invited  to 
submit  comments  on  the  proposal  within 
60  days. 

One  comment  was  received  in  response 
to  the  proposal.  The  comment,  from  a 
pharmaceutical  consultant,  suggested 
that  the  agent  be  immediately  apprised 
of  an  overdraft  and  that  it  be  made  cer¬ 
tain  he  receives  copies  of  all  statements. 

Under  present  Food  and  Drug  Admin¬ 
istration  procedures,  upon  completion  of 
testing  and  assays,  the  chargeable  fees 
for  each  batch  of  antibiotics  and  insulin 
are  billed  by  the  Food  and  Drug  Admin¬ 
istration  to  a  foreign  manufacturer 
through  his  agent.  In  addition,  a  month- 
end  statement  of  each  manufacturer’s 
account  is  sent  to  the  agent.  The  Com¬ 
missioner,  therefore,  finds  that  present 
practices  provide  the  agent  with  suffi¬ 


cient  information  to  be  kept  currently 
Informed  on  the  status  of  his  clients’ 
accounts. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (secs.  506,  507,  512(n),  55  Stat.  851 
as  amended,  59  Stat.  463  as  amended,  82 
Stat.  350-351;  (21  UJ3.C.  356,  357,  360b 
(n) ) )  and  under  authority  delegated  to 
the  Commissioner  (21  CFR  2.120) ,  Chap¬ 
ter  I  of  Title  21,  Code  of  Federal  Regula¬ 
tions,  is  amended  as  follows: 

PART  146— ANTIBIOTIC  DRUGS  FOR  VET¬ 
ERINARY  USE;  PROCEDURAL  AND  IN¬ 
TERPRETIVE  REGULATIONS 

1.  In  §  146.2(a)  by  adding  theretb  a 
new  sentence  as  follows: 

§  146.2  Requests  for  certification,  check 
tests  and  assays,  and  working  stand¬ 
ards  for  veterinary  drugs;  informa¬ 
tion  and  samples  required. 

(a)  •  *  *  The  agent  will  be  held  ac¬ 
countable  for  all  outstanding  certifica¬ 
tion  fees  incurred  by  the  foreign  manu¬ 
facturer  he  represents,  and,  in  signing 
the  request  for  certification,  the  agent 
agrees  to  be  financially  responsible  for 
any  certification  debts  so  incurred. 

*  *  •  *  • 

PART  429— DRUGS  COMPOSED  WHOLLY 
OR  PARTLY  OF  INSULIN 

2.  In  §  429.40(a)  by  adding  thereto  a 
new  sentence  as  follows: 

§  429.40  Requests  for  certification; 
samples;  storage;  approvals  prelim¬ 
inary  to  certification. 

(a)  *  *  *  The  agent  will  be  held  ac¬ 
countable  for  all  outstanding  certifica¬ 
tion  fees  incurred  by  the  foreign  manu¬ 
facturer  he  represents,  and,  in  signing 
the  request  for  certification,  the  agent 
agrees  to  be  financially  responsible  for 
any  certification  debts  so  incurred. 

*  •  •  •  • 

PART  431— CERTIFICATION  OF 
ANTIBIOTIC  DRUGS 

3.  In  5  431.1(a)  by  adding  thereto  a 
new  sentence  as  follows: 

§  431.1  Requests  for  certification,  check 
tests  and  assays,  and  working  stand¬ 
ards;  information  and  samples  re¬ 
quired. 

(a)  *  *  *  The  agent  will  be  held  ac¬ 
countable  for  all  outstanding  certifica¬ 
tion  fees  incurred  by  the  foreign  manu¬ 
facturer  he  represents,  and,  in  signing 
the  request  for  certification,  the  agent 
agrees  to  be  financially  responsible  for 
any  certification  debts  so  incurred. 

•  *  *  •  • 
Effective  date.  This  order  shall  be 
effective  October  21,  1974. 

(Secs.  506,  507,  612  (n),  55  Stat.  851  as 
amended,  50  Stat.  463  as  amended,  82  Stat. 
350-351  (21  UJS.C.  356,  357,  360b(n))) 

Dated:  September  13,  1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 
[FR  Doc.74-21702  Filed  9-18-74;8:45  am] 
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SUBCHAPTER  O— DRUGS  FOR  HUMAN  USE 

[DESI  8583,  8674,  9152,  9188,  and  50205; 
Docket  No.  FDC-D-677;  NDA  No.  50-203, 
Etc.] 

Otic  and  Ophthalmic /Otic  Preparations; 
Revocation  of  Certification  and  Eligibil¬ 
ity  for  Release  and  Amendment  of  Anti¬ 
biotic  Regulations 

In  the  Federal  Register  of  August  9, 
1973  (38  FR  21500) ,  the  Commissioner  of 
Food  and  Drugs  proposed  revocation  of 
provisions  for  certification  or  denial  of 
release  of  the  antibiotic  drugs  described 
in  items  1,  2,  3,  4,  6,  and  7  below  for  otic 
use  in  humans  and  denial  of  certification 
or  release  of  drugs  described  in  item  5 
below  if  such  drugs  are  labeled  with  less 
than  effective  indications  for  ophthalmic 
or  otic  use.  (That  proposal  was  published 
without  a  docket  number  and  has  been 
assigned  docket  number  FDC-D-677  as 
shown  in  the  heading  above.) 

The  Commissioner’s  conclusions  were 
set  forth  in  the  August  9,  1973  proposal 
after  a  lack  of  response  or  data  to  the 
initial  announcements,  listed  below, 
classifying  most  of  the  drugs  as  possibly 
effective  or,  in  the  case  of  DESI  8583,  ef¬ 
fective  and  possibly  effective.  The  conclu¬ 
sions  were  based  on  a  review  of  reports  of 
the  National  Academy  of  Sciences/Na¬ 
tional  Research  Council,  Drug  Efficacy 
Study  Group  on  most  of  the  drugs  de¬ 
scribed  below,  on  a  review  of  any  other 
available  evidence,  and  on  the  policy  for 
fixed  combination  drugs  as  specified  in 
21  CFR3.86: 

1.  DESI  50205  published  August  19, 
1971  (36  FR  16130). 

Achromycin  Ear  Solution  containing 
tetracycline  hydrochloride  and  benzo- 
caine;  Lederle  Laboratories  Division, 
American  Cyanamid  Co.,  Pearl  River,  NY 
10965  (NDA  50-275) . 

2.  DESI  9152  published  June  23,  1972 
(37  FR  12419). 

Terra-Cortril  Eye/ Ear  Suspension  con¬ 
taining  oxytetracycline  hydrochloride 
and  hydrocortisone  acetate;  Pfizer,  Inc., 
235  East  42d  St.,  New  York,  NY  10017 
(NDA  60-016) . 

3.  DESI  9188  published  June  6,  1972 
(37  FR  11283). 

a.  Neo-Delta-Cortef  Eye/Ear  Oint¬ 
ment  containing  prednisolone  acetate 
and  neomycin  sulfate;  The  Upjohn  Co., 
7171  Portage  Rd.,  Kalamazoo,  MI  49002 
(NDA  61-039) . 

b.  Neo-Cortef  Eye/Ear  Drops  contain¬ 
ing  hydrocortisone  acetate  and  neomycin 
sulfate;  The  Upjohn  Co.  (NDA  60-612). 

c.  Neo-Delta-Cortef  Eye/Ear  Drops 
containing  prednisolone  acetate  and  neo¬ 
mycin  sulfate;  The  Upjohn  Co.  (NDA  61- 
037). 

d.  Neo-Cortef  Eye/Ear  Ointment  con¬ 
taining  hydrocortisone  acetate  and  neo¬ 
mycin  sulfate;  The  Upjohn  Co.  (NDA  60- 
610). 

e.  Neo-Medrol  Eye/Ear  Ointment  con¬ 
taining  methylprednisolone  and  neomy¬ 
cin  sulfate;  The  Upjohn  Co.  (NDA  60- 
645). 

f.  Neo-Hydeltrasol  Ophthalmic  Solu¬ 
tion  (for  eye  or  ear)  containing  pred¬ 
nisolone  sodium  phosphate  and  neomycin 
sulfate;  Merck  Sharp  and  Dohme,  Divi¬ 


sion  Merck  and  Co.,  Inc.,  West  Point,  PA 
19486  (NDA  50-379) . 

g.  Neo-Hydeltrasol  Ophthalmic  Oint¬ 
ment  (for  eye  or  ear)  containing  pred¬ 
nisolone  sodium  phosphate  and  neomycin 
sulfate;  Merck  Sharp  and  Dohme  (NDA 
50-378) . 

h.  Neo-Decadron  Ophthalmic  Oint¬ 
ment  (for  eye  or  ear)  containing 
dexamethasone  sodium  phosphate  and 
neomycin  sulfate;  Merck  Sharp  and 
Dohme  (NDA  50-324) . 

i.  Neo-Aristocort  Eye/Ear  Ointment 
containing  triamcinolone  acetonide  and 
neomycin  sulfate;  Lederle  Laboratories 
(NDA  60-442) . 

j.  Neo-Decadron  Ophthalmic  Solution 
(for  eye  or  ear)  containing  dexametha¬ 
sone  sodium  phosphate  and  neomycin 
sulfate;  Merck  Sharp  and  Dohme  (NDA 
50-322) . 

k.  Cor-Oticin  Eye/Ear  Suspension 
containing  hydrocortisone  acetate  and 
neomycin  sulfate;  Maurry  Biological 
Co.,  Inc.,  6109  South  Western  Ave.,  Los 
Angeles,  CA  90047  (NDA  60-188). 

4.  DESI  8674  published  June  29,  1972 
(37  FR  12855). 

a.  Terramycin  Otic  with  Polymyxin  B 
Sulfate  and  Benzocaine  containing  poly- 
mixin  B  sulfate,  oxytetracycline  hydro¬ 
chloride  and  benzocaine;  Pfizer,  Inc. 
(NDA  61-087). 

b.  Otobione  Otic  Drops  containing 
prednisolone  acetate,  neomycin  sulfate, 
and  sodium  propionate;  Schering 
Corp.,  60  Orange  St.,  Bloomfield,  NJ 
07003  (NDA  50-363) . 

c.  Otobiotic  Otic  Solution  containing 
neomycin  sulfate  and  sodium  propionate ; 
Schering  Corp.  (NDA  50-364). 

d.  Biomydrin  Otic  with  Hydrocorti¬ 
sone  containing  neomycin  sulfate,  grami¬ 
cidin,  hydrocortisone  acetate,  thonzy- 
lamine  hydrochloride  and  thonzonium 
bromide;  Wamer-Chilcott  Laboratories 
Division,  Warner-Lambert  Pharmaceuti¬ 
cal  Co.,  201  Tabor  Road,  Morris  Plains, 
NJ  07950  (NDA  50-351) . 

5.  DESI  8583  published  June  23,  1972 
(37  FR  12418). 

a.  Terramycin  Ophthalmic-Otic  Oint¬ 
ment  with  Polymyxin  B  Sulfate  contain¬ 
ing  oxytetracycline  hydrochloride  and 
polymyxin  B  sulfate;  Pfizer  Inc.  (NDA 
*61-015). 

b.  Chloromycetin-Polymyxin  Ophthal¬ 
mic  Ointment  containing  chlorampheni¬ 
col  and  polymyxin  B  sulfate;  Parke, 
Davis  and  Co.,  Joseph  Campau  at  the 
River,  Detroit,  MI  48232  (NDA  50-203). 

c.  Polysporin  Ophthalmic  Ointment 
containing  polymyxin  B  sulfate  and  zinc 
bacitracin;  Burroughs  Wellcome  &  Co., 
3030  Cornwallis  Rd.,  Research  Triangle 
Park,  NC  27709  (NDA  61-229). 

6.  Otalgine  Drops  containing  neomy¬ 
cin  undecylenate-tyrothricin-hydrocorti- 
sone  -  ethyleneoxidepolyoxypropylene 
glycol  condensate;  Purdue  Frederick  Co., 
Yonkers,  NY  10701  (NDA  50-066). 
This  drug  was  not  reviewed  by  the 
Academy  and  there  is  no  antibiotic  reg¬ 
ulation  which  provides  for  its 
certification. 

7.  Products  for  otic  use  composed  of 
streptomycin  with  an  antifungal  agent; 
dihydrostreptomycin  with  an  antifungal 


agent;  or  bacitracin  with  neomycin 
undecylenate.  Although  not  reviewed  by 
the  Academy,  such  drugs  are  regarded  as 
lacking  substantial  evidence  of  effective¬ 
ness  for  otic  use. 

In  addition  to  the  drugs  named  above, 
some  of  the  initial  DESI  notices  listed 
other  preparations  not  included  in  the 
August  9,  1973  proposal.  Those  products 
either  had  been  reclassified  as  effective 
or  were  being  allowed  to  remain  on  the 
market  based  upon  medically  justified 
need,  pending  reevaluation  of  the 
published  classification  or  completion  of 
scientific  studies  to  determine  effective¬ 
ness  in  accordance  with  the  requirements 
set  forth  in  the  notice  published  in  the 
Federal  Register  of  December  14,  1972 
(37  FR  26623) . 

In  the  August  9,  1973  proposal,  the 
Commissioner  also  proposed  to  amend 
the  regulations  to  provide  separate 
rather  than  combined  monographs  for 
ophthalmic  and  otic  preparations  con¬ 
taining  oxytetracycline  hydrochloride 
with  polymyxin  B  sulfate  and  thereby 
to  add  a  new  §  148n.30  to  Part  148n  (sub¬ 
sequently  recodified  as  Part  446  in  the 
Federal  Register  of  May  30, 1974  (39  FR 
18922)). 

The  proposal  allowed  60  days  for  com¬ 
ment.  Comments  received  in  response  to 
the  proposal  and  the  Commissioner’s 
conclusions  are  as  follows; 

1.  Merck  Sharp  and  Dohme  suggested 
that  the  effective  date  of  any  final  order 
with  respect  to  changing  container 
labels,  cartons,  and  package  inserts  to 
delete  reference  to  otic  use  should  recog¬ 
nize  the  lead  time  required  to  implement 
such  changes  in  order  to  permit  an  or¬ 
derly  transition  and  the  avoidance  of 
unnecessary  expenditure. 

The  Commissioner  recognizes  that  a 
reasonable  period  of  time  is  required  for 
orderly  relabeling.  Therefore,  the  pro¬ 
visions  of  this  order  affecting  drugs 
labeled  for  both  ophthalmic  and  otic 
uses  shall  become  effective  December  18, 
1974. 

2.  Dome  Laboratories  submitted  data 
to  support  efficacy  of  Neo-Cort-Dome 
Otic  Suspension  (NDA  50-238,  DESI 
8674)  (neomycin  sulfate,  acetic  acid,  and 
hydrocortisone)  and  requested  a  reclassi¬ 
fication  of  the  status  of  the  product. 

The  Commissioner’s  conclusions  re¬ 
garding  this  drug  appear  elsewhere  in 
this  issue  of  the  Federal  Register. 

3.  The  Schering  Corp.  proposed  re¬ 
formulation  of  Otobione  Otic  Drops 
(NDA  50-363)  (neomycin  sulfate-sodium 
propionate -prednisolone  acetate)  and 
Otobiotic  Otic  Solution  (NDA  50-364) 
(neomycin  sulfate-sodium  propionate) . 

The  Food  and  Drug  Administration  has 
approved  the  firm’s  Form  6  for  the  re¬ 
formulated  Otobione  (NDA  61-816)  con¬ 
taining  neomycin  sulfate-polymyxin  B 
sulfate  and  hydrocortisone  which  is  cer¬ 
tifiable  under  §  444.442c  of  the  antibiotic 
drug  regulations. 

The  Administration’s  conclusions  re¬ 
garding  the  reformulation  of  Otobiotic 
Otic  Solution  containing  neomycin  sul¬ 
fate  and  polymyxin  B  sulfate  will  be  pub¬ 
lished  in  a  separate  notice.  There  cur- 
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rently  is  no  monograph  for  this  reformu¬ 
lated  product. 

On  the  basis  of  all  of  the  data  and 
information  available  to  him,  the  Com¬ 
missioner  is  unaware  of  any  adequate 
and  well-controlled  clinical  investigation, 
conducted  by  experts  qualified  by  scien¬ 
tific  training  and  experience,  meeting 
the  requirements  of  section  507  of  the 
Federal  Food,  Drug,  and  Cosmetic  Act 
(21  U.S.C.  357)  and  Part  430,  S  314.111 
(a)  (5) ,  and  5  3.86  of  Title  21  of  the  Code 
of  Federal  Regulations,  demonstrating 
the  effectiveness  of  the  drug  products 
ucts  shown  below  for  the  following 
indications: 

1.  For  all  its  indications:  Achromycin 
Ear  Solution  NDA  50-275.  Although  this 
drug  product  was  listed  in  the  notice 
published  in  the  Federal  Register  of 
December  14,  1972  (37  FR  26623) ,  as  one 
eligible  to  remain  on  the  market  pend¬ 
ing  scientific  studies  to  determine  its 
effectiveness,  the  Commissioner  is  un¬ 
aware  of  any  studies  ongoing  or  pro¬ 
posed.  Therefore,  this  order  removes  the 
exemption  for  continued  marketing  of 
this  product  and  revokes  provisions  for 
its  certification. 

2.  For  all  its  otic  indications:  Terra- 
Cortril  Eye/Ear  Suspension  (NDA  60- 
016).  This  drug  product  is  exempt  for 
ophthalmic  use,  pursuant  to  the  notice 
published  in  the  Federal  Register  of 
December  14,  1972  (37  FR  26623),  and 
may  remain  on  the  market  for  this  use 
while  scientific  studies  are  performed  to 
determine  its  effectiveness.  This  order 
revokes  provisions  for  certification  of  this 
drug  for  otic  use. 

3.  For  all  their  otic  indications:  All 
drugs  listed  above  under  DESI  9188,  item 
3.  These  drugs  intended  for  both  oph¬ 
thalmic  and  otic  use  are  exempt  for  oph¬ 
thalmic  use,  pursuant  to  the  notice  pub¬ 
lished  in  the  Federal  Register  of  Decem¬ 
ber  14,  1972  (37  FR  26623),  and  may 
remain  on  the  market  for  such  use  while 
studies  are  underway  to  determine  their 
effectiveness.  This  order  revokes  provi¬ 
sions  for  their  certification  or  release  for 
otic  use. 

4.  For  all  their  indications:  All  drugs 
listed  above  under  DESI  8674,  item  4.  Al¬ 
though  one  of  these  products,  Terramy- 
cin  Otic  with  Polymyxin  and  Benzocaine, 
was  listed  in  the  notice  published  in  the 
Federal  Register  of  December  14.  1972 
(37  FR  26623) ,  as  a  drug  eligible  for  con¬ 
tinued  marketing  while  scientific  studies 
were  performed  to  determine  its  effec¬ 
tiveness,  the  Commissioner  is  unaware  of 
any  ongoing  or  proposed  studies.  There¬ 
fore,  this  order  removes  the  exemption 
for  this  drug  product.  This  order  revokes 
provisions  for  the  certification  or  release 
of  all  these  drugs  having  the  components 
stated  above.  The  NDA  holder  for  Oto- 
bione  and  Otoblotic  proposed  reformula¬ 
tion  of  those  products.  This  order  does 
not  pertain  to  the  reformulated  products. 

5.  For  the  ophtlialmic  and  otic  indica¬ 
tions  classified  as  possibly  effective,  no¬ 
tice  of  which  was  published  in  the1  Fed¬ 
eral  Register  of  June  23,  1972  (37  FR 


12418) :  The  drug  products  listed  above 
under  DESI  8583,  item  5.  The  prepara¬ 
tions  were  initially  classified  as  effective 
for  certain  ophthalmic  and/or  otic  indi¬ 
cations.  This  evaluation  has  not  changed. 
Batches  of  these  drugs  labeled  with  indi¬ 
cations  previously  classified  as  possibly 
effective  and  now,  in  the  absence  of  any 
new  data,  considered  to  lack  substantial 
evidence  of  effectiveness,  will  no  longer 
be  acceptable  for  certification  or  release 
after  December  18, 1974. 

6.  All  indications:  Otalgine  Drops. 
This  drug  is  no  longer  eligible  for  release. 

7.  All  indications:  Any  drug  product 
certifiable  under  §  444.470a  for  strepto¬ 
mycin  otic  with  antifungal  agent  or  di¬ 
hydrostreptomycin  otic  with  antifungal 
agent,  and  §  448.410  for  bacitracin-neo¬ 
mycin  undecylenate  otic  drops.  This 
order  revokes  those  sections  of  the 
regulations. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (secs.  502,  507,  52  Stat.  1050-1051  as 
amended,  59  Stat.  463  as  amended;  (21 
U.S.C.  352,  357))  and  under  authority 
delegated  to  the  Commissioner  (21  CFR 
2.120),  Chapter  I  of  Title  21,  Code  of 
Federal  Regulations  is  amended  as 
follows: 

PART  444 — OLIGOSACCHARIDE 
ANTIBIOTIC  DRUGS 

1.  By  revising  the  section  heading  and 
the  first  and  second  sentences  of  para¬ 
graph  (a)(1)  of  S  444.342g  to  read  as 
follows: 

§  444.342g  Neomycin  sulfate-hydrocorti¬ 
sone  acetate  ophthalmic  suspension; 

neomycin  sulfate-prednisolone  ace¬ 
tate  ophtlialmic  suspension. 

(a)  •  •  • 

(1)  •  •  *  Neomycin  sulfate-hydrocor¬ 
tisone  acetate  ophthalmic  suspension  is 
an  aqueous  suspension  containing  in  each 
milliliter  3.5  milligrams  of  neomycin  and 
5  milligrams  or  15  milligrams  of  hydro¬ 
cortisone  acetate.  Neomycin  sulfate- 
prednisolone  acetate  ophthalmic  suspen¬ 
sion  is  an  aqueous  suspension  containing 
in  each  milliliter  3.5  milligrams  of  neo¬ 
mycin  and  2.5  milligrams  of  prednisolone 
acetate.  •  •  • 

•  •  •  •  • 

§§  444.442a  and  444.442b  [Revoked] 

2.  By  revoking  §  444.442a  “Neomycin 
sulfate-sodium  propionate  otic  solution; 
neomycin  sulfate-sodium  propionate- 
prednisolone  acetate  otic  solution"  and 
§  444.442b  “Neomycin  sulfate-gramicl- 
din-hydrocortisone-thonzylamine  hydro- 
chloride-thonzonium  bromide  otic  solu¬ 
tion.” 

§  444.470a  [Revoked] 

3.  By  revoking  8  444.470a  “Strepto¬ 
mycin  otic  with  antifungal  agent;  di¬ 
hydrostreptomycin  otic  with  antifungal 
agent.” 

4.  By  adding  to  §  444.542a  new  para¬ 
graph  (a)  (1 )  (il)  (d),  (e),  and  .(/)  and 
deleting  (a)  (1)  (iii)  as  follows: 


§  444.542a  Neomycin  sulfate  ointment; 

neomycin  sulfate _ ointment 

(the  blank  being  filled  in  with  the 
established  name(s)  of  the  other 
active  ingredient  (s)  present  in  ac¬ 
cordance  with  paragraph  (a)(1)  of 
this  section) . 

(a)  *  *  • 

(1)  •  *  * 

(ii)  *  *  • 

(d)  1.0  milligram  of  methypredniso- 
lone;  or 

(e)  1.0  milligram  of  triamcinolone  ace- 
tonide;  or 

(/)  2.5  milligrams  or  5.0  milligrams  of 
prednisolone  acetate. 

(iii)  [Deleted] 

•  •  •  •  • 


PART  446— TETRACYCLINE  ANTIBIOTIC 
DRUGS 

5.  By  revising  the  section  heading  and 
the  first  sentence  of  paragraph  (a)  (1)  of 
§  446.357c  to  read  as  follows: 

§  446.367c  Oxytetracydine  hydrochlo¬ 
ride-hydrocortisone  acetate  ophthal¬ 
mic  suspension. 

(a)  •  •  • 

(1)  •  •  •  Oxytetracydine  hydrochlo¬ 
ride-hydrocortisone  acetate  ophthalmic 
suspension  is  oxytetracydine  hydro¬ 
chloride  and  hydrocortisone  acetate  in  a 
suitable  and  harmless  oil  base  containing 
aluminum  tristearate.  •  •  • 

*  *  •  •  • 

6.  By  revising  the  section  heading,  the 
first  sentence  of  paragraph  (a)(1),  and 
paragraph  (b)  of  8  446.367e  to  read  as 
follows: 

§  446.367c  Oxytetracydine  hydrochlo¬ 
ride-polymyxin  B  sulfate  ophthalmic 
ointment. 

(a)  •  *  * 

(1)  *  *  *  Oxytetracydine  hydrochlo¬ 
ride-polymyxin  B  sulfate  ophthalmic 
ointment  is  oxytetracydine  hydrochlo¬ 
ride  and  polymyxin  B  sulfate  in  a  suit¬ 
able  and  harmless  ointment  base.  •  •  • 

*  •  •  •  • 

(b)  TesTs  and  methods  of  assay — (1) 
Potency,  (i)  Oxytetracydine  content. 

■  Proceed  as  directed  in  8  436.106  of  this 
chapter,  preparing  the  sample  for  assay 
as  follows:  Place  an  accurately  weighed 
representative  portion  of  the  sample  into 
a  separatory  funnel  containing  approxi¬ 
mately  50  milliliters  of  peroxide-free 
ether.  Shake  the  sample  and  ether  until 
homogeneous.  Add  20  to  25  milliliters  of 
0.1N  hydrochloric  acid  and  shake  well. 
Allow  the  layers  to  separate.  Remove  the 
acid  layer  and  repeat  the  extraction  pro¬ 
cedure  with  each  of  three  more  20-  to  25- 
milliliter  quantities  of  0.1N  hydrochloric 
acid.  Combine  the  extractives  in  a  suit¬ 
able  volumetric  flask  and  fill  to  volume 
with  0.1  N  hydrochloric  acid.  Further 
dilute  an  aliquot  with  0.1  iff  potassium 
phosphate  buffer,  pH  4.5  (solution  4) ,  to 
the  reference  concentration  of  0.24  rai- 
crogram  of  oxytetracydine  per  milliliter 
(estimated) . 
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(ii)  Polymyxin  B  content.  Proceed 
as  directed  in  S  436.105  of  this  chapter, 
preparing  the  sample  for  assay  as  fol¬ 
lows:  Weigh  accurately  0.5  to  1  gram  of 
the  ointment  and  place  into  a  15-milli¬ 
liter  centrifuge  tube.  Add  10  milliliters 
of  ethyl  ether.  Stir  until  contents  are 
homogeneous  and  centrifuge  for  10  min¬ 
utes  at  3,000  revolutions  per  minute.  De¬ 
cant  the  supernatant  ether.  Repeat 
washing  and  centrifugation  steps  once 
more.  Add  10  milliliters  of  acetone,  stir 
until  contents  are  homogeneous,  and 
centrifuge  for  10  minutes  at  3,000  revolu¬ 
tions  per  minute.  Decant  the  supernatant 
acetone.  Repeat  acetone  wash  and  cen¬ 
trifugation  once  more.  Continue  acetone 
washings  until  the  yellow  color  in  the 
residue  disappears.  Add  3  to  4  drops  of 
polysorbate  80  to  residue  and  mix  well. 
Gently  wash  residue  into  a  100-milliliter 
volumetric  flask  with  10  percent  potas¬ 
sium  phosphate  buffer,  pH  6.0  (solution 
6) ,  and  further  dilute  with  solution  6  to 
the  reference  concentration  of  10  units 
of  polymyxin  B  per  milliliter  (estimated) . 

(2)  Moisture.  Proceed  as  directed  in 
§  436.201  of  this  chapter. 

§  446.467a  [Revoked] 

7.  By  revoking  §  446.467a  “Oxytetra- 
cycline  hydrochloride-polymyxin  B  sul- 
fate-benzocaine  for  otic  solution.” 

8.  By  adding  the  following  new 
§  446.467d: 

§  446.467d  Oxytetracycline  hydrochlo¬ 
ride-polymyxin  B  sulfate  otic  oint¬ 
ment. 

(a)  Requirements  for  certification — 
(I)  Standards  of  identity,  strength, 
quality,  and  purity.  Oxytetracycline  hy¬ 
drochloride-polymyxin  B  sulfate  otic 
ointment  is  oxytetracycline  hydrochlo¬ 
ride  and  polymyxin  B  sulfate  in  a  suit¬ 
able  and  harmless  ointment  base.  Each 
gram  of  ointment  contains  5  milligrams 
of  oxytetracycline  and  10,000  units  of 
polymyxin  B.  Its  moisture  content  is  not 
more  than  1  percent.  The  oxytetracycline 
hydrochloride  used  conforms  to  the 
standards  prescribed  by  §  446.67a(a)  (1) 
(1) ,  (vi) ,  (vii) .  (viii) ,  and  (ix) .  The  poly¬ 
myxin  B  sulfate  used  conforms  to  the 
standards  prescribed  by  §  448.30a(a)  (1) 
(1),  (v),  (vi),  (vii),  and  (ix)  of  this 
chapter. 

( 3 )  Requests  for  certification ;  samples. 
In  addition  to  complying  with  the  re¬ 
quirements  of  §  431.1  of  this  chapter, 
each  such  request  shall  contain: 

(i)  Results  of  tests  and  assays  on: 

(a)  The  oxytetracycline  hydrochloride 
used  in  making  the  batch  for  potency, 
moisture,  pH,  absorptivity,  crystallinity, 
and  identity. 

(i>)  The  polymyxin  B  sulfate  used  in 
making  the  batch  for  potency,  pH,  mois¬ 
ture,  residue  on  ignition,  and  identity. 

(c)  The  batch  for  oxytetracycline  con¬ 
tent,  polymyxin  B  content,  and  moisture. 

(ii)  Samples  required: 

(a)  The  oxytetracycline  hydrochloride 
used  in  making  the  batch:  10  packages, 
each  containing  approximately  300  milli¬ 
grams. 

(b)  The  polymyxin  B  sulfate  used  in 
making  the  batch:  10  packages,  each 


containing  approximately  300  milli¬ 
grams. 

(c)  The  batch:  A  minimum  of  6  im¬ 
mediate  containers. 

(b)  Tests  and  methods  of  assay — (1) 
Potency,  (i)  Oxytetracycline  content. 
Proceed  as  directed  in  $  436.106  of  this 
chapter,  preparing  the  sample  for  assay 
as  follows:  Place  an  accurately  weighed 
representative  portion  of  the  sample  into 
a  separatory  funnel  containing  approxi¬ 
mately  50  milliliters  of  peroxide-free 
ether.  Shake  the  sample  and  ether  until 
homogeneous.  Add  20  to  25  milliliters  of 
0.1 1ST  hydrochloric  acid  and  shake  welL 
Allow  the  layers  to  separate.  Remove  the 
acid  layer  and  repeat  the  extraction  pro¬ 
cedure  with  each  of  three  more  20-  to  25- 
milliliter  quantities  of  0.1N  hydrochloric 
acid.  Combine  the  extractives  in  a  suit¬ 
able  volumetric  flask  and  fill  to  volume 
with  0.1  N  hydrochloric  acid.  Further 
dilute  an  aliquot  with  0.1M  potassium 
phosphate  buffer,  pH  4.5  (solution  4),  to 
the  reference  concentration  of  0.24 
microgram  of  oxytetracycline  per  milli¬ 
liter  (estimated). 

(ii)  Polymyxin  B  content.  Proceed  as 
directed  in  §  436.105  of  this  chapter,  pre¬ 
paring  the  sample  for  assay  as  follows: 
Weigh  accurately  0.5  to  1  gram  of  the 
ointment  and  place  into  a  15-milliliter 
centrifuge  tube.  Add  10  milliliters  of 
ethyl  ether.  Stir  until  contents  are  homo¬ 
geneous  and  centrifuge  for  10  minutes  at 
3,000  revolutions  per  minute.  Decant  the 
supernatant  ether.  Repeat  washing  and 
centrifugation  steps  once  more.  Add  10 
milliliters  of  acetone,  stir  until  contents 
are  homogeneous,  and  centrifuge  for  10 
minutes  at  3,000  revolutions  per  minute. 
Decant  the  supernatant  acetone.  Repeat 
acetone  wash  and  centrifugation  once 
more.  Continue  acetone  washings  until 
the  yellow  color  in  the  residue  disap¬ 
pears.  Add  3  to  4  drops  of  polysorbate  80 
to  residue  and  mix  well.  Gently  wash 
residue  into  a  100-milliliter  volumetric 
flask  with  10  percent  potassium  phos¬ 
phate  buffer,  pH  6.0  (solution  6),  and 
further  dilute  with  solution  6  to  the 
reference  concentration  of  10  units  of 
polymyxin  B  per  milliliter  (estimated). 

(2)  Moisture.  Proceed  as  directed  in 
§  436.201  of  this  chapter. 

§  446.481  [Revoked] 

9.  By  revoking  §  446.481  “Tetracy¬ 
cline  hydrochloride  otic  (tetracycline  hy¬ 
drochloride  for  ear  solution) .” 


PART  448 — PEPTIDE  ANTIBIOTICS 

§  448.410  [Revoked] 

10.  By  revoking  §  448.410  “Bacitra¬ 
cin-neomycin  undecylenate  otic  drops.” 

Any  person  who  will  be  adversely 
affected  by  the  action  denying  future  re¬ 
lease  of  a  product  for  which  certification 
is  not  provided  in  an  antibiotic  drug  reg¬ 
ulation,  or  by  deletion  of  less-than-effec- 
tive  indications  from  the  labeling  of  a 
product(s)  evaluated  as  effective  for 
other  indication (s),  may,  on  or  before 
October  21,  1974,  petition  for  the  is¬ 
suance  of  a  regulation  providing  for  cer¬ 
tification  of  the  drug  for  such  less-than- 
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effective  indications.  The  petition  must 
be  supported  by  a  full  factual  and  well- 
documented  medical  analysis  which 
shows  reasonable  grounds  for  the  issu¬ 
ance  of  such  regulation. 

Any  person  who  will  be  adversely 
affected  by  this  order  amending,  repeal¬ 
ing,  and  issuing  antibiotic  certification 
regulations  may  file  objections  to  it,  re¬ 
quest  a  hearing,  and  show  reasonable 
grounds  for  the  hearing.  It  is  the  re¬ 
sponsibility  of  every  manufacturer  or 
distributor  of  an  antibiotic  drug  product 
to  review  every  antibiotic  order  published 
in  the  Federal  Register  to  determine 
whether  it  covers  any  product  he  manu¬ 
facturers  or  distributes. 

Any  person  who  elects  to  avail  himself 
of  the  opportunity  for  a  hearing  shall 
file  (1)  on  or  before  October  21,  1974, 
a  written  notice  of  appearance  and  re¬ 
quest  for  hearing,  and  (2)  on  or  before 
November  18,  1974,  the  data,  informa¬ 
tion,  and  analyses  on  which  he  relies  to 
justify  a  hearing,  as  specified  in  21  CFR 
430.20.  Any  other  interested  person  may 
submit  comments  on  this  order.  The  pro¬ 
cedures  and  requirements  governing  this 
order,  a  notice  of  appearance  and  re¬ 
quest  for  hearing,  a  submission  of  data, 
information,  and  analyses  to  justify  a 
hearing,  other  comments,  and  a  grant  or 
denial  of  a  hearing,  are  contained  in  21 
CFR  146.1  as  published  and  discussed  in 
detail  in  the  Federal  Register  of  March 
13,  1974  (39  FR  9750) ,  recodified  as  21 
CFR  430.20,  as  published  in  the  Federal 
Register  of  May  30,  1974  (39  FR  18922) . 

A  request  for  a  hearing  may  not  rest 
upon  mere  allegations  or  denials'  but 
must  set  forth  specific  facts  showing  that 
there  is  a  genuine  and  substantial  issue 
of  fact  that  requires  a  hearing.  If  it  con¬ 
clusively  appears  from  the  data,  infor¬ 
mation,  and  factual  analyses  in  the  re¬ 
quest  for  the  hearing  that  no  genuine 
and  substantial  issue  of  fact  precludes 
the  action  taken  by  this  order  or  when  a 
request  for  hearing  is  not  made  in  the 
required  format  or  with  the  required 
analyses,  the  Commissioner  will  enter 
summary  judgment  against  the  per¬ 
son  (s)  who  requests  the  hearing,  making 
findings  and  conclusions  denying  a 
hearing. 

All  submissions  pursuant  to  this  order 
shall  be  filed  in  quintuplicate  with  the 
office  of  the  Hearing  Clerk,  Food  and 
Drug  Administration,  Rm.  4-65,  5600 
Fishers  Lane,  Rockville,  MD  20852. 

All  submissions  pursuant  to  this  order, 
except  for  data  and  information  pro¬ 
hibited  from  public  disclosure  pursuant 
to  section  301  (j)  of  the  act  (21  U.S.C. 
331  (j) )  or  18  U.S.C.  1905,  may  be  seen  in 
the  office  of  the  Hearing  Clerk  during 
regular  business  hours,  Monday  through 
Friday. 

Effective  date.  This  order  amending, 
repealing,  and  issuing  antibiotic  certifica¬ 
tion  regulations  shall  become  effective 
October  29,  1974,  except  that  those  por¬ 
tions  applicable  to  drugs  labeled  for  both 
ophthalmic  and  otic  use  shall  become 
effective  December  18, 1974.  If  objections 
are  filed,  the  effective  date  will  be  ex¬ 
tended  as  necessary  to  rule  thereon.  In 
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so  ruling,  the  Commissioner  will  specify 
another  effective  date. 

(Secs.  602,  607,  62  Stat.  1050-1051  as 

amended,  59  Stat.  463  as  amended  (21  U.S.C. 
352,  357) ) 

Dated:  September  11, 1974. 

William  P.  Randolph, 

Acting  Associate  Commissioner 
for  Compliance. 
[PR  Doc.74-21705  Filed  9-18-74;8:’45  am] 


PART  444 — OLIGOSACCHARIDE 
ANTIBIOTIC  DRUGS 

Neomycin  Sulfate-Hydrocortisone  Acetate- 
Acetic  Acid  Otic  Suspension 

In  a  notice  (DESI  8674)  published  in 
the  Federal  Register  of  June  29,  1972 
(37  FR  12855),  the  Commissioner  of 
Food  and  Drugs  announced  his  conclu¬ 
sions,  pursuant  to  evaluation  of  a  re¬ 
port  received  from  the  National  Academy 
of  Sciences/National  Research  Coun¬ 
cil,  Drug  Efficacy  Study  Group,  on  the 
following  drug  product,  stating  that  it 
was  regarded  as  possibly  effective  for  its 
labeled  indications: 

Neo-Cort-Dome  Otic  Suspension,  con¬ 
taining  neomycin  sulfate,  hydrocortisone, 
and  acetic  acid;  Dome  Laboratories,  Di¬ 
vision  of  Miles  Laboratories,  Inc.,  125 
West  End  Ave.,  New  York ,  NY  10023 
(NDA  50-238). 

In  the  absence  of  new  data  in  response 
to  the  notice  of  June  29,  1972,  a  notice 
was  published  in  the  Federal  Register 
of  August  9,  1973  (38  FR  21500),  propos¬ 
ing  to  regard  Neo-Cort-Dome  Suspen¬ 
sion  as  ineligible  for  release.  Certification 
of  the  product  was  not  provided  for  in  an 
antibiotic  drug  regulation.  Pursuant  to 
that  proposal,  Dome  Laboratories  sub¬ 
mitted  data  in  support  of  the  efficacy  of 
the  product.  Based  upon  review  of  all 
available  evidence,  the  Commissioner 
concludes  that  the  drug  product  is  effec¬ 
tive  for  the  treatment  of  superficial  bac¬ 
terial  infections  of  the  external  auditory 
canal  caused  by  organisms  susceptible 
to  the  action  of  the  antibacterials,  and 
for  the  treatment  of  infections  of  mas¬ 
toidectomy  and  fenestration  cavities  by 
organisms  susceptible  to  the  action  of 
the  antibacterials.  Notice  of  that  con¬ 
clusion  appears  elsewhere  in  this  issue  of 
the  Federal  Register.  The  Commissioner 
further  concludes  that  the  antibiotic  reg¬ 
ulations  should  be  amended  as  set  forth 
below  to  provide  for  the  certification  of 
this  drug. 

Therefore,  pursuant  to  provisions  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act  (sec.  507,  59  Stat.  463,  as  amended; 
(21  U.S.C.  357))  and  under  authority 
delegated  to  the  Commissioner  (21  CFR 
2.120),  Part  444  is  amended  by  adding  a 
new  section  to  read  as  follows: 

§  444.442f  Neomycin  sulfate-hydrocor¬ 
tisone  acetate-acetic  acid  otic  suspen¬ 
sion. 

(a)  Requirements  for  certification — 
(1 )  Standards  of  identity,  strength,  qual¬ 
ity,  and  purity.  Neomycin  sulfate-hydro¬ 
cortisone  acetate-acetic  acid  otic  suspen¬ 
sion  is  an  aqueous  suspension  containing 
in  each  milliliter  5.0  milligrams  of  neo¬ 


mycin  sulfate  equivalent  to  3.5  milli¬ 
grams  of  neomycin  and  10  milligrams  of 
hydrocortisone  acetate.  It  also  contains 
2  percent  acetic  acid.  It  may  contain  one 
or  more  suitable  and  harmless  buffers, 
preservatives,  and  dispersants.  Its  po¬ 
tency  is  satisfactory  if  it  is  not  less  than 
90  percent  and  not  more  than  130  per¬ 
cent  of  the  number  of  milligrams  of  neo¬ 
mycin  that  it  is  represented  to  contain. 
It  is  sterile.  Its  pH  is  not  less  than  4.5  and 
not  more  than  6.0.  The  neomycin  sulfate 
used  conforms  to  the  standards  pre¬ 
scribed  in  §  444.42a (a)  (1)  (i),  (v),  (vi), 
and  (vii). 

(2)  Labeling.  It  shall  be  labeled  in  ac¬ 
cordance  with  the  requirements  of  §  432.5 
of  this  chapter. 

(3)  Requests  for  certification;  samples. 
In  addition  to  complying  with  the  re¬ 
quirements  of  §  431.1  of  this  chapter, 
each  such  request  shall  contain: 

(i)  Results  of  tests  and  assays  on: 

(a)  The  neomycin  sulfate  used  in 
making  the  batch  for  potency,  loss  on 
drying,  pH,  and  identity. 

(b)  The  batch  for  potency,  sterility, 
and  pH. 

(ii)  Samples  required: 

(a)  The  samples  used  in  making  the 
batch:  10  packages,  each  containing  ap¬ 
proximately  300  milligrams. 

(b)  The  batch: 

(1)  For  all  tests  except  sterility:  A 
minimum  of  5  immediate  containers. 

(2)  For  sterility  testing:  20  immedi¬ 
ate  containers,  collected  at  regular  in¬ 
tervals  throughout  each  filling  opera¬ 
tion. 

(b)  Tests  and  methods  of  assay — (1) 
Potency.  Proceed  as  directed  in  §  436.105 
of  this  chapter,  preparing  the  sample  for 
assay  as  follows:  Remove  an  accurately 
measured  representative  portion  of  the 
sample  and  dilute  with  sufficient  0.1M 
potassium  phosphate  buffer,  pH8.0  (so¬ 
lution  3),  to  give  a  stock  solution  of  con¬ 
venient  concentration.  Further  dilute 
with  solution  3  to  the  reference  concen¬ 
tration  of  1.0  microgram  of  neomycin 
per  milliliter  (estimated) . 

<2)  Sterility.  Proceed  as  directed  in 
§  436.20  of  this  chapter,  using  the  method 
described  in  paragraph  (e)(1)  of  that 
section,  except  if  the  steroid  prevents 
solubilization,  use  0.25  milliliter  in  lieu 
of  1  milliliter  and  proceed  as  directed  in 
paragrapn  (e)  (2)  of  that  section. 

(3)  pH.  Proceed  as  directed  in  5  436.- 
202  of  this  chapter,  using  the  undiluted 
suspension. 

Since  the  conditions  prerequisite  to 
providing  for  certification  of  the  subject 
product  have  been  complied  with  r,nd 
since  the  matter  is  noncontroversial,  no¬ 
tice  and  public  procedure  and  delayed 
effective  date  are  not  prerequisites  to 
this  promulgation. 

Effective  date.  This  order  shall  be¬ 
come  effective  September  19, 1974. 

(Sec.  507,  59  Stat.  463,  as  amended  (21  U.S.C. 
357)) 

Dated:  September  11, 1974. 

William  F.  Randolph, 

Acting  Associate  Commissioner 
for  Compliance. 
[FR  Doc.74-21704  Filed  9-18-74:8:46  am] 


Title  22 — Foreign  Relations 

CHAPTER  II— AGENCY  FOR  INTERNA¬ 
TIONAL  DEVELOPMENT,  DEPARTMENT 
OF  STATE 

[AJX>.  Regulation  11] 

PART  211— TRANSFER  OF  FOOD  COM 
MODIFIES  FOR  USE  IN  DISASTER  RE¬ 
LIEF  AND  ECONOMIC  DEVELOPMENT, 
AND  OTHER  ASSISTANCE 

Part  211  of  Chapter  H,  Miscellaneous 
Amendments,  Title  22,  Code  of  Federal 
Regulation  (A.I.D.  Regulation  11)  is 
amended  as  follows: 

The  purpose  of  this  amendment  is  (1) 
to  increase  amounts  which  the  voluntary 
agencies  may  retain  from  claim  collec¬ 
tions  received  by  them,  (2)  to  increase 
the  monetary  authorities  of  the  volun¬ 
tary  relief  agencies,  and  (3)  to  make  . 
certain  changes  in  the  language  for 
clarification  purposes. 

•  •  •  •  • 

1.  Section  211.9  of  AID  Regulation  11 
amended  and  reissued  in  its  entirety  as 
follows : 

§  211.9  Liability  for  loss  und  damage 
or  improper  distribution  of  eom- 
modities. 

(a)  Fault  cooperating  sponsor  prior  to 
loading  on  ocean  vessel.  If  a  voluntary 
agency  or  intergovernmental  organiza¬ 
tion  books  cargo  for  ocean  transportation 
and  is  unable  to  have  a  vessel  at  the 
U.S.  port  of  export  for  loading  in  ac¬ 
cordance  with  the  agreed  shipping 
schedule,  the  voluntary  agencies  and  in¬ 
tergovernmental  organizations  shall  im¬ 
mediately  notify  the  USDA.  The  USDA 
will  determine  whether  the  commodity 
shall  be  (1)  moved  to  another  available 
outlet;  (2)  stored  at  the  port  for  delivery 
to  the  voluntary  agencies  or  intergovern¬ 
mental  organizations  until  a  vessel  is 
available  for  loading;  or  (3)  disposed  of 
as  the  USDA  may  deem  proper.  When 
additional  expenses  are  incurred  by  CCC 
as  a  result  of  a  failure  of  the  voluntary 
agency  or  intergovernmental  organiza¬ 
tion,  or  their  agent;  (4)  to  meet  the 
agreed  shipping  schedule,  or  (6)  to  make 
necessary  arrangements  to  accept  com¬ 
modities  at  the  points  of  delivery  des¬ 
ignated  by  CCC,  and  it  is  determined 
by  CCC  that  the  expenses  were  incurred 
because  of  the  fault  or  negligence  of 
the  voluntary  agency  or  intergovernmen¬ 
tal  organization,  or  their  agents,  the 
voluntary  agency  or  intergovernmental 
organization  shall  reimburse  CCC  for 
such  expenses  or  take  such  action  as 
directed  by  CCC. 

(b)  Fault  of  others  prior  to  loading 
on  ocean  vessel.  Upon  the  happening  of 
any  event  creating  any  rights  against  a 
warehouseman,  carrier,  or  other  person 
for  the  loss  of  or  damage  to  a  commodity 
occurring  between  the  time  title  is  trans¬ 
ferred  to  a  voluntary  agency  or  intergov¬ 
ernmental  organization  and  the  time  the 
commodity  is  loaded  on  board  vessel  at 
designated  port  of  export,  the  voluntary 
agencies  or  intergovernmental  organiza¬ 
tions  shall  immediately  notify  CCC  and 
promptly  assign  to  CCC  any  rights  to 
claims  which  may  accrue  to  them  as  a 
result  of  such  loss  or  damage  and  shall 
promptly  forward  to  CCC  all  documents 
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pertaining  thereto.  CCC  shall  have  the 
right  to  initiate  and  prosecute,  and  re¬ 
tain  the  proceeds  of  all  claims  for  such 
loss  or  damage. 

(c)  Ocean  carrier  loss  and  damage — 
(1)  Survey  and  outturn  reports,  (i)  Co¬ 
operating  sponsors  shall  arrange  for  an 
independent  cargo  surveyor  to  attend 
the  discharge  of  the  cargo  and  to  count 
or  weigh  the  cargo  and  examine  its  con¬ 
dition,  unless  USAID  or  the  Diplomatic 
Post  determines  that  such  examination 
is  not  feasible,  or  if  CCC  has  made  other 
provisions  for  such  examinations  and  re¬ 
ports.  The  surveyor  shall  prepare  a  re¬ 
port  of  his  findings  showing  the  quantity 
and  condition  of  the  commodities  dis¬ 
charged.  The  report  shall  also  show  the 
probable  cause  of  any  damage  noted, 
and  set  forth  the  time  and  place  when 
the  examination  was  made.  If  practi¬ 
cable,  the  examination  of  the  cargo  shall 
be  conducted  jointly  by  the  surveyor,  the 
consignee,  and  the  ocean  carrier,  and  the 
survey  report  shall  be  signed  by  all  par¬ 
ties.  Customs  receipts,  port  authority  re¬ 
ports,  shortlanding  certificates,  cargo 
boat  notes,  stevedore’s  tallies,  etc.,  where 
applicable,  shall  be  obtained  and  fur¬ 
nished  with  the  report  of  the  surveyor. 
The  cooperating  sponsor  shall  obtain  a 
certification  by  public  health  official  or 
similar  competent  authority  as  to  (a) 
the  condition  of  the  commodity  in  any 
case  when  a  damaged  commodity  appears 
to  be  unfit  for  its  intended  use;  and  (b) 
a  certificate  of  disposition  in  the  event 
the  commodity  is  determined  to  be  unfit 
for  its  intended  use.  Such  certificates 
shall  be  obtained  as  soon  as  possible  after 
discharge  of  the  cargo  and  forwarded  as 
set  forth  in  paragraph  (c)  (1)  (ill)  and 
(iv)  of  this  section. 

(ii)  In  the  event  of  cargo  loss  and 
damage,  the  cooperating  sponsor  shall 
provide  the  names  and  addresses  of  in¬ 
dividuals  who  were  present  at  the  time  of 
discharge  and  during  survey  and  can 
verify  the  quantity  lost  or  damaged.  In 
the  case  of  bulk  grain  shipments,  the 
cooperating  sponsor  shall,  if  reasonably 
obtainable,  provide  certificates  of  the  ac¬ 
curacy  of  the  scale  weights  used  to  de¬ 
termine  the  quantity  offloaded,  and  the 
moisture  content  of  the  grain  when 
unloaded. 

(iii)  Voluntary  agencies  and  intergov¬ 
ernmental  organizations  shall  send  cop¬ 
ies  of  all  reports  and  documents  per¬ 
taining  to  the  discharge  of  commodities 
to  USDA. 

(iv)  Cooperating  sponsors  other  than 
voluntary  agencies  and  intergovern¬ 
mental  organizations  shall  promptly 
furnish  the  above-described  reports  and 
documents  to  the  USAID  or  Diplomatic 
Post. 

(v)  CCC  will  reimburse  the  voluntary 
agencies  and  intergovernmental  orga¬ 
nizations  for  the  costs  incurred  by  them 
in  obtaining  the  services  of  an  inde¬ 
pendent  surveyor  to  conduct  examina¬ 
tions  of  the  cargo  and  render  the  report 
set  forth  above.  Reimbursement  will  be 
made  when  the  surveyor’s  Invoice  or 
other  documents  that  establish  the  sur¬ 
vey  cost  are  furnished  to  CCC. 


(2)  Claims  against  ocean  carriers,  (i) 
Irrespective  of  transfer  of  title  to  the 
commodities,  CCC  shall  have  the  right  to 
initiate  and  prosecute,  and  retain  the 
proceeds  of,  all  claims  against  ocean  car¬ 
riers  for  cargo  loss  and  damage  on  cargos 
for  which  CCC  contracts  for  ocean  trans¬ 
portation. 

(ii)  (a)  Unless  otherwise  provided  in 
the  Food  for  Peace  Program  Agreement 
or  other  program  document,  voluntary 
agencies  and  intergovernmental  orga¬ 
nizations  shall  file  notice  of  any  cargo 
loss  and  damage  with  the  carrier  im¬ 
mediately  upon  discovery  of  any  such 
loss  and  damage  and  shall  promptly  ini¬ 
tiate  claims  against  the  ocean  carriers 
for  cargo  loss  and  damage,  and  shall 
take  all  necessary  action  to  obtain  resti¬ 
tution  for  losses  within  any  applicable 
periods  of  limitations  and  shall  transmit 
to  CCC  copies  of  all  such  claims.  How¬ 
ever,  the  voluntary  agencies  or  inter¬ 
governmental  organizations  need  not  file 
a  claim  where  the  cargo  loss  is  not  in 
excess  of  $25,  or  in  any  case  when  the 
loss  is  in  excess  of  $25  but  not  in  excess 
of  $100  and  it  is  determined  by  the  vol¬ 
untary  agencies  or  intergovernmental 
organizations  that  the  cost  of  filing  and 
collecting  the  claim  will  exceed  the 
amount  of  the  claim.  The  voluntary 
agencies  and  intergovernmental  orga¬ 
nizations  shall  transmit  to  CCC  copies 
of  all  claims  filed  with  the  ocean  car¬ 
riers  for  cargo  loss  and  damage,  as  well 
as  information  and/or  documentation 
on  shipments  where  no  claim  is  to  be 
filed.  When  General  Average  has  been 
declared,  no  action  will  be  taken  by  the 
voluntary  agencies  or  intergovernmental 
organizations  to  file  or  collect  claims  for 
loss  or  damage  to  commodities.  (See. 
Paragraph  (c)  (2)  (iii)  of  this  section.) 

(b)  Determination  of  value.  (1)  When 
payment  is  made  for  commodities  mis¬ 
used,  lost  or  damaged,  the  value  shall  be 
determined  on  the  basis  of  the  domestic 
market  price  at  the  time  and  place  the 
misuse,  loss  or  damage  occurred,  or,  in 
case  it  is  not  feasible  to  obtain  or  deter¬ 
mine  such  market  price,  the  f  .o.b.  or  f  .a.s. 
commercial  export  price  of  the  commodi¬ 
ty  at  the  time  and  place  of  export,  plus 
ocean  freight  charges  and  other  costs  in¬ 
curred  by  the  Government  of  the  United 
States  in  making  delivery  to  the  cooper¬ 
ating  sponsor.  When  the  value  is  deter¬ 
mined  on  a  cost  basis,  the  voluntary 
agencies  or  intergovernmental  organiza¬ 
tions  may  add  to  the  value  any  provable 
costs  they  have  incurred  prior  to  delivery 
by  the  ocean  carrier.  In  preparing  the 
claim  statement,  these  costs  shall  be 
clearly  segregated  from  costs  incurred  by 
the  Government  of  the  United  States. 
With  respect  to  claims  other  than  ocean 
carrier  loss  and/or  damage  claims,  at  the 
request  of  the  cooperating  sponsor  and/or 
upon  the  recommendation  of  the  USAID 
or  Diplomatic  Post,  AID/W  may  deter¬ 
mine  that  such  value  may  be  determined 
on  some  other  justifiable  basis.  When  re¬ 
placements  are  made,  the  value  of  com¬ 
modities  misused,  lost  or  damaged,  shall 
be  their  value  at  the  time  and  place  the 
misuse,  loss,  or  damage  occurred  and  the 


value  of  the  replacement  commodities 
shall  be  their  value  at  the  time  and  place 
replacement  is  made. 

(2)  In  the  settlement  of  general  aver¬ 
age  and  marine  salvage  claims,  the  value 
of  the  cargo  and  the  commodities  lost  or 
damaged,  shall  be  determined  by  CCC  on 
such  basis  as  may  be  legally  applicable. 

(c)  Amounts  collected  by  voluntary 
agencies  and  intergovernmental  organi¬ 
zations  on  claims  against  ocean  carriers 
not  in  excess  of  $100  may  be  retained  by 
the  voluntary  agencies  or  intergovern¬ 
mental  organizations. 

On  claims  involving  loss  or  damage  hav¬ 
ing  a  value  in  excess  of  $100  the  volun¬ 
tary  agencies  or  intergovernmental  or¬ 
ganizations  may  retain  from  collections 
received  by  them,  the  larger  of  (1)  the 
amount  of  $100,  plus  10  percent  of  the 
difference  between  $100  and  the  total 
amount  collected  on  the  claim,  up  to  a 
maximum  of  $350,  or  (2)  actual  adminis¬ 
trative  expenses  incurred  in  collecting 
the  claim;  provided  retention  of  such  ex¬ 
penses  is  approved  by  CCC.  Collection 
costs  shall  not  be  deemed  to  include  at¬ 
torneys  fees,  fees  of  collection  agencies, 
and  the  like.  In  no  event  will  collection 
costs  in  excess  of  the  amount  collected 
on  the  claim  be  paid  by  CCC.  The  volun¬ 
tary  agencies  or  intergovernmental  or¬ 
ganizations  may  also  retain  from  claim 
recoveries  remaining  after  allowable  de¬ 
ductions  for  administrative  expenses  of 
collection,  the  amount  of  any  special 
charges,  such  as  handling,  packing,  and 
insurance  costs,  which  the  voluntary 
agency  or  intergovernmental  organiza¬ 
tion  has  incurred  on  the  lost  or  damaged 
commodity  and  which  are  included  in  the 
claim  and  paid  by  the  liable  party. 

( d )  The  voluntary  agencies  and  inter¬ 
governmental  organizations  may  rede¬ 
termine  claims  on  the  basis  of  additional 
documentation  or  information,  not  con¬ 
sidered  when  the  claims  were  originally 
filed,  when  such  documentation  or  in¬ 
formation  clearly  changes  the  ocean  car¬ 
riers  liability.  Approval  of  such  changes 
by  CCC  is  not  required  regardless  of 
amount.  However,  copies  of  redetermined 
claims  and  supporting  documentation  or 
information  shall  be  furnished  to  CCC. 

(e)  Voluntary  agencies  or  intergovern¬ 
mental  organizations  may  negotiate  com¬ 
promise  settlements  of  claims  regardless 
of  the  amount  thereof,  except  that  pro¬ 
posed  compromise  settlements  of  claims 
having  a  value  in  excess  of  $5,000  shall 
not  be  accepted  until  such  action  has 
been  approved,  in  writing,  by  CCC.  When 
a  claim  is  compromised,  the  voluntary 
agency  or  intergovernmental  organiza¬ 
tion  may  retain  from  the  amount  col¬ 
lected,  the  amounts  authorized  in 
(c)  (2)  (ii)  (c)  of  this  section  and  in  ad¬ 
dition,  an  amount  representing  the  per¬ 
centage  of  the  special  charges  described 
in  (c)  (2)  (ii)  (c)  of  this  section  as  the 
compromised  amount  is  to  the  full 
amount  of  the  claim. 

When  a  claim  is  not  in  excess  of  $400,  the 
voluntary  agencies  or  intergovernmental 
organizations  may  terminate  collection 
activity  on  the  claim  according  to  the 
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standards  set  forth  in  4  CFR  104.3 
(1972).  Approval  of  such  termination  by 
CCC  is  not  required  but  the  voluntary 
agencies  or  intergovernmental  organiza¬ 
tions  shall  notify  CCC  when  collection 
activity  on  a  claim  is  terminated. 

(/)  All  amounts  collected  in  excess  of 
the  amounts  authorized  herein  to  be  re¬ 
tained  shall  be  remitted  to  CCC.  For  the 
pin-pose  of  determining  the  amount  to 
be  retained  by  the  voluntary  agencies  or 
intergovernmental  organizations  from 
the  proceeds  of  claims  filed  against  ocean 
carriers,  the  word  “claim”  shall  refer  to 
the  loss  and  damage  to  commodities 
which  are  shipped  on  the  same  voyage 
of  the  same  vessel  to  the  same  port  desti¬ 
nation,  irrespective  of  the  kinds  of  com¬ 
modities  shipped  or  the  number  of  dif¬ 
ferent  bills  of  lading  issued  by  the  car¬ 
rier.  If  a  voluntary  agency  or  intergov¬ 
ernmental  organization  is  unable  to  effect 
collection  of  a  claim  or  negotiate  an  ac¬ 
ceptable  compromise  settlement  within 
the  applicable  period  of  limitation  or  any 
extension  thereof  granted  in  writing  by 
the  liable  party  or  parties,  the  rights  of 
the  voluntary  agencies  or  intergovern¬ 
mental  organizations  to  the  claim  shall 
be  assigned  to  CCC  in  sufficient  time  to 
permit  the  filing  of  legal  action  prior  to 
the  expiration  of  the  period  of  limitation 
or  any  extension  thereof.  Voluntary 
agencies  or  intergovernmental  organiza¬ 
tions  shall  promptly  assign  their  claim 
rights  to  CCC  upon  request.  In  the  event 
CCC  effects  collection  or  other  settle¬ 
ment  of  the  claim  after  the  rights  of  the 
volunary  agency  or  intergovernmental 
organization  to  the  claim  have  been  as¬ 
signed  to  CCC,  CCC  shall  pay  to  the 
voluntary  agency  or  intergovernmental 
organization  the  amount  the  agency  or 
organization  would  have  been  entitled  to 
retain  had  they  collected  the  same 
amount.  However,  the  additional  10  per¬ 
cent  on  amounts  collected  in  excess  of 
$100  will  be  payable  only  if  CCC  deter¬ 
mines  that  reasonable  efforts  wrere  made 
to  collect  the  claim  prior  to  the  assign¬ 
ment,  or  if  payment  is  deemed  to  be 
commensurate  with  the  extra  efforts  ex¬ 
erted  in  further  documenting  claims. 

(g)  When  voluntary  agencies  or  in¬ 
tergovernmental  organizations  fail  to 
file  claims,  or  permit  claims  to  become 
time-barred,  or  fail  to  provide  for  the 
right  of  CCC  to  assert  such  claims,  as 
provided  in  this  §  211.9  and  it  is  deter¬ 
mined  by  CCC  that  such  failure  was  due 
to  the  fault  or  negligence  of  the  volun¬ 
tary  agency  or  intergovernmental  or¬ 
ganization,  the  agency  or  organization 
shall  be  liable  to  the  United  States  for 
the  cost  and  freight  (C&F)  value  of  the 
commodities  lost  to  the  program. 

(iii)  If  a  cargo  loss  has  been  incurred 
on  a  voluntary  agency  or  intergovern¬ 
mental  organization  shipment,  and  gen¬ 
eral  average  has  been  declared,  the  vol¬ 
untary  agency  or  intergovernmental  or¬ 
ganization  shall  furnish  to  the  Assistant 
Treasurer,  CCC,  Kansas  City,  Missouri 

(a)  copies  of  booking  confirmations  and 
the  applicable  on-board  bill(s)  of  lading, 

(b)  the  related  outturn  or  survey  re- 
port(s),  (c)  evidence  showing  the 


amount  of  ocean  transportation  charged 
paid  to  the  carrier(s) ,  and  (d)  an  assign¬ 
ment  to  CCC  of  the  cooperating  sponsor’s 
rights  to  the  claim(s)  for  such  loss. 

(d)  Fault  of  cooperating  sponsor  in 
country  of  distribution.  If  the  cooperat¬ 
ing  sponsor  improperly  distributes  a 
commodity  or  knowingly  permits  it  to 
be  used  for  a  purpose  not  permitted 
under  the  Food  for  Peace  Program 
Agreement  or  this  part,  or  causes  loss 
or  damage  to  a  commodity  through  any 
act  or  omission  or  fails  to  provide 
proper  storage,  care,  and  handling,  the 
cooperating  sponsor  shall  pay  to  the 
United  States  the  value  of  the  commodi¬ 
ties  lost,  damaged,  or  misused  (or  may, 
with  prior  USAID  approval,  replace  such 
commodities  with  similar  commodities  of 
equal  value) ,  unless  it  is  determined  by 
AID  that  such  improper  distribution  or 
use,  or  such  loss  or  damage,  could  not 
have  been  prevented  by  proper  exercise 
of  the  cooperating  sponsor’s  responsi¬ 
bility  under  the  terms  of  the  agreement. 
Normal  commercial  practices  in  the 
country  of  distribution  shall  be  consid¬ 
ered  in  determining  that  there  was  a 
proper  exercise  of  the  cooperating  spon¬ 
sor’s  responsibility.  Payment  by  the  co¬ 
operating  sponsor  shall  be  made  in 
accordance  with  paragraph  (b)  of  this 
section. 

(e)  Fault  of  others  in  country  of  dis¬ 
tribution  and  in  intermediate  country. 
Upon  the  happening  of  any  event  cre¬ 
ating  any  rights  against  a  warehouse¬ 
man,  carrier  or  other  person  for  the  loss 
of,  damage  to,  or  misuse  of  any  com¬ 
modity,  the  cooperating  sponsor  shall 
make  every  reasonable  effort  to  pursue 
collection  of  claims  against  the  liable 
party  or  parties  for  the  value  of  the 
commodity  lost,  damaged,  or  misused 
and  furnish  a  copy  of  the  claim  and  re¬ 
lated  documents  to  USAID  or  Diplo¬ 
matic  Post.  Cooperating  sponsors  who 
fail  to  file  or  pursue  such  claims  shall 
be  liable  to  AID  for  the  value  of  the 
commodities  lost,  damaged,  or  misused: 
Provided,  however,  That  the  cooperat¬ 
ing  sponsor  may  elect  not  to  file  a  claim 
if  the  loss  is  less  than  $100  and  such 
action  is  not  detrimental  to  the  pro¬ 
gram.  Cooperating  sponsors  may  retain 
$25  of  any  amount  collected  on  a  claim. 
In  addition,  cooperating  sponsors  may, 
with  the  written  approval  of  the  USAID 
or  Diplomatic  Post,  retain  special  costs 
such  as  legal  fees  that  they  have  incurred 
in  the  collection  of  a  claim.  Any  proposed 
settlement  for  less  than  the  full  amount 
of  the  claim  must  be  approved  by  the 
USAID  or  Diplomatic  Post  prior  to  ac¬ 
ceptance.  When  the  cooperating  spon¬ 
sor  has  exhausted  all  reasonable  at¬ 
tempts  to  collect  a  claim,  it  shall  request 
the  USAID  or  Diplomatic  Post  to  provide 
further  instructions. 

(f )  Reporting  losses  to  USAID  or  Dip¬ 
lomatic  Post.  The  cooperating  sponsor 
shall  promptly  notify  USAID  or  the  Dip¬ 
lomatic  Post  in  writing  of  the  circum¬ 
stances  pertaining  to  any  loss,  damage, 
or  misuse  occurring  within  the  country 
of  distribution  or  intermediate  country 
and  shall  include  information  as  to  the 


name  of  the  responsible  party ;  kind  and 
quantities  of  commodities;  size,  and  type 
of  containers;  the  time  and  place  of  mis¬ 
use,  loss,  or  damage;  the  current  loca¬ 
tion  of  the  commodity;  and  the  Food  for 
Peace  Program  Agreement  number,  the 
CCC  contract  numbers,  if  known,  or  if 
unknown,  other  identifying  numbers 
printed  on  the  commodity  containers; 
the  action  taken  by  the  cooperating  spon¬ 
sor  with  respect  to  recovery  or  disposal; 
and  the  estimated  value  of  the  commod¬ 
ity.  If  any  of  the  above  information  is 
not  available,  an  explanation  of  its  un¬ 
availability  shall  be  made  by  the  cooper¬ 
ating  sponsor.  Proceeds  from  sale  and  the 
disposition  of  the  proceeds  if  any,  should 
also  be  reported. 

(g)  Handling  claims  proceeds.  Claims 
against  ocean  carriers  shall  be  collected 
in  U.S.  dollars  (or  in  currency  in  which 
freight  is  paid,  or  a  pro  rata  share  of 
each)  and  shall  be  remitted  (less 
amounts  authorized  to  be  retained)  by 
voluntary  agencies  and  intergovern¬ 
mental  organizations  to  CCC.  Claims 
against  voluntary  agencies  and  intergov¬ 
ernmental  organizations  shall  be  paid 
to  AED/W  in  U.S.  dollars.  Amounts  paid 
by  other  cooperating  sponsors  and  third 
parties  in  the  country  of  distribution 
shall  be  deposited  with  the  U.S.  Dis¬ 
bursing  Officer,  American  Embassy, 
preferably,  in  U.S.  dollars  with  instruc¬ 
tions  to  credit  the  deposit  to  CCC  Ac¬ 
count  No.  12X4336,  or  in  local  currency 
at  the  official  exchange  rate  applicable 
to  dollar  imports  at  the  time  of  deposit 
with  instructions  to  credit  the  deposit  to 
Treasury  sales  account  20FT401. 

Effective  date.  The  foregoing  amend¬ 
ments  shall  become  effective  Septem¬ 
ber  19, 1974. 

Date:  September  12, 1974. 

Daniel  Parkeb, 
Administrator. 

[FR  Doc.74-21837  FUed  9-18-74; 8: 45  am] 


Title  23 — Highways 

CHAPTER  I— FEDERAL  HIGHWAY  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

SUBCHAPTER  G— ENGINEERING  AND  TRAFFIC 
OPERATIONS 

PART  630— PRECONSTRUCTION 
PROCEDURES 

Federal  Participation  in  Cost  of  Disposal  of 
Existing  Highway  Bridges 

Section  630.604  of  title  23,  Code  of 
Federal  Regulations,  is  amended  by 
striking  the  words  “under  the  Secondary 
Road  Plan”  and  inserting  in  their  place 
the  words  “pursuant  to  23  U.S.C.  117.” 
This  amendment  is  made  as  a  correction 
to  the  original  regulation  printed  on 
Wednesday,  August  14,  1974,  in  39  FR 
29173. 

As  this  material  relates  to  a  grant-in- 
aid  program,  provisions  of  the  Adminis¬ 
trative  Procedure  Act  (5  U.S.C.  553)  re¬ 
quiring  notice  of  proposed  rulemaking, 
opportunity  for  public  participation,  and 
delay  in  effective  date  are  inapplicable. 
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This  amendment  Is  Issued  under  the 
authority  of  23  U.S.C.  315  and  the  dele-  - 
gation  of  authority  in  49  CFR  1.48(b). 
This  amendment  is  effective  when  Issued. 

Issued  in  Washington,  D.C.,  on  Sep¬ 
tember  10, 1974. 

Norbert  T.  Tiemann, 
Federal  Highway  Administrator. 

[PR  Doc.74-21688  Filed  9-18-74;8:45  ami 


Title  33 — Navigation  and  Navigable  Waters 

CHAPTER  I— COAST  GUARD, 
DEPARTMENT  OF  TRANSPORTATION 

l  COD  74-2201 

PART  117— DRAWBRIDGE  OPERATION 
REGULATIONS 

Cerritos  Channel,  Los  Angeles/ 

Long  Beach,  Calif. 

This  amendment  changes  the  regu¬ 
lations  for  the  Henry  Ford  and  Com¬ 
modore  Schuyler  Heim  drawbridges 
across  the  Cerritos  Channel,  Los  Angeles, 
Long  Beach,  California,  to  allow  closed 
periods  during  the  morning  and  eve¬ 
ning  peak  vehicular  periods,  Monday 
through  Friday,  during  the  time  exten¬ 
sive  repair  work  on  both  bridges  is  in 
progress.  This  work  should  be  completed 
in  approximately  two  years.  When  this 
work  has  been  completed  these  regu¬ 
lations  may  be  rescinded  or  modified, 
according  to  the  requirements  of  land 
and  water  traffic  at  that  time. 

This  rule  is  issued  without  notice  of 
proposed  rule  making.  The  Coast  Guard 
has  found  that  good  cause  exists  for 
taking  this  action  on  the  basis  that  it 
would  be  contrary  to  the  public  interest 
to  delay  this  work. 

Accordingly,  Part  117  of  Title  33  of 
the  Code  of  Federal  Regulations  is 
amended  by  revising  §  117.711(b)  (1)  to 
read  as  follows: 

§  117.711  Los  Angeles  and  Long  Beaeli 
Harbors,  Calif. 

•  *  •  «  • 

(b)  •  •  * 

(1)  Closed  periods.  From  6:30  a.m.  to 
8  a.m.  and  from  3:30  p.m.  to  6  p.m., 
Monday  through  Friday,  except  Federal 
holidays,  the  draws  of  these  bridges 
need  not  open  for  the  passage  of  ves¬ 
sels,  except  in  case  of  extreme  emer¬ 
gency.  At  all  other  times  either  bridge 
shall  open  with  the  least  possible  delay 
on  receiving  the  prescribed  signal. 

•  *  •  *  * 

(Sec.  5,  28  Stat.  362,  as  amended,  sec.  6(g) 
(2),  80  Stat.  937;  (33  U.S.C.  499,  49  U.S.C. 
1666(g)(2));  49  CFR  1.46(c)(6),  33  CFR 
1.05-l(c)  (4)). 

Effective  date.  This  revision  shall  be¬ 
come  effective  on  October  21,  1974. 

Dated:  September  11,  1974. 

R.  I.  Price, 

Rear  Admiral.  U.S.  Coast  Guard, 
Chief,  Office  of  Marine  En¬ 
vironment  and  Systems. 

( FR  Doc.74-21758  Filed  9-18-74;8:45  ami 


RULES  AND  REGULATIONS 

[COD  74-42J 

PART  117— DRAWBRIDGE  OPERATION 
REGULATIONS 

Grand  River  and  Spring  Lake  Outlet, 
Michigan 

This  amendment  changes  the  regu¬ 
lations  for  the  highway  bridge  at  mile 
2.9  and  the  railroad  bridge  at  mile  2.8 
across  the  Grand  River  and  the  rail¬ 
road  bridge  across  the  Spring  Lake  Out¬ 
let  to  require  at  least  24  hours  notice 
from  December  15  through  March  15. 
The  draws  of  these  bridges  shall  open 
on  signal  at  all  other  times.  This  amend¬ 
ment  was  circulated  as  a  public  notice 
dated  February  26,  1974  by  the  Com¬ 
mander.  Ninth  Coast  Guard  District  and 
was  published  in  the  Federal  Register 
as  a  notice  of  proposed  rulemaking  (CGD 
74-42)  on  February  21,  1974  (39  FR 
6619).  Three  comments  were  received. 
Two  endorsed  the  proposal.  The  third 
had  no  objection  to  the  ending  period 
of  March  15,  however,  he  objected  to 
the  beginning  period  of  December  15 
because  of  possible  navigation  after  this 
period.  It  is  felt  that  while  there  may 
be  navigation  after  December  15,  the  24 
hour  notice  requirement  will  meet  the 
reasonable  needs  of  navigation  and  the 
objection  is  not  considered  valid  at  this 
time. 

Accordingly,  Part  117  of  Title  33  of 
the  Code  of  Federal  Regulations  is 
amended  by  revising  paragraphs  (f )  (3) 
and  (4)  of  §  117.641  to  read  as  follows: 

§  117.641  Great  Lakes  tributaries; 
bridges  where  constant  attendance  of 
draw  tenders  is  not  required. 

•  *  *  *  • 

(f)  *  *  * 

(3)  Grand  River,  Mich.;  Grand  Trunk 
Western  Railroad  bridge,  mile  2.8  and 
Highway  bridge  U.S.  31,  mile  2.9.  The 
draws  shall  open  on  signal  from  March  16 
through  December  14.  From  December  15 
through  March  15  the  draws  shall  open 
on  signal  if  at  least  24  hours  notice  is 
given. 

(4)  Spring  Lake  Outlet,  Mich.;  the 
Grand  Trunk  Western  Railroad  bridge  at 
Ferrysburg.  The  draw  shall  open  on  sig¬ 
nal  from  March  16  through  December  14. 
From  December  15  through  March  15  the 
draw  shall  open  on  signal  if  at  least  24 
hours  notice  is  given. 

*  •  •  •  • 

(Sec.  6,  28  Stat.  362,  as  amended,  sec.  6(g)  (2) , 
80  Stat.  937  (33  UJ3.0.  499,  49  U.8.O.  1666 
(g)(2));  49  CFR  1.46(c)(6),  33  CFR  1.05-1 
(c)(4)) 

Effective  date.  This  revision  shall  be¬ 
come  effective  on  October  21, 1974. 

Dated:  September  11, 1974. 

R.  I.  Price, 

Rear  Admiral,  U.S.  Coast  Guard 
Chief,  Office  of  Marine  En¬ 
vironment  and  Systems. 

(FR  Doc .74-21759  Filed  9-18-74; 8: 45  am] 


33671 

Title  47 — Telecommunication 

CHAPTER  I— FEDERAL 
COMMUNICATIONS  COMMISSION 

[Docket  No.  19T98;  FCC  74-803;  18409] 

PART  95— CITIZENS  RADIO  SERVICE 

Antenna  Height  Restrictions  on  Class  C  or 
D  Stations 

Correction 

In  FR  Doc.  74-17656  appearing  at  page 
28161  in  the  issue  of  Monday,  August  5, 
1974,  make  the  following  changes. 

In  §  95.37(c)  (5),  change  “or"  in  the 
second  line  to  “and”  and  change  “or”  in 
the  seventh  line  to  “of”. 


Title  50 — Wildlife  and  Fisheries 

CHAPTER  I— UNITED  STATES  FISH  AND 
WILDLIFE  SERVICE,  DEPARTMENT  OF 
THE  INTERIOR 

PART  32— HUNTING 

Kodiak  National  Wildlife  Refuge,  Alaska; 
Correction 

In  FR  Doc.  74-18976,  appearing  on 
page  29920  of  the  issue  for  Monday,  8:45 
a.m.,  August  19,  1974,  under  special  con¬ 
dition  for  the  Kodiak  National  Wildlife 
Refuge  should  read  as  follows: 

Except  in  the  event  of  an  emergency, 
the  landing  and  operation  of  aircraft  on 
the  Kodiak  National  Wildlife  Refuge  is 
restricted  to  lakes,  streams,  and  other 
bodies  of  water. 

Dated:  September  9,  1974. 

Henry  A.  Hansen, 
Deputy  Area  Director,  U.S.  Fish 
and  Wildlife  Service,  Anchor¬ 
age,  Alaska. 

[FR  Doc.74-21657  Filed  9-18-74;8:45  am]  j 


PART  32— HUNTING 

Crab  Orchard  National  Wildlife  Refuge, 
Illinois 

The  following  special  regulation  is  is¬ 
sued  and  is  effective  on  September  19, 
1974. 

§  32.12  Special  regulations;  migratory 
game  birds;  for  individual  wildlife 
refuge  areas. 

Illinois 

crab  orchard  national  wildlife  refuge 

Public  hunting  of  ducks  and  coots  on 
the  Crab  Orchard  National  Wildlife  Ref¬ 
uge,  Illinois,  is  permitted  from  Octo¬ 
ber  23,  1974,  12  noon  c.s.t.,  through  De¬ 
cember  11,  1974.  The  hunting  of  geese  is 
permitted  from  November  25,  1974 
through  January  20,  1975.  The  area  open 
to  hunting  is  designated  by  green  public 
hunting  signs.  This  open  area  is  delin¬ 
eated  on  a  map  available  at  refuge 
headquarters,  Carterville,  Illinois  62918 
and  from  the  Regional  Director,  U.S.  Fish 
and  Wildlife  Service,  Federal  Building, 
Fort  Snelling,  Twin  Cities,  Minnesota 
55111.  Season  for  hunting  geese  will  be 
closed  when  a  kill  quota  of  22,000  geese 
is  reached.  Hunting  will  be  in  accordance 
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RULES  AND  REGULATIONS 


with  all  applicable  State  and  Federal  reg¬ 
ulations  subject  to  the  following: 

( 1 )  Blinds — the  building  of  permanent 
blinds  of  any  kind  or  other  structural 
works  on  the  refuge  public  hunting  area 
is  prohibited.  All  blinds  must  be  of  a 
portable  nature  or  constructed  with  dead 
vegetation  located  at  the  blind  site  and 
must  be  removed  or  dismantled  at  the 
end  of  the  day’s  hunt.  Blinds  may  not 
be  constructed  beyond  the  shoreline  on 
refuge  waters. 

(2)  All  waterfowl  hunting  at  the 
Grassy  Point  and  Carte rville  Beach  areas 
shall  be  from  blind  sites  established  by 
the  Project  Manager. 

(3)  No  goose  pits  may  be  built  on  the 
refuge  public  hunting  area. 

(4)  It  is  unlawful  for  any  person  to 
establish  or  use  any  blind  for  the  taking 
of  migratory  waterfowl  within  100  yards 
of  any  other  blind  on  the  refuge  public 
hunting  area. 

(5)  All  persons  hunting  geese  on  the 
refuge  public  hunting  area  must  register 
before  entering  and  upon  leaving  the  area 
and  must  register  any  geese  taken  on 
the  area  at  the  locations  designated  by 
the  Project  Manager. 

(6)  Hunting  will  not  be  permitted  at 
the  Carte  rville  Beach  area  as  posted  by 
the  Project  Manager. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuges  gen¬ 
erally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  January  20, 
1975. 

‘  Wayne  D.  Adams, 

Project  Manager,  Crab  Orchard 
National  Wildlife  Refuge, 
Carterville,  Illinois. 

September  12,  1974. 

IFR  Doc.74-2 1673  Filed  9-18-74;8:45  am] 


PART  32— HUNTING 

Certain  National  Wildlife  Refuges  in  Certain 
States 

The  following  special  regulations  are 
Issued  and  are  effective  September  19, 

1974. 

§  32.12  Special  regulations  migratory 
t  game  birds;  for  individual  wildlife 
refuge  areas. 

Arizona  and  California 

I  HAVASU  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  ducks,  geese,  coots 
and  gallinules  on  the  Havasu  National 
Wildlife  Refuge,  Arizona  and  California, 
is  permitted  as  follows:  Ducks,  coots  and 
gallinules,  from  September  28  through 
October  25, 1974,  inclusive,  and  from  No¬ 
vember  16,  1974  through  January  19, 

1975,  inclusive ;  geese,  from  November  16, 
1974  through  January  5,  1975,  Inclusive: 
but  only  on  the  areas  designated  by 
signs  as  open  to  hunting.  These  open 
areas,  comprising  13,200  acres,  are  delin¬ 
eated  on  maps  available  at  refuge  head¬ 
quarters,  Needles,  California,  and  from 
the  Regional  Director,  U.S.  Fish  and 
Wildlife  Service,  PO  Box  1306,  Albu¬ 
querque,  New  Mexico  87103.  Hunting 


shall  be  in  accordance  with  all  applica¬ 
ble  State  and  Federal  regulations  cover¬ 
ing  the  hunting  of  ducks,  coots,  geese  and 
gallinules  subject  to  the  following  special 
conditions: 

(1)  An  iron  shot  study  program  to 
evaluate  field  use  of  iron  shot  shells  will 
be  conducted  by  the  U.S.  Fish  and  Wild¬ 
life  Service  on  Havasu  National  Wildlife 
Refuge. 

(2)  Tppock  Marsh  is  the  designated 
area  for  the  iron  shot  hunt.  The  hunt 
area  Includes  Pintail  Slough  and  all 
marsh  lands  open  to  hunting  north  of 
the  south  dike. 

(3)  The  iron  shot  hunt  will  continue 
throughout  the  waterfowl  season  or  un¬ 
til  the  supply  of  iron  shot  shells  is  ex¬ 
hausted.  Should  this  situation  occur, 
hunting  will  continue,  using  lead  shot. 

(4)  Use  of  lead  shot  shells  for  water- 
fowl  hunting  is  prohibited  in  the  Topock 
Marsh  iron  shot  hunt  area. 

(5)  Hunters  must  use  a  12  gauge  shot¬ 
gun,  as  iron  shot  shells  are  available  only 
in  12  gauge. 

(6)  Iron  shot  shells  win  be  sold  during 
business  hours  at  the  foUowing  locations: 
Premier  Sports,  1404  Broadway,  Needles, 
California;  Five  Mile  Landing  Conces¬ 
sion,  Route  95,  Topock,  Arizona;  and 
Sportsman’s  One  Stop  and  Variety,  Main 
Street,  Bullhead  City,  Arizona.  Other 
local  dealers  of  shotgun  ammunition  may 
also  carry  the  iron  shot  shells. 

(7)  An  hunters  are  required  to  fill  out 
a  post-hunt  questionnaire  at  the  end  of 
each  hunt.  Questionnaires  are  available 
at  each  of  the  hunt  area  entry  points. 

(8)  Waterfowl  gizzards  will  be  col¬ 
lected  from  hunter’s  bag  by  the  U.S.  Fish 
and  Wildlife  Service  personnel  on  a 
random  sample  basis. 

(9)  Hunters  are  required  to  enter  the 
hunt  area  by  way  of  the  parking  areas 
only. 

(10)  The  use  of  dogs  in  the  hunt  area 
is  allowed  for  the  purpose  of  spotting, 
flushing,  or  retrieving  of  downed  birds 
only. 

(11)  The  construction  or  use  of  per¬ 
manent  blinds  or  pits  is  prohibited. 

(12)  Hunting  is  prohibited  within 
one-fourth  mile  of  any  occupied  dwelling 
or  concession  operation. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32,  and 
are  effective  through  January  19,  1975. 

IMPERIAL  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  ducks,  geese,  coots 
and  gallinules  on  the  Imperial  National 
Wildlife  Refuge,  Arizona  and  California, 
is  permitted  as  follows:  Ducks,  coots  and 
gallinules,  from  September  28  through 
October  25,  1974,  inclusive,  and  from 
November  16,  1974  through  January  19, 
1975,  Inclusive;  geese,  from  November  16, 
1974  through  January  5,  1975,  inclusive; 
but  only  on  the  area  designated  by  signs 
as  open  to  hunting.  This  open  area,  com¬ 
prising  16,500  acres,  is  delineated  on 
maps  available  at  refuge  headquarters, 
Martinez  Lake,  Arizona,  and  from  the 
Regional  Director,  U.S.  Fish  and  Wild¬ 
life  Service,  PO.  Box  1306,  Albuquerque, 


New  Mexico  87103.  Hunting  shall  be  in 
accordance  with  all  applicable  State  and 
Federal  regulations  covering  the  hunting 
of  ducks,  geese,  coots  and  gallinules. 

Public  hunting  of  doves  on  the  Im¬ 
perial  National  Wildlife  Refuge,  Arizona 
and  California,  is  permitted  only  on  the 
area  designated  by  signs  as  open  to  hunt¬ 
ing.  This  open  area,  comprising  10,500 
acres,  is  delineated  on  maps  available  at 
refuge  headquarters,  Martinez  Lake, 
Arizona,  and  from  the  Regional  Director, 
U.S.  Fish  and  Wildlife  Service,  PO  Box 
1306,  Albuquerque,  New  Mexico  87103. 
Hunting  seasons  are  as  follows:  Ari¬ 
zona — mourning  doves  only,  from  No¬ 
vember  30  through  December  27,  1974, 
inclusive.  Calf  omia  —  mourning  and 
white-winged  doves,  from  November  23 
through  December  8,  1974,  inclusive. 
Hunting  shall  be  in  accordance  with  all 
applicable  State  and  Federal  regulations 
covering  the  hunting  of  doves. 

Hie  provisions  of  these  special  regu¬ 
lations  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title 
50,  Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  January  19, 
1975. 

New  Mexico 

BITTER  LAKE  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  mourning  and 
white-winged  doves  on  the  Bitter  Lake 
National  Wildlife  Refuge,  New  Mexico, 
is  permitted  from  November  23  through 
December  22,  1974,  inclusive,  but  only 
on  the  areas  designated  by  signs  as  open 
to  hunting.  These  areas  consist  of  1600 
acres  on  the  North  Refuge  Unit  (Area 
B)  and  1800  acres  on  the  South  Refuge 
Unit  (Area  C).  Hunting  areas  are  de¬ 
lineated  on  maps  available  at  refuge 
headquarters,  13  miles  northeast  of  Ros¬ 
well,  New  Mexico,  and  from  the  Regional 
Director,  U.S.  Fish  and  Wildlife  Service, 
PO.  Box  1306  Albuquerque  New  Mexico 
87103.  Hunting  shall  be  in  accordance 
with  all  applicable  State  and  Federal 
regulations  governing  the  hunting  of 
doves. 

In  addition,  steel  (iron)  shot  shotgun 
ammunition  only  may  be  used  for  the 
taking  of  doves  on  the  South  Refuge 
Unit  (Area  C)  during  the  season.  Steel 
(iron)  shot  shotgun  ammunition  in  12 
gauge  only  is  available  from  two  com¬ 
mercial  outlets  in  Roswell,  New  Mexico. 

Public  hunting  of  ducks,  geese,  coots 
and  lesser  sandhill  cranes  on  the  Bitter 
Lake  National  Wildlife  Refuge,  New 
Mexico,  is  permitted  as  follows:  Ducks, 
geese  and  coots,  from  November  16, 1974 
through  January  19,  1975,  inclusive; 
lesser  sandhill  cranes,  from  October  26, 
1974  through  January  26, 1975,  inclusive; 
but  only  on  the  areas  designated  by  signs 
as  open  to  hunting.  These  areas  consist  of 
1600  acres  on  the  North  Refuge  Unit 
(Area  B)  and  1800  acres  on  the  South 
Refuge  Unit  (Area  C) .  Hunting  areas  are 
delineated  on  maps  available  at  refuge 
Unit  (Area  C).  Hunting  areas  are  de¬ 
lineated  on  maps  available  at  refuge 
headquarters,  13  miles  northeast  of  Ros¬ 
well,  New  Mexico,  and  from  the  Regional 
Director,  U.S.  Fish  and  Wildlife  Service, 
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P.O.  Box  1308  Albuquerque,  New  Mexico 
87103.  Hunting  shall  be  in  accordance 
with  all  applicable  State  and  Federal 
regulations  covering  the  hunting  of 
ducks,  geese,  coots,  and  lesser  sandhill 
cranes. 

In  addition,  steel  (iron)  6hot  shotgun 
ammunition  only  may  be  used  for  the 
taking  of  ducks,  geese,  coots  and  lesser 
sandhill  cranes  or  the  South  Refuge  Unit 
(Area  C)  during  the  duck  season  from 
November  16,  1974  through  January  19, 
1975,  inclusive.  Lead  shot  is  permissible 
in  Area  C  before  and  after  these  dates. 
Steel  (iron)  shot  shotgun  ammunition  is 
available  only  in  12  gauge  and  may  be 
purchased  from  two  commercial  outlets 
in  Roswell,  New  Mexico. 

The  provisions  of  these  special  regula¬ 
tions  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title 
50,  Code  of  Federal  Regulations,  Part 
32,  and  are  effective  through  January  26, 
1975. 

Oklahoma 

SEQUOYAH  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  ducks,  geese  and 
coots  on  the  Sequoyah  National  Wildlife 
Refuge,  Oklahoma,  is  permitted  as  fol¬ 
lows:  Ducks  and  coots,  from  October  26 
to  November  16,  1974,  inclusive,  and 
from  December  7,  1974  through  January 
11,  1975,  inclusive;  geese,  from  October 
12  through  November  16,  1974,  inclusive, 
and  from  December  7, 1974  through  Jan¬ 
uary  11, 1975,  inclusive:  but  only  on  three 
areas  designated  by  signs  as  open  to 
hunting.  These  open  areas  are  delineated 
on  maps  available  at  refuge  headquar¬ 
ters,  Sallisaw,  Oklahoma,  and  from  the 
Regional  Director,  U.  S.  Fish  and  Wild¬ 
life  Service,  P.  O.  Box  1306,  Albuquerque, 
New  Mexico  87103.  Hunting  shall  be  in 
accordance  with  all  applicable  State  and 
Federal  regulations  covering  the  hunting 
of  ducks,  geese  and  coots  subject  to  the 
following  special  conditions: 

(1)  Hunting  weapons  of  any  kind  are 
prohibited  in  areas  not  posted  as  open  to 
public  hunting,  except  the  Kerr-McClel- 
lan  Navigation  Channel  where  weapons 
must  be  cased  or  broken  down. 

(2)  Camping  or  possession  of  firearms 
on  the  refuge  at  night  is  prohibited. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title 
50,  Code  of  Federal  Regulations,  Part 
32,  and  are  effective  through  January  11, 
1975. 

Texas 

BRAZORIA  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  ducks,  geese  and 
coots  on  the  Brazoria  National  Wildlife 
Refuge,  Texas,  is  permitted  only  on  the 
area  designated  by  signs  as  open  to  hunt¬ 
ing.  This  open  area,  comprising  2000 
acres  of  Rattlesnake  Island  on  the  south¬ 
east  side  of  the  Infracostal  Waterway 
and  adjacent  to  Drum,  Christmas  and 
Bastrop  Bays,  is  delineated  on  maps 
available  at  refuge  headquarters,  Angle- 
ton,  Texas,  and  from  the  Regional  Direc- 
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tor,  U.S.  Fish  and  Wildlife  Service,  P.O. 
Box  1306,  Albuquerque,  New  Mexico 
87103.  Hunting  shall  be  in  accordance 
with  all  applicable  State  and  Federal 
regulations  covering  the  hunting  of 
ducks,  geese  and  coots  subject  to  the  fol¬ 
lowing  special  conditions: 

(1)  The  open  season  for  ducks  and 
coots  on  the  refuge  extends  from  Novem¬ 
ber  9  through  November  24,  1974,  inclu¬ 
sive,  and  from  December  9, 1974  through 
January  19, 1975,  inclusive. 

(2)  The  open  season  for  hunting  geese 
on  the  refuge  extends  from  October  28 
through  November  24,  1974,  inclusive, 
and  from  Decmber  7,  1974  through  Jan¬ 
uary  19,  197C,  inclusive. 

(3)  Access  to  the  hunting  area  must  be 
entirely  over  public  water  routes.  Travel 
across  the  refuge  mainland  will  not  be 
permitted  to  and  from  the  area  open  to 
hunting. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  January  19, 
1975. 

§  32.32  Special  regulations  big  game; 
for  individual  wildlife  refuge  areas. 

Oklahoma 

WICHITA  MOUNTAINS  WILDLIFE  REFUSE 

Public  hunting  of  elk  on  the  Wichita 
Mountains  Wildlife  Refuge,  Oklahoma,  is 
permitted  only  in  the  Pinchot,  Graham 
Flat,  North  Mountain  and  Quanah-Elk 
Mountain  Units.  Hunting  days  will  be 
restricted  to  Tuesdays,  Wednesdays  and 
Thursdays,  beginning  December  3  and 
ending  December  12,  1974.  The  open 
hunting  area,  comprising  47,200  acres,  is 
delineated  on  maps  available  at  refuge 
headquarters,  Cache,  Oklahoma,  and 
from  the  Regional  Director,  U.S.  Fish 
and  Wildlife  Service,  P.O.  Box  1306,  Al¬ 
buquerque,  New  Mexico  87103.  Hunting 
shall  be  in  accordance  with  all  applicable 
State  regulations  covering  the  hunting  of 
elk  subject  to  the  following  special  con¬ 
ditions  : 

( 1 )  No  personnel  of  the  Fish  and  Wild¬ 
life  Service  or  of  the  Oklahoma  Depart¬ 
ment  of  Wildlife  Conservation  are 
eligible  to  hunt. 

(2)  Except  as  provided  in  special  con¬ 
dition  (3)  below,  the  applicable  portions 
of  the  Quanah-Elk  Mountain  Unit  will  be 
closed  to  all  public  use  except  elk  hunting 
during  hunt  periods. 

( 3 )  Authorized  hunters  may  retain  ap¬ 
proved,  unloaded  hunting  rifles  and  camp 
overnight  (in  Camp  Doris  only)  during 
these  periods  when  the  Quanah-Elk 
Mountain  Unit  is  closed  to  all  other  pub¬ 
lic  use.  Such  camping  hunters  may  be  ac¬ 
companied  by,  not  to  exceed,  one  camp¬ 
ing  companion  who  will  be  confined  to 
Camp  Doris  or  Refuge  Headquarters  dur¬ 
ing  hunt  periods  unless  authorized  to  as¬ 
sist  with  the  removal  of  game  by  the 
Refuge  Manager  or  his  agent. 

(4)  Authorized  hunters  will  comply 
with  all  official  written  refuge  rules  and 
regulations  issued  at  mandatory  hunter 
briefings. 
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The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32,  and 
are  effective  through  December  12,  1974. 

Jerry  L.  Stegman, 
Acting  Regional  Director,  U.S. 
Fish  and  Wildlife  Service,  Al¬ 
buquerque,  New  Mexico. 

September  10, 1974. 

[FR  Doc.74-21654  Filed  9-18-74;8:45  am] 


PART  32— HUNTING 
Crab  Orchard  National  Wildlife  Refuge,  ill. 

The  following  special  regulation  is  is¬ 
sued  and  is  effective  on  September  19, 
1974. 

§  32.22  Special  regulations;  upland 
game;  for  individual  wildlife  refuge 
areas. 

Illinois 

CRAB  ORCHARD  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  pheasants,  bobwhite 
quail,  rabbits,  raccoons,  opossums, 
skunks,  weasels  and  crows  is  permitted 
in  accordance  with  the  seasons  and  lim¬ 
its  established  by  the  Illinois  Department 
of  Conservation.  The  area  open  to  hunt¬ 
ing  within  Crab  Orchard  National  Wild¬ 
life  Refuge  is  designated  by  green  public 
hunting  signs.  This  open  area  is  delin¬ 
eated  on  a  map  available  at  refuge  head¬ 
quarters,  Carterville,  Illinois  62918  and 
from  the  Regional  Director,  U.S.  Fish  and 
Wildlife  Service,  Federal  Building,  Fort 
Snelling,  Twin  Cities,  Minnesota  55111. 

The  provisions  of  this  special  regula¬ 
tion  supplements  the  regulations  which 
govern  hunting  on  wildlife  refuges  gen¬ 
erally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  February  28, 
1975. 

Wayne  D.  Adams, 
Project  Manager,  Crab  Orchard 
National  Wildlife  Refuge, 

-  Carterville,  Illinois. 

September  12,  1974. 

[FR  Doc.74-21674  Filed  9-18-74;8:45  am] 


PART  32— HUNTING 

De  Soto  National  Wildlife  Refuge,  Iowa 

The  following  special  regulation  is  is¬ 
sued  and  is  effective  September  19,  1974. 

§  32.32  Special  regulations;  big  game; 
for  individual  wildlife  refuge  areas. 

Iowa 

DESOTO  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  deer  on  the  DeSoto 
National  Wildlife  Refuge,  Iowa,  is  per¬ 
mitted  only  on  the  area  designated  by 
signs  as  open  to  hunting.  This  open  area 
comprising  660  acres  is  delineated  on  a 
map  available  at  the  refuge  headquarters 
and  from  the  Area  Manager,  U.S.  Fish 
and  Wildlife  Service,  601  E.  12th  Street, 
Kansas  City,  Missouri  64106.  Hunting 
shall  be  in  accordance  with  all  State 
regulations  governing  the  hunting  of 
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deer  with  bow  and  arrow  and  shall  be 
permitted  only  during  the  regular  Iowa 
archery  deer  season,  October  12,  1974,  to 
December  1, 1974. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  December  1, 
1974. 

James  E.  Frates, 
Refuge  Manager,  DeSoto  Na¬ 
tional  Wildlife  Refuge,  Mis¬ 
souri  Valley,  Iowa. 

September  9,  1974. 

IFR  Doc.74-21672  Filed  9-18-74;  8: 45  am) 


PART  32 — HUNTING 

The  following  special  regulation  is  is¬ 
sued  and  is  effective  on  date  of  publica¬ 
tion  in  the  Federal  Register. 

§  32.32  Special  regulations:  big  game: 
for  individual  refuge  areas. 

North  Dakota 

UPPER  SOURIS  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  of  deer  on  the  Upper 
Souris  National  Wildlife  Refuge,  North 
Dakota,  is  permitted  on  all  areas  except 
those  designated  as  closed.  The  open 
areas,  comprising  31,800  acres  are  de¬ 
lineated  on  maps  available  at  headquar¬ 
ters,  Foxholm,  North  Dakota,  and  from 
the  office  of  the  Area  Manager,  U.S.  Fish 
and  Wildlife  Service,  P.O.  Box  1897,  Bis¬ 
marck,  North  Dakota  58501.  Hunting 
shall  be  in  accordance  with  all  applicable 
State  regulations  covering  the  hunting 
of  deer  subject  to  the  following  condi¬ 
tions: 

(1)  The  open  season  for  hunting  deer 
on  the  refuge  is  from  12  noon  November 
8  to  sunset  November  17, 1974,  c.d.t. 

(2)  The  refuge  shall  be  closed  to  all 
vehicular  travel  except  the  main  public 
roads. 

(3)  Regular  gun  license  permits  the 
taking  of  white-tailed  deer  with  forked 
antlers  on  at  least  one  side.  Hunters  with 
Special  Unit  HI-A  licenses  may  take 
white-tailed  deer  of  any  age  or  sex  or 
an  antlered  mule  deer  buck. 

(4)  Deer  are  the  only  species  that  may 
be  taken;  it  is  unlawful  to  carry  fire¬ 
arms  after  the  deer  tag  is  used. 

The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally,  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32,  and 
are  effective  through  November  17, 1974. 

Don  R.  Perkuchin, 
Refuge  Manager,  Upper  Souris 
National  Wildlife  Refuge, 
Foxholm,  North  Dakota. 

September  10,  1974. 

)FB  Doc.74-21660  Filed  9-18-74;8:45  am) 


PART  32— HUNTING 

National  Wildfife  Refuge,  Wyoming 

The  following  special  regulation  is  is¬ 
sued  and  is  effective  on  date  of  publica¬ 
tion  in  the  Federal  Register. 

§32.32  Special  regulations;  big  game; 

for  individual  wildlife  refuge  areas. 

Wyoming 

NATIONAL  ELK  REFUGE 

Public  hunting  of  elk  on  the  National 
Elk  Refuge,  Wyoming,  is  permitted  from 
November  2  through  November  15,  1974, 
only  on  the  area  designated  by  signs  as 
open  to  hunting.  This  open  area,  com¬ 
prising  18,247  acres  is  delineated  on 
maps  available  at  refuge  headquarters, 
Jackson,  Wyoming,  and  from  the  Area 
Manager,  U.S.  Fish  and  Wildlife  Service, 
711  Central  Avenue,  Billings,  Montana 
59102.  Hunting  shall  be  in  accordance 
with  all  applicable  State  regulations 
covering  the  hunting  of  elk  subject  to  the 
following  special  conditions : 

(1)  A  special  permit  is  required  in  ad¬ 
dition  to  a  valid  1974  State  Elk  Hunting 
license.  Forty  special  permits  shall  be 
Issued  to  applicants  by  drawing  at  refuge 
headquarters  at  4  p.m.  on  Friday,  No¬ 
vember  1,  1974  and  every  Friday  there¬ 
after  through  November  8,  1974.  These 
permits  are  good  for  the  Saturday 
through  Monday  period  following  each 
Friday  drawing.  Forty  special  permits 
shall  be  issued  by  drawing  at  refuge 
headquarters  at  4  pm.  on  Monday,  No¬ 
vember  4, 1974  and  every  Monday  there¬ 
after  through  November  11,  1974.  These 
permits  are  good  for  the  Tuesday  through 
Friday  period  following  each  Monday 
drawing. 

(2)  Access  to  the  refuge  shall  be  only 
through  the  main  gate  east  of  refuge 
headquarters  in  Jackson. 

(3)  Motorized  vehicle  travel  in  the 
hunting  area  is  restricted  to  the  roads 
designated  by  appropriate  6igns  and 
delineated  on  maps  available  at  refuge 
headquarters.  This  is  interpreted  to  mean 
that  motor  vehicles  may  not  leave  des¬ 
ignated  roadways  for  the  purpose  of  load¬ 
ing  or  picking  up  a  kill. 

(4)  Persons  without  permits  may  ac¬ 
company  special  permit  holders  in  the 
same  vehicle  but  only  permit  holders  are 
allowed  to  possess  a  firearm. 

(5)  Persons  successful  in  drawing  a 
permit  may  not  draw  again  in  succeed¬ 
ing  drawings. 

(6)  Permits  will  be  revoked  in  the 
event  of  a  violation  of  refuge  regulations 
and  violations  can  result  in  denial  of  fu¬ 
ture  privileges  as  per  the  Code  of  Federal 
Regulations. 


The  provisions  of  this  special  regula¬ 
tion  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32,  and 
are  effective  through  November  15,  1974. 

Don  E.  Redfearn, 
Refuge  Manager. 

August  2, 1974. 

IFR  Doc.74-21739  Filed  9-18-74; 8: 46  am] 


PART  32— HUNTING 

Swan  Lake  National  Refuge,  Missouri 

The  following  special  regulations  are 
Issued  and  effective  September  19,  1974. 
Time  limitations  preclude  issuance  of  a 
public  notice  of  proposed  rulemaking. 

§  32.12  Special  regulations;  migratory 
game  birds;  for  individual  wildlife 
refuge  areas. 

Missouri 

SWAN  LAKE  NATIONAL  WILDLIFE  REFUGE 

Public  hunting  for  geese  only  is  per¬ 
mitted  only  on  designated  areas  com¬ 
prising  2,500  acres  within  Swan  Lake 
National  Wildlife  Refuge,  Missouri. 
Hunting  shall  be  In  accordance  with  all 
applicable  State  and  Federal  regu¬ 
lations  subject  to  the  following. 

(1)  Each  hunter  must  obtain  a  State 
permit  Issued  at  the  checking  station 
prior  to  hunting,  hunt  only  from  his  lot¬ 
tery-assigned  blind,  fire  no  more  than 
ten  (10)  shells,  and  include  not  more 
than  one  (1)  Canada  goose  in  his  daily 
bag. 

(2)  Hunting  is  permitted  from  12 
noon  October  30,  1974,  through  sunset 
January  7,  1975;  OR,  until  a  quota  of 
20,000  Canada  geese  have  been  taken 
from  within  the  Swan  Lake  Quota  zone 
whichever  occurs  first.  In  event  that  the 
quota  Is  reached  prior  to  January  7, 
1975,  Public  Notice  shall  be  published  a 
minimum  of  48  hours  In  advance  of 
closure. 

The  provisions  of  these  special  regula¬ 
tions  supplement  the  regulations  which 
govern  hunting  on  wildlife  refuge  areas 
generally  which  are  set  forth  in  Title  50, 
Code  of  Federal  Regulations,  Part  32, 
and  are  effective  through  January  7, 
1975. 

Alfred  O.  Manke, 
Refuge  Manager,  Swan  Lake 
National  Wildlife  Refuge , 
Sumner,  Missouri 

September  8, 1974. 

[TO  Doc. 74-21 764  Filed  9-18-74;  8: 45  am) 
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CHAPTER  II— NATIONAL  MARINE  FISH¬ 
ERIES  SERVICE,  NATIONAL  OCEANIC 
AND  ATMOSPHERIC  ADMINISTRATION, 
DEPARTMENT  OF  COMMERCE 

SUBCHAPTER  F— AID  TO  FISHERIES 
PART  259— INTERIM  FISHING  VESSEL 
CAPITAL  CONSTRUCTION  FUND  PRO¬ 
CEDURES 

Interim  Administrative  Regulations 

The  50  CFR  Part  259.30  through  259.- 
38  appearing  below  are  adopted  as  in¬ 
terim  regulations  for  administering  the 
Fishing  Vessel  Capital  Construction 
Fund  program. 

The  Secretary  of  Commerce  on  June 
19,  1974,  published  at  39  FR  21161,  et 
seq.,  a  proposed  50  CFR  Part  259.30 
through  259.38  as  the  interim  regulations 
for  administering  section  607  of  the 
Merchant  Marine  Act,  1936,  as  amended 
(46  U.S.C.  1177),  insofar  as  the  Capital 
Construction  Fund  provisions  of  that 
section  relating  to  fishing  vessels  are 
concerned. 

The  Merchant  Marine  Act  of  1970 
(84  Stat.  1018)  amended  section  607  of 
the  Merchant  Marine  Act,  1936,  as 
amended.  Under  the  amended  section 
607,  citizens  of  the  United  States  may 
enter  agreements  with  the  Secretary  of 
Commerce  providing  for  the  deferment 
of  Federal  taxation  of,  among  other 
things,  fishing  vessel  income  when  such 
income  is  deposited  in  a  Capital  Con¬ 
struction  Fund  and  reserved  for  the  fu¬ 
ture  acquisition,  construction,  or  recon¬ 
struction  of  fishing  vessels. 

The  Secretary  asked  for,  and  received, 
comments  about  the  interim  regulations 
proposed  June  19,  1974,  for  administer¬ 
ing  the  Fishing  Vessel  Capital  Construc¬ 
tion  Fund  program.  After  due  considera¬ 
tion,  the  Secretary  incorporated  certain 
of  the  comments  received  by  revising  the 
previously  proposed  interim  regulations. 
The  50  CFR  Part  259.30  through  259.38 
appearing  below  are,  consequently,  the 
adoption,  with  revisions,  of  interim  regu¬ 
lations  for  administering  the  Fishing 
Vessel  Capital  Construction  Fund  pro¬ 
gram. 

Over  half  the  comments  received 
concerned  §  259.31,  in  particular  the 
definition  in  that  section  of  the  term 
“acquisition”  as  it  pertains  to  used  ves¬ 
sels.  Those  comments  urged  a  less  restric¬ 
tive  definition  of  the  term  “acquisition”. 

A  primary  intent  of  the  legislation  au¬ 
thorizing  the  Capital  Construction  Fund 
program  was  modernization  and  im¬ 
provement  of  the  fishing  fleet.  The  mere 
acquisition  of  a  used  fishing  vessel,  al¬ 
ready  a  part  of  the  fishing  fleet,  does 
nothing  in  and  of  itself  to  improve  or 
modernize  the  fishing  fleet.  It  is  only 
when  an  additional  Schedule  B  objective, 
as  outlined  in  and  required  by  §§  259.31 
(a)  (1)  and  (2) ,  is  achieved  that  the  fleet 
is  improved  due  to  the  change  in  owner¬ 
ship  of  a  used  vessel.  For  this  reason 
§§  259.31(a)  (1)  and  (2)  are  left  basically 
unchanged.  Additionally,  the  Secretary 
will  soon  propose  for  comment  §§  259.31 
(a)  *(3)  and  (4)  in  order  to  provide  liqui¬ 
dated  damages  for  failure  to  achieve  an 
additional  Schedule  B  objective  of  the 


type  outlined  in  and  required  by  88  259.31 
(a)  (1)  and  (2)  and  to  insure  that  de¬ 
posits  sufficient  to  do  so  are  accumulated. 

As  a  result  of  comments  received,  the 
requirement  that  income  and  expense 
statements  and  a  current  balance  sheet 
be  submitted  with  each  application  has 
been  deleted  (8  259.30(b)  (5) ).  Addition¬ 
ally,  the  definition  of  “reconstruction” 
has  been  slightly  broadened  and  the  20 
percent  test  has  been  amended  so  that 
it  applies  to  the  acquisition  cost  of  the 
vessels  rather  than  the  original  construc¬ 
tion  cost  of  vessels  (8  259.31(b)).  The 
time  permitted  for  construction  or  re¬ 
construction  has  been  increased  from  1 
year  to  18  months  (8  259.31(c)).  Provi¬ 
sion  has  been  made  for  binding  construc¬ 
tion  contracts  existing  prior  to  the  time 
of  adoption  of  conditional  fisheries 
(8  259.32(c) )  and  for  the  replacement  of 
vessels  lost  or  destroyed  (§  259.32(e)  (3) ) . 
Assignment  of  CCF  accounts  without  the 
Secretary’s  consent  has  been  prohibited 
(8  259.36(b)).  The  confidentiality  of  in¬ 
formation  provision  has  been  reworded 
(8  259.38(b)). 

The  50  CFR  Part  259.30  through 
259.38  are  consequently,  adopted  effec¬ 
tive  September  19, 1974. 

Dated:  September  16, 1974. 

By  order  of  the  Administrator,  Na¬ 
tional  Oceanic  and  Atmospheric  Admin¬ 
istration. 

Robert  M.  White, 
Administrator. 

Sec. 

259.30  Application  for  Interim  Capital  Con¬ 

struction  Fund  Agreement  (“In¬ 
terim  CCF  Agreement”) . 

259.31  Acquisition,  construction,  or  recon¬ 

struction. 

259.32  Conditional  fisheries. 

259.33  Constructive  deposits  and  withdraw¬ 

als;  ratification  of  withdraw¬ 
als  (as  qualified)  made  without 
first  having  obtained  Secretary's 
consent;  first  tax  year  for  which 
interim  CCF  agreement  is  effective. 

259.34  Minimum  and  maximum  deposits; 

maximum  time  to  deposit. 

259.35  Annual  deposit  and  withdrawal  re¬ 

ports  required. 

259.36  CCF  accounts. 

259.37  Conditional  consents  to  withdrawal 

qualification. 

259.38  Miscellaneous. 

Authority:  Sec.  204,  49  Stat.  1987,  as 
amended;  (46  U.S.C.  1114);  Pub.  L.  91^69,  84 
Stat.  1018;  sec.  21(a),  84  Stat.  1026;  Reor¬ 
ganization  Plan  No.  4  of  1970,  86  Stat.  909. 

§  259.30  Application  for  Interim  Cap¬ 
ital  Construction  Fund  Agreement 
(“Interim  CCF  Agreement”). 

(a)  General  Qualifications.  To  be  eligi¬ 
ble  to  enter  into  an  Interim  CCF  Agree¬ 
ment  an  applicant  must : 

(1)  Be  a  citizen  of  the  United  States 
(citizenship  requirements  are  those  for 
documenting  vessels  in  the  coastwise 
trade  within  the  meaning  of  section  2  of 
the  Shipping  Act,  1916,  as  amended) ; 

(2)  Own  or  lease  one  or  more  eligible 
vessels  (as  defined  in  sec.  607  (k)(l)  of 
the  Act)  operating  in  the  fisheries  of  the 
United  States  and  earning  a  significant 
income  from  catching,  processing,  or 


transporting  fish,  shellfish,  or  other  living 
marine  resources  for  commercial  pur¬ 
poses  such  as  marketing  or  processing 
the  catch; 

(3)  Have  an  acceptable  program  for 
the  acquisition,  construction,  or  recon¬ 
struction  of  one  or  more  qualified  vessels 
(as  defined  in  sec.  607(k)  (2)  of  the  Act) . 
The  program  must  be  a  firm  representa¬ 
tion  of  the  applicant’s  actual  intentions. 
Vague  or  contingent  objectives  will  not  be 
acceptable. 

(b)  Content  of  application.  Applicants 
seeking  an  Interim  CCF  Agreement  may 
make  application  by  letter  providing  the 
following  information: 

(1)  Proof  of  U.S.  citizenship; 

(2)  The  first  taxable  year  for  which  the 
Interim  CCF  Agreement  is  to  apply  (see 
§  259.33  for  the  latest  time  at  which  ap¬ 
plication  for  an  Interim  CCF  Agreement 
relating  to  a  previous  taxable  year  may 
be  received) ;  , 

(3)  The  following  information  regard¬ 
ing  each  “eligible  vessel”  (as  it  is  defined 
in  the  Act)  which  is  to  be  incorporated  in 
Schedule  A  of  the  Interim  CCF  Agree¬ 
ment  for  purposes  of  making  deposits 
into  a  CCF  pursuant  to  section  607  of  the 
Act: 

(i)  Name  of  vessel, 

(ii)  Official  number, 

(iii)  Type  of  vessel  (i.e.,  catching  ves¬ 
sel,  processing  vessel,  transporting  ves¬ 
sel), 

(iv)  General  characteristic  (i.e.,  net 
tonnage,  fish-carrying  capacity,  age, 
length,  type  of  fishing  gear) . 

(v)  Whether  owned  or  leased  and,  if 
leased,  the  name  of  the  owner,  and  a  copy 
of  the  lease, 

(vi)  Date  and  place  of  construction, 

(vii)  If  reconstructed,  date  of  re¬ 
delivery  and  place  of  reconstruction, 

(viii)  Date  last  documented  under  the 
laws  of  the  United  States  for  operation 
in  the  fisheries  of  the  United  States, 

(ix)  Fishery  of  operation  (which  in 
this  section  means  each  species  or  group 
of  species — each  species  must  be  specifi¬ 
cally  identified  by  acceptable  common 
name — of  fish,  shellfish,  or  other  living 
marine  resources  which  each  vessel 
catches,  processes,  or  transports  or  will 
catch,  process,  or  transport  for  commer¬ 
cial  purposes  such  as  marketing  or  proc¬ 
essing  the  catch) , 

(x)  Area  of  operation  (which  in  this 
section  means  the  general  geographic 
areas  in  which  each  vessel  will  catch, 
process,  or  transport  for  commercial  pur¬ 
poses  each  species  or  group  of  species  of 
fish,  shellfish,  or  other  living  marine  re¬ 
sources)  . 

(4)  The  specific  objectives  to  be 
achieved  by  the  accumulation  of  assets  in 
a  Capital  Construction  Fund  (to  be  in¬ 
corporated  in  Schedule  B  of  the  Interim 
CCF  Agreement)  including: 

(i)  Number  of  vessels, 

(ii)  Type  of  vessel  (i.e.,  catching  vessel, 
processing  vessel,  transporting  vessel) , 

(iii)  General  characteristics  (i.e.,  net 
tonnage,  fish-carrying  capacity,  age. 
length,  type  of  fishing  gear) , 

(iv)  Cost  of  projects, 

(v)  Amount  of  indebtedness  to  be  paid 
for  vessels  to  be  constructed,  acquired,  or 
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reconstructed  (all  notes,  mortgages,  or 
other  evidences  of  the  indebtedness  must 
be  submitted  as  soon  as  available,  to¬ 
gether  with  sufficient  additional  evidence 
to  establish  that  the  full  proceeds  of  the 
indebtedness  to  be  paid  from  a  CCP  un¬ 
der  an  Interim  CCP  Agreement,  were 
used  solely  for  the  purpose  of  the  con¬ 
struction,  acquisition,  or  reconstruction 
of  Schedule  B  vessels) , 

(vi)  Date  of  construction,  acquisition, 
or  reconstruction, 

(vii)  Fishery  of  operation  (which  in 
this  section  means  each  species  or  group 
of  species — each  species  must  be  specifi¬ 
cally  identified  by  acceptable  common 
name — of  fish,  shellfish,  or  other  living 
marine  resources  which  each  vessel 
catches,  processes,  or  transports,  or  will 
catch,  process,  or  transport  for  commer¬ 
cial  purposes  such  as  marketing  or  proc¬ 
essing  the  catch) , 

(viii)  Area  of  operation  (which  in  this 
section  means  the  general  geographic 
areas  in  which  each  vessel  will  catch, 
process,  or  transport  for  commercial 
purposes  each  species  or  group  of  species 
of  fish,  shellfish,  or  other  living  marine 
resources) . 

(5)  The  name,  address,  and  account 
number  of  each  depository  in  which  the 
assets  of  a  CCP  will  be  deposited. 

(c)  Filing.  The  application  must  be 
signed  and  submitted  in  duplicate  to  the 
Regional  Office  of  the  National  Marine 
Fisheries  Service’s  Financial  Assistance 
Division  corresponding  to  the  region  in 
which  the  party  conducts  its  business. 
As  a  general  rule,  the  Interim  CCP 
Agreement  must  be  executed  and  entered 
into  by  the  taxpayer  on  or  prior  to  the 
due  date,  with  extensions,  for  the  filing 
of  the  Federal  tax  return  in  order  to  be 
effective  for  the  tax  year  to  which  that 
return  relates.  It  is  manifestly  in  the 
Applicant’s. best  interest  to  file  at  least 
45  days  in  advance  of  such  date. 

§  259.31  Acquisition,  construction,  or 
reconstruction. 

(a)  Acquisition.  No  vessel  having  pre¬ 
viously  been  operated  in  a  fishery  of  the 
United  States  prior  to  its  acquisition  by 
the  party  seeking  CCP  withdrawal  there¬ 
for  shall  be  a  qualified  vessel  for  the 
purpose  of  acqulstion,  except  in  the  cases 
specified  in  subparagraphs  (1)  and  (2) 
of  this  paragraph: 

(1)  A  vessel  not  more  than  5  years 
old,  at  the  time  of  its  acquisition  by  the 
party  seeking  CCP  withdrawal  therefor 
may  be  a  qualified  vessel  for  the  purpose 
of  acquisition,  but  only  if  each  acquisi¬ 
tion  in  this  category  becomes  a  Schedule 
A  vessel  and  there  exists  for  each  acqui¬ 
sition  in  this  category  (on  a  one-for-one 
basis)  an  additional  Schedule  B  con¬ 
struction  or  reconstruction.  The  sole  con¬ 
sideration  for  permitting  an  acquisition 
in  this  category  is  that  it  will  enable  the 
party  (but  the  Secretary  will  not  attempt 
to  predetermine  such  an  ability)  to  ac¬ 
celerate  accomplishment  of  the  addi¬ 
tional  Schedule  B  construction  or  recon¬ 
struction.  Should  this  consideration  ma¬ 
terially  fail,  the  Secretary  shall,  at  his 
discretion,  disqualify  previously  qualified 


withdrawals  in  this  category,  seek  liqui¬ 
dated  damages  as  provided  for  in  sub- 
paragraph  (4)  of  this  section  and/or 
terminate  the  Interim  CCP  Agreement. 

(2)  A  vessel  more  than  5  years  old,  but 
not  more  than  25  years  old  (special  show¬ 
ing  required  if  more  than  25  years  old, 
see  paragraph  (b)  of  this  section) ,  at  the 
time  of  acquisition  by  the  party  seeking 
CCP  withdrawal  therefor  may  be  a  quali¬ 
fied  vessel  for  the  purpose  of  acquisition, 
but  only  if  that  same  vessel  becomes  a 
Schedule  A  vessel  and  (in  addition  to  be¬ 
ing  a  Schedule  B  vessel  for  the  purpose 
of  its  acquisition)  becomes  a  Schedule  B 
vessel  for  the  purpose  of  that  same  ves¬ 
sel’s  reconstruction  to  be  accomplished 
ordinarily  within  7  years  from  the  date 
of  acquisition.  The  sole  consideration  for 
permitting  an  acquisition  in  this  category 
is  that  it  will  enable  a  party  (but  the  Sec¬ 
retary  will  not  attempt  to  predetermine 
such  an  ability)  to  accelerate  accom¬ 
plishment  of  the  Schedule  B  reconstruc¬ 
tion  of  the  vessel  so  acquired.  Should  this 
consideration  materially  fail,  the  same 
penalty  prescribed  in  paragraph  (1)  of 
this  paragraph  applies. 

(3)  Reserved  for  minimum  deposits 
under  this  section. 

(4)  Reserved  for  liquidated  damages, 
(b)  Reconstruction.  No  reconstruction 

project  costing  less  than  $100,000  shall 
qualify  a  vessel  for  reconstruction,  un¬ 
less  the  reconstruction  project  costs,  or 
will  cost,  20  percent  or  more  of  the  re¬ 
constructed  vessel’s  acquisition  cost  (in 
its  unreconstructed  state)  to  the  party 
seeking  CCF  withdrawal  therefor.  If  the 
reconstruction  project  meets  the  $100,000 
test,  then  the  20  percent  test  does  not 
apply.  Conversely,  if  the  reconstruction 
project  does  not  meet  the  $100,000  test, 
then  the  20  percent  test  applies. 

(1)  Reconstruction  may  include  re¬ 
building,  replacing,  reconditioning,  con¬ 
verting  and/or  improving  any  portion  of 
a  vessel.  A  reconstruction  project  must, 
however,  substantially  prolong  the  use¬ 
ful  life  of  the  reconstructed  vessel,  in¬ 
crease  its  value,  or  adapt  it  to  a  different 
commercial  use  in  the  fishing  trade  or 
industry. 

(2)  All,  or  the  major  portion  (ordi¬ 
narily,  not  less  than  80  percent),  of  a 
reconstruction  project’s  actual  cost  must 
(for  the  purpose  of  meeting  the  above 
dollar  or  percentage  tests)  be  classifiable 
as  a  capital  expenditure  for  Internal 
Revenue  Service  (IRS)  purposes.  That 
otherwise  allowable  (i.e.,  for  the  purpose 
of  meeting  the  above  dollar  or  percent¬ 
age  tests)  portion  of  a  reconstruction 
project’s  actual  cost  which  is  not  classi¬ 
fiable  as  a  capital  expenditure  shall, 
however,  be  excluded  from  the  amount 
qualified  for  withdrawal  as  a  result  of 
the  reconstruction  project. 

(3)  No  vessel  more  than  25  years  old 
at  the  time  of  withdrawal  or  request  for 
withdrawal  shall  be  a  qualified  vessel  for 
the  purpose  of  reconstruction  unless  a 
special  showing  is  made,  to  the  Secre¬ 
tary’s  discretionary  satisfaction,  that  the 
type  and  degree  of  reconstruction  in¬ 
tended  will  result  in  an  efficient  and  pro¬ 
ductive  vessel  with  an  economically  use¬ 
ful  life  at  least  10  years  beyond  the  date 
reconstruction  is  completed. 


(c)  Time  permitted  for  construction 
or  reconstruction.  Construction  or  recon¬ 
struction  must  be  completed  within  18 
months  from  the  date  construction  or 
reconstruction  first  commences,  unless 
otherwise  consented  to  by  the  Secretary. 

§  259.32  Conditional  fisheries. 

(a)  The  Secretary  may  from  time-to- 
time  establish  certain  fisheries  in  which 
CCF  benefits  will  be  restricted.  The  regu¬ 
latory  mechanism  for  so  doing  is  Part 
251  of  this  chapter.  Each  fishery  so  re¬ 
stricted  is  termed  a  “conditional  fishery”. 
Subpart  A.  of  Part  251  of  this  chapter 
establishes  the  procedure  to  be  used  by 
the  Secretary  in  proposing  and  adopting 
a  fishery  as  a  conditional  fishery.  Sub¬ 
part  B  of  Part  251  of  this  chapter  enu¬ 
merates  each  fishery  actually  adopted  as 
a  conditional  fishery  (Part  251  of  this 
chapter  should  be  referred  to  for 
details). 

The  purpose  of  this  §  259.32  is  to  estab¬ 
lish  the  effect  of  conditional  fishery 
adoption  upon  Interim  CCP  Agreements. 

(b)  If  a  written  request  for  an  other¬ 
wise  permissible  action  under  an  In¬ 
terim  CCP  Agreement  is  submitted  prior 
to  the  date  upon  which  conditional  fish¬ 
ery  adoption  occurs,  then  the  Secretary 
will  act,  in  an  otherwise  normal  manner, 
upon  so  much  of  the  action  then  applied 
for  as  is  then  permissible  without  regard 
to  the  subsequent  adoption  of  a  condi¬ 
tional  fishery  (even,  if  that  adoption  oc¬ 
curs  before  the  Secretary  gives  his  con¬ 
sent  or  issues  an  Interim  CCP  Agreement 
or  amendment  thereto,  all  as  the  case 
may  be) .  Nevertheless,  the  conditions  as 
set  forth  in  paragraph  (d)  of  this  sec¬ 
tion  shall  apply. 

(c)  If  a  written  request  for  an  other¬ 
wise  permissible  action  under  an  Interim 
CCP  Agreement,  or  an  application  for 
an  Interim  CCP  Agreement,  is  submitted 
after  the  date  upon  which  conditional 
fishery  adoption  occurs,  then  the  Secre¬ 
tary  will  act,  in  an  otherwise  normal 
manner,  upon  so  much  of  the  action  then 
applied  for  as  is  then  permissible  with¬ 
out  regard  to  the  previous  adoption  of  a 
conditional  fishery  provided,  however, 
that  this  paragraph  shall  apply  only  to 
construction  or  reconstruction  for  which 
a  binding  contract  had  been  reduced  to 
writing  prior  to  the  date  upon  which 
conditional  fishery  adoption  occurred. 
Nevertheless,  the  conditions  as  set  forth 
in  paragraph  (d)  of  this  section  shall 
apply. 

(d)  Conditional  fishery  adoption  shall 
have  no  effect  whatsoever  upon  a  Sched¬ 
ule  B  objective  whose  qualification  for 
withdrawal  (which  may  be  in  an  amount 
equal  to  the  total  cost  over  time  of  a 
Schedule  B  objective,  i.e.,  a  series  of 
withdrawals)  has  been,  prior  to  the  date 
of  conditional  fishery  adoption,  either 
consented  to  by  the  Secretary  or  re¬ 
quested  in  accordance  with  paragraphs 
(b)  or  (c)  of  this  section.  This  extends 
to  past,  present,  and  future  withdrawals 
in  an  amount  representing  up  to  100  per¬ 
cent  of  the  cost  of  a  Schedule  B  objec¬ 
tive.  Commencement  of  any  project  in 
these  categories  shall,  however,  be 
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started  not  later  than  6  months  from 
the  date  of  conditional  fishery  adoption 
and  shall  be  completed  within  24  months 
from  the  date  of  conditional  fishery 
adoption,  unless  for  good  and  sufficient 
cause  shown  the  Secretary,  at  his  dis¬ 
cretion,  consents  to  a  longer  period  for 
either  project  commencement  or  com¬ 
pletion.  Consent  to  the  qualification  of 
withdrawal  for  any  project  in  these  cate¬ 
gories  not  commenced  or  completed 
within  the  periods  allowed  shall  be  re¬ 
voked  at  the  end  of  the  periods  allowed. 

(e)  Conditional  fishery  adoption  shall 
have  no  effect  whatsoever  upon  Sched¬ 
ule  B  objectives  which  will  not  result  in 
significantly  increasing  harvesting  ca¬ 
pacity  in  a  fishery  adopted  as  a  condi¬ 
tional  fishery. 

(1)  Construction  of  a  new  vessel  (ves¬ 
sel  “Y”)  for  operation  in  an  adopted 
conditional  fishery  shall  be  deemed  to 
significantly  increase  harvesting  capacity 
in  that  fishery  unless  the  party  causing 
the  “Y”  vessel  to  be  constructed  causes 
(within  1  year  after  the  delivery  of  ves¬ 
sel  “Y”)  to  be  permanently  removed 
from  all  fishing,  or  placed  permanently 
in  a  fishery  not  then  adopted  as  a  con¬ 
ditional  fishery,  under  such  conditions  as 
the  Secretary  may  deem  necessary  or 
desirable,  a  vessel  (vessel  “Z”)  which 
has  during  the  previous  18  months  op¬ 
erated  substantially  in  the  same  fishery 
as  the  “Y”  vessel  and  which  has  a  fish¬ 
ing  capacity  substantially  equivalent  to 
the  “Y”  vessel.  Failure  to  remove  a  ves¬ 
sel  could  subject  all  withdrawals  to  be 
treated  as  nonqualified  and  may  be  cause 
for  termination  of  the  CCF.  What  con¬ 
stitutes  substantially  equivalent  fishing 
capacity  shall  be  a  matter  for  the  Secre¬ 
tary’s  discretion.  Ordinarily,  in  exercis¬ 
ing  his  discretion  about  what  does  or 
does  not  constitute  substantially  equiva¬ 
lent  fishing  capacity,  the  Secretary  will 
take  into  consideration  (i)  the  average 
size  of  vessels  constructed  for  the  adopted 
conditional  fishery  in  question  at  the 
time  vessel  “Z”  was  constructed  (or,  if 
constructed  for  a  different  fishery,  the 
average  size  of  vessels  in  the  adopted 
conditional  fishery  at  the  time  vessel 
“Z”  entered  it),  (ii)  the  average  size  of 
vessels  constructed  for  the  adopted  con¬ 
ditional  fishery  at  the  time  vessel  “Y” 
was  or  will  be  constructed,  and  (iii)  such 
other  factors  as  the  Secretary  may  deem 
material  and  equitable,  including  the 
length  of  time  the  party  had  owned  or 
leased  vessel  “Z”  and  the  length  of  time 
the  vessel  has  operated  in  the  conditional 
fishery.  The  Secretary  will  consider 
these  factors,  and  exercise  his  discretion, 
in  such  a  way  as  to  encourage  use  of  this 
program  by  established  fishermen  who 
have  owned  or  leased  for  substantial 
periods  vessels  which  need  to  be  replaced, 
even  though  a  “Z”  vessel  may  have  been 
constructed  at  a  time  which  dictated  a 
lesser  fishing  capacity  than  dictated  for 
a  “Y”  vessel  at  the  time  of  its  construc¬ 
tion. 

(2)  Acquisition  and/or  reconstruction 
of  a  used  vessel  for  operation  in  an 
adopted  conditional  fishery  shall  be 
deemed  to  significantly  increase  harvest¬ 
ing  capacity  in  that  fishery  unless  the 
vessel  to  be  acquired  and/or  recon¬ 


structed  had  during  the  previous  3  years 
operated  substantially  in  the  same  fish¬ 
ery  as  the  adopted  conditional  fishery  in 
which  it  will  operate  after  acquisition 
and/or  reconstruction.  If  less  than  3 
years,  then  acquisition  and/or  recon¬ 
struction  of  a  used  vessel  for  operation  in 
an  adopted  conditional  fishery  shall  be 
deemed  to  significantly  increase  harvest¬ 
ing  capacity  in  that  fishery  unless  there 
occurs  vessel  removal  or  permanent 
placement  elsewhere  under  the  same 
conditions  specified  for  construction  in 
subparagraph  (I)  of  this  paragraph. 

(3)  Construction  of  a  new  vessel  or  the 
acquisition  and/or  reconstruction  of  a 
used  vessel  for  operation  in  an  adopted 
conditional  fishery  shall  not  be  deemed  to 
significantly  increase  the  harvesting  ca¬ 
pacity  where  the  vessel  constructed,  ac¬ 
quired  and/or  reconstructed  replaces  an¬ 
other  vessel  which  was  lost  or  destroyed 
and  which  had,  immediately  prior  to  the 
loss  or  destruction,  operated  in  the  same 
fishery  as  the  adopted  conditional  fishery, 
provided,  however,  that  the  fishing  ca¬ 
pacity  of  the  replacement  vessel  has  a 
fishing  capacity  substantially  equivalent 
to  the  vessel  lost  or  destroyed  and  that 
the  construction,  acquisition  and/or  re¬ 
construction  is  completed  within  2  years 
after  the  close  of  the  taxable  year  in 
which  the  loss  or  destruction  occurred. 
The  Secretary  may,  at  his  discretion,  and 
for  good  and  sufficient  cause  shown,  ex¬ 
tend  the  replacement  period,  provided 
that  the  request  for  extension  of  time  to 
replace  is  timely  filed  with  the  Secretary. 

(f)  Conditional  fishery  adoption  shall 
have  the  following  effect  on  all  Schedule 
B  objectives  (whether  for  acquisition, 
construction,  or  reconstruction)  which 
the  Secretary  deems  to  significantly  in¬ 
crease  harvesting  capacity  in  that  fish¬ 
ery,  excluding  those  circumstances  spe¬ 
cifically  exempted  by  paragraphs  (b) 
through  (e)  of  this  section  (which  shall 
be  governed  by  the  provisions  of  (b) 
through  (e)  of  this  section). 

(1)  The  Secretary  may  nevertheless 
consent  to  the  qualification  of  withdraw¬ 
al,  but  only  up  to  an  amount  not  exceed¬ 
ing  the  total  of  eligible  ceilings  actually 
deposited  during  tax  years  other  than  the 
taxable  year  in  which  conditional  fishery 
adoption  occurs  plus  a  pro-rata  portion 
of  eligible  ceilings  generated  in  the  tax 
year  in  which  conditional  fishery  adop¬ 
tion  occurs.  Pro-ration  shall  be  accord¬ 
ing  to  the  number  of  months  or  any  part 
thereof  in  a  party’s  tax  year  which  elapse 
before  the  adoption  of  the  conditional 
fishery  occurs.  For  example,  if  a  party’s 
tax  year  runs  from  January  1,  1974,  to 
December  31,  1974,  and  conditional  fish¬ 
ery  adoption  occurs  on  August  15,  1974, 
(i.e.,  during  the  8th  month  of  the  party’s 
tax  year) ,  then  the  pro-rata  portion  for 
that  year  is  eight-twelfths  of  the  total 
eligible  ceilings  generated  during  that 
year. 

(2)  Qualified  withdrawals  in  excess  of 
the  amount  specified  in  subparagraph 
(1)  of  this  section  shall  not,  during  the 
continuance  of  the  adopted  conditional 
fishery,  be  consented  to.  Parties  at  this 
point  shall  have  the  following  option: 

(i)  Make,  with  the  Secretary’s  consent, 


a  nonqualified  withdrawal  of  the  excess 
and  discontinue  the  future  deposit  of  eli¬ 
gible  ceilings  (which  may  effect  termina¬ 
tion  of  the  Interim  CCF  Agreement) . 

(ii)  Reserve  the  excess,  as  well  as  the 
future  deposit  of  eligible  ceilings,  for  a 
Schedule  B  objective  not  then  involv¬ 
ing  an  adopted  conditional  fishery.  If 
amendment  of  an  Interim  CCF  Agree¬ 
ment  is  necessary  in  order  to  include  a 
Schedule  B  objective  not  then  involving 
an  adopted  conditional  fishery,  the  party 
may,  with  the  Secretary’s  consent,  make 
the  necessary  amendment. 

(iii)  Reserve  the  excess,  as  well  as 
the  future  deposit  of  eligible  ceilings,  for 
a  Schedule  B  objective  involving  a  then 
adopted  conditional  fishery  in  anticipa¬ 
tion  that  the  then  adopted  conditional 
fishery  will  eventually  be  disadopted,  in 
which  case  all  deposits  of  eligible  ceil¬ 
ings  will  once  again  be  eligible  for  the 
Secretary’s  consent  as  qualified  with¬ 
drawals.  If  the  adoption  of  a  conditional 
fishery  continues  for  a  substantial  length 
of  time  and  there  is  no  forseeable  pros¬ 
pect  of  disadoption,  then  the  Secretary, 
in  his  discretion,  may  require  subdivi¬ 
sion  (i)  or  (ii)  of  this  subparagraph  to 
be  effected. 

(g)  The  Secretary  shall  neither  enter 
into  a  new  Interim  CCF  Agreement,  nor 
permit  amendment  of  an  existing  one, 
which  involves  a  Schedule  B  objective 
in  a  then  adopted  conditional  fishery 
unless  paragraph  (b),  (c)  or  (d)  of  this 
259.32  applies  or  unless  the  Schedule  B 
objective  is  expressly  conditioned  upon 
acquisition,  construction,  or  reconstruc¬ 
tion  of  the  type  permitted  under  para¬ 
graph  (e)  of  this  §  259.32.  Such  an  ex¬ 
press  condition  would  not  survive  be¬ 
yond  the  time  at  which  conditional  fish¬ 
ery  status  is  removed. 

§  259.33  Constructive  deposits  and  with¬ 
drawals  ratification  of  withdrawals 
(as  qualified)  made  without  first 
having  obtained  Secretary’s  consent; 
first  tax  year  for  which  Interim  CCF 
Agreement  is  effective. 

(a)  Periods  controlling  permissibility. 
For  the  purpose  of  this  §  259.33,  the  pe¬ 
riod  between  the  beginning  and  the  end 
of  a  party’s  tax  year  is  designated  “Pe¬ 
riod  (aa)”;  the  period  between  the  end 
of  a  party’s  tax  year  and  the  party’s  tax 
due  date  for  that  tax  year  is  designated 
“Period  (bb)”;  the  period  between  the 
party’s  tax  due  date  and  the  date  on 
which  ends  the  party’s  last  extension  (if 
any)  of  that  tax  due  date  is  designated 
“Period  (cc )”. 

(b)  Constructive  deposits  and  with¬ 
drawals  ( before  Interim  CCF  Agreement 
effectiveness  date ) .  Constructive  deposits 
and  withdrawals  shall  be  permissible 
only  during  the  Period  (aa)  during 
which  a  written  application  for  an  in¬ 
terim  CCF  Agreement  is  submitted  to 
the  Secretary  and  so  much  of  the  next 
succeeding  Period  (aa),  if  any,  which 
occurs  before  the  Secretary  executes  the 
Interim  CCF  Agreement  previously  ap¬ 
plied  for.  All  otherwise  qualified  ex¬ 
penditures  of  eligible  ceilings  during  Pe¬ 
riod  (aa)  may  be  consented  to  by  the 
Secretary  as  constructive  deposits  and 
withdrawals:  Provided,  The  applicant’s 
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application  for  an  Interim  CCF  Agree¬ 
ment  and  for  consent  to  constructive  de¬ 
posit  and  withdrawal  qualification  (to¬ 
gether  with  sufficient  supporting  data  to 
enable  the  Secretary’s  execution  or  issu¬ 
ance  of  consent)  is  submitted  to  the  Sec¬ 
retary  either  before  the  end  of  Period 
(bb)  or,  if  extension  was  requested  and 
received,  before  the  end  of  Period  (cc). 
If,  however,  the  Secretary  receives  the 
completed  application  in  proper  form  so 
close  to  the  latest  permissible  period  that 
the  Interim  CCP  Agreement  cannot  be 
executed  and/or  the  consent  given  be¬ 
fore  the  end  of  Period  (bb)  or  Period 
(cc),  whichever  applies,  then  the  bur¬ 
den  is  entirely  upon  the  applicant  to 
negotiate  with  the  Internal  Revenue 
Service  (IRS)  for  such  relief  as  may  be 
available  (e.g.,  filing  an  amended  tax 
return,  if  appropriate).  The  Secretary 
willl  nevertheless  execute  the  Interim 
CCF  Agreement  and  issue  his  consent 
however  long  past  the  applicant’s  Period 
(bb)  or  Period  (cc),  whichever  applies, 
the  Secretary's  administrative  workload 
requires.  Should  IRS  relief  be,  for  any 
reason,  unavailable,  the  Secretary  shall 
regard  the  same  as  merely  due  to  the 
applicant’s  having  failed  to  apply  in  a 
more  timely  fashion. 

(c)  Constructive  deposits  (.after  In¬ 
terim  CCF  Agreement  effectiveness 
date).  The  Secretary  shall  not  permit 
constructive  deposits  or  withdrawals  af¬ 
ter  the  effective  date  of  an  Interim  CCF 
Agreement.  Eligible  ceilings  must,  after 
the  effective  date  of  an  interim  CCF 
Agreement,  be  physically  deposited  in 
money  or  kind  in  scheduled  depositories 
before  the  last  date  eligible  ceilings  for 
any  Period  (aa)  of  any  party  become  in¬ 
eligible  for  deposit  (the  last  date  being 
Period  (bb)  or  Period  (cc),  whichever 
applies) . 

(d)  Ratification  of  withdrawals  (as 
Qualified)  made  without  first  having  ob¬ 
tained  Secretary’s  consent.  The  Secre¬ 
tary  may  ratify  as  qualified  any  with¬ 
drawal  made  without  first  having  ob¬ 
tained  the  Secretary’s  consent  therefor, 
provided  the  withdrawal  was  such  as 
would  have  resulted  in  the  Secretary's 
consent  ad  it  been  requested  before 
withdrawal,  and  provided  further  that 
the  party’s  request  for  consent  (together 
with  sufficient  supporting  data  to  en¬ 
able  issuance  of  the  Secretary’s  consent) 
is  submitted  to  the  Secretary  either  be¬ 
fore  the  end  of  Period  (bb)  or,  if  exten¬ 
sion  was  requested  and  received,  before 
the  end  of  Period  (cc) . 

(1)  If,  however,  the  Secretary  receives 
the  request  in  proper  form  so  close  to  the 
latest  permissible  period  that  the  con¬ 
sent  cannot  be  given  before  expiration 
of  Period  (bb)  or  Period  (cc),  which¬ 
ever  applies,  then  the  burden  is  entire¬ 
ly  upon  the  party  to  negotiate  with  IRS 
for  such  relief  as  may  be  available  (e.g., 
filing  an  amended  tax  return,  if  appro¬ 
priate)  .  The  Secretary  will  nevertheless 
issue  his  consent  however  long  past  the 
party’s  Period  (bb)  or  Period  (cc), 
whichever  applies,  the  Secretary’s  ad¬ 
ministrative  workload  requires.  Should 
IRS  relief  be,  for  any  reason,  unavailable. 


the  Secretary  shall  regard  the  same  as 
merely  due  to  the  party’s  having  failed 
to  apply  in  a  more  timely  fashion. 

(2)  All  parties  shall  be  counseled  that 
it  is  manifestly  in  their  best  interest  to 
request  the  Secretary’s  consent  45  days 
in  advance  of  the  expected  date  of  with¬ 
drawal.  Withdrawals  made  without  the 
Secretary’s  consent,  in  reliance  on  ob¬ 
taining  the  Secretary’s  consent,  are  made 
purely  at  a  party’s  own  risk.  Should  any 
withdrawal  made  without  the  Secretary’s 
consent  prove,  for  any  reason,  to  be  one 
to  which  the  Secretary  will  not  or  cannot 
consent  by  ratification,  then  the  result 
will  be  either,  or  both,  at  the  Secretary’s 
discretion,  an  unqualified  withdrawal  or 
an  involuntary  termination  of  the  In¬ 
terim  CCF  Agreement. 

(3)  Should  the  withdrawal  made  with¬ 
out  having  first  obtained  the  Secretary’s 
consent  be  made  in  pursuance  of  a  proj¬ 
ect  not  then  an  eligible  Schedule  B  ob¬ 
jective,  then  the  Secretary  may  enter¬ 
tain  an  application  to  amend  the  Interim 
CCF  Agreement’s  Schedule  B  objectives 
as  the  prerequisite  to  consenting  by  rati¬ 
fication  to  the  withdrawal,  all  under  the 
same  time  constraints  and  conditions  as 
otherwise  specified  herein. 

(4)  Any  withdrawals  made,  after  the 
effective  date  of  an  Interim  CCF  Agree¬ 
ment,  without  the  Secretary’s  consent 
are  automatically  non-qualified  with¬ 
drawals  unless  the  Secretary  subse¬ 
quently  consents  to  them  by  ratification 
as  otherwise  specified  herein. 

(5)  Redeposit  of  that  portion  of  the 
ceiling  withdrawn  without  the  Secre¬ 
tary’s  consent,  and  for  which  such  con¬ 
sent  is  not  subsequently  given  (either  by 
ratification  or  otherwise),  shall  not  be 
permitted.  If  such  a  non-qualified  with¬ 
drawal  adversely  affects  the  Interim 
CCF  Agreement’s  general  status  in  any 
wise  deemed  by  the  Secretary,  at  his  dis¬ 
cretion,  to  be  significant  and  material, 
the  Secretary  may  involuntarily  termi¬ 
nate  the  Interim  CCF  Agreement. 

(e)  First  tax  year  for  which  Interim 
CCF  Agreement  is  effective.  An  Agree¬ 
ment,  to  be  effective  for  any  party’s 
Period  (aa) ,  must  be  executed  and 
entered  into  by  the  party,  and  submitted 
to  the  Secretary,  before  the  end  of  Pe¬ 
riod  (bb)  or  Period  (cc) ,  whichever  ap¬ 
plies,  for  such  Period  (aa).  If  executed 
and  entered  into  by  the  party,  and/or 
received  by  the  Secretary,  after  the  end 
of  Period  (bb)  or  Period  (cc),  whichever 
applies,  then  the  Agreement  will  be  first 
effective  for  the  next  succeeding  Period 
(aa). 

(1)  If,  however,  the  Secretary  receives 
an  Agreement  executed  and  entered  into 
by  the  party  in  proper  form  so  close  to  the 
latest  permissible  period  that  the  Secre¬ 
tary  cannot  execute  the  Agreement 
before  expiration  of  Period  (bb)  or  Pe¬ 
riod  (cc),  whichever  applies,  then  the 
burden  is  entirely  upon  the  party  to 
negotiate  with  IRS  for  such  relief  as  may 
be  available  (e.g.,  filing  an  amended  tax 
return,  if  appropriate).  The  Secretary 
will  nevertheless  execute  the  Agreement 
however  long  past  the  party’s  Period 
(bb)  or  Period  (cc),  whichever  applies, 


the  Secretary’s  administrative  workload 
requires.  Should  IRS  relief  be,  for  any 
reason,  unavailable,  the  Secretary  shall 
regard  the  same  as  merely  due  to  the 
party’s  having  failed  to  apply  in  a  more 
timely  manner. 

(2)  All  parties  shall  be  counseled  that 
it  is  manifestly  in  their  best  interest  to 
enter  into  and  execute  an  Agreement, 
and  submit  the  same  to  the  Secretary,  at 
least  45  days  in  advance  of  the  Period 
(bb)  or  Period  (cc),  whichever  applies, 
for  the  Period  (aa)  for  which  the  Agree¬ 
ment  is  first  intended  to  be  effective. 

§  259.34  Minimum  and  maximum  do- 

posits;  maximum  time  to  deposit. 

(a)  Minimum  annual  deposit.  The 
minimum  annual  (based  on  each  party’s 
taxable  year)  deposit  required  by  the 
Secretary  in  order  to  maintain  an  In¬ 
terim  CCF  Agreement  shall  be  an 
amount  equal  to  2  percent  of  the  total 
anticipated  cost  of  all  Schedule  B  ob¬ 
jectives  unless  such  2  percent  exceeds 
during  any  tax  year  50  percent  of  a 
party’s  Schedule  A  taxable  income,  in 
which  case  the  minimum  deposit  for 
that  year  shall  be  50  percent  of  the 
party’s  Schedule  A  taxable  income. 

(1)  Minimum  annual  deposit  compli¬ 
ance  shall  be  audited  at  the  end  of  each 
party’s  taxable  year  unless  any  one  or 
more  of  the  Schedule  B  objectives  is 
scheduled  for  commencement  more  than 
3  taxable  years  in  advance  of  the  taxable 
year  in  which  the  agreement  is  effected, 
in  which  case  minimum  annual  deposit 
compliance  shall  be  audited  at  the  end 
of  each  3  year  taxable  period.  In  any 
taxable  year,  a  Party  may  apply  any 
eligible  amount  in  excess  of  the  2  percent 
minimum  annual  deposit  toward  meet¬ 
ing  the  party’s  minimum  annual  de¬ 
posit  requirement  in  past  or  future  years : 
Provided,  however.  At  the  end  of  each  3 
year  period,  the  aggregate  amount  in  the 
fund  must  be  in  compliance  with  2  per¬ 
cent  minimum  annual  deposit  rule  (un¬ 
less  the  5Q  percent  of  taxable  income 
situation  applies) . 

(2)  The  Secretary  may,  at  his  discre¬ 
tion  and  for  good  and  sufficient  cause 
shown,  consent  to  minimum  annual  de¬ 
posits  in  any  given  tax  year  or  combina¬ 
tion  of  tax  years  in  an  amount  lower  than 
prescribed  herein:  Provided,  The  party 
demonstrates  to  the  Secretary’s  satisfac¬ 
tion  the  availability  of  sufficient  funds 
from  any  combination  of  sources  to  ac¬ 
complish  Schedule  B  objectives  at  the 
time  they  are  scheduled  for  accomplish¬ 
ment. 

(b)  Maximum  deposits.  Other  than  the 
maximum  annual  ceilings  established  by 
the  Act,  the  Secretary  shall  not  estab¬ 
lish  a  maximum  annual  ceiling:  Pro¬ 
vided,  however.  That  deposits  can  no 
longer  be  made  once  a  party  has  de¬ 
posited  100  percent  of  the  anticipated 
cost  of  all  Schedule  B  objectives,  unless 
the  Interim  CCF  Agreement  is  then 
amended  to  establish  additional  Sched¬ 
ule  B  objectives. 

(c)  Maximum  time  to  deposit.  Ten 
years  shall  ordinarily  be  the  maximum 
time  the  Secretary  shall  permit  in  which 
to  accumulate  deposits  prior  to  com- 
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mencement  of  any  given  Schedule  B  ob¬ 
jective.  A  time  longer  than  10  years, 
either  by  original  scheduling  or  by  sub¬ 
sequent  extension  through  amendment, 
may,  however,  be  permitted  at  the  Secre¬ 
tary’s  discretion  and  for  good  and  suffi¬ 
cient  cause  shown. 

§  259.35  Annual  deposit  and  withdrawal 
reports  required. 

(a)  The  Secretary  shall  require  from 
each  Interim  CCF  Agreement  holder  an¬ 
nual  deposit  and  withdrawal  report  for 
each  tax  year,  on  a  form  prescribed  by 
the  Secretary,  not  later  than  30  days 
after  expiration  of  the  due  date,  with  ex¬ 
tensions  (if  any),  for  filing  the  party’s 
tax  return.  The  required  annual  deposit 
and  withdrawal  reports  shall  be  submit¬ 
ted  for  each  scheduled  depository,  even 
if  the  reports  are  negative.  Each  report 
shall  bear  the  account  number  of  each 
CCF  account  in  each  scheduled  deposi¬ 
tory.  Each  withdrawal  report  shall  con¬ 
tain  the  party’s  certification  that  there 
were  during  the  tax  year  involved  no 
withdrawals  other  than  those  enumer¬ 
ated  on  the  withdrawal  report. 

(b)  Failure  to  submit  the  required  an¬ 
nual  deposit  and  withdrawal  reports  shall 
be  cause  after  due  notice  for  either,  or 
both,  disqualification  of  withdrawals  or 
involuntary  termination  of  the  Interim 
CCF  Agreement,  at  the  Secretary’s 
discretion. 

(c)  Additionally,  the  Secretary  shall 
require  from  each  Interim  CCF  Agree¬ 
ment  holder,  not  later  than  30  days  after 
expiration  of  the  party’s  tax  due  date, 
with  extensions  (if  any),  a  copy  of  the 
party’s  Federal  Income  Tax  Return  filed 
with  IRS  for  the  preceding  tax  year. 
Failure  to  submit  shall  after  due  notice 
be  cause  for  the  same  adverse  action  spe¬ 
cified  in  the  paragraph  above. 

§  259.36  CCF  accounts. 

(a)  General:  Each  CCF  account  in 
each  scheduled  depository  shall  have  an 
account  number,  which  must  be  reflected 
on  the  reports  required  by  §  259.35  above. 
All  CCF  accounts  shall  be  reserved  only 
for  CCF  transactions.  There  shall  be  no 
intermingling  of  CCF  and  non-CCF 
transactions  and  there  shall  be  no  pool¬ 
ing  of  2  or  more  CCF  accounts  without 
prior  consent  of  the  Secretary.  Safe  de¬ 
posit  boxes,  safes,  or  the  like  shall  not 
be  eligible  CCF  depositories  without  the 
Secretary’s  consent  and  then  only  under 


such  conditions  as  the  Secretary,  in  his 
discretion,  prescribes. 

(b)  Assignment:  The  use  of  Fund  as¬ 
sets  for  transactions  in  the  nature  of  a 
countervailing  balance,  compensating 
balance,  pledge,  assignment,  or  similar 
security  arrangement  shall  constitute  a 
material  breach  of  the  Agreement  unless 
prior  written  consent  of  the  Secretary  is 
obtained. 

(c)  Depositories:  (1)  Section  607(c) 
of  the  Act  provides  that  amounts  in  a 
CCF  must  be  kept  in  the  depository  or 
depositories  specified  in  the  Agreements 
and  be  subject  to  such  trustee  or  other 
fiduciary  requirements  as  the  Secretary 
may  specify. 

(2)  Unless  otherwise  specified  in  the 
Agreement,  the  party  may  select  the  type 
or  types  of  accounts  in  which  the  assets 
of  the  Fund  may  be  deposited. 

(3)  Non-cash  deposits  or  investments 
of  the  Fund  should  be  placed  in  control 
of  a  trustee  under  the  following  condi¬ 
tions: 

(i)  The  trustee  should  be  specified  in 
the  Agreement; 

(ii)  The  trust  instrument  should  pro¬ 
vide  that  all  investment  restrictions 
stated  in  section  607(c)  of  the  Act  will 
be  observed; 

(iii)  The  trust  instrument  should  pro¬ 
vide  that  the  trustee  will  give  consider¬ 
ation  to  the  party’s  withdrawal  require¬ 
ments  under  the  Agreement  when  in¬ 
vesting  the  Fund: 

(iv)  The  trustee  must  agree  to  be 
bound  by  all  rules  and  regulations  which 
have  been  or  will  be  promulgated  govern¬ 
ing  the  investment  or  management  of 
the  Fund. 

§  259.37  Conditional  consent*  to  with¬ 
drawal  qualification. 

The  Secretary  may  conditionally  con¬ 
sent  to  the  qualification  of  withdrawal, 
such  consent  being  conditional  upon  the 
timely  submission  to  the  Secretary  of 
such  further  proofs,  assurances,  and  ad¬ 
vices  as  the  Secretary,  in  his  discretion, 
may  require.  Failure  of  a  party  to  com¬ 
ply  with  the  conditions  of  such  a  con¬ 
sent  within  a  reasonable  time  and  after 
due  notice  shall,  at  the  Secretary's  dis¬ 
cretion,  be  cause  for  either,  or  both,  non¬ 
qualification  of  withdrawal  or  involun¬ 
tary  Interim  CCF  Agreement  termi¬ 
nation. 

§  259.38  Miscellaneous. 

(a)  Wherever  the  Secretary  prescribes 
time  constraints  herein  for  the  submis¬ 


sion  of  any  CCF  transactions,  the  post¬ 
mark  date  shall  control  if  mailed  or,  if 
personally  delivered,  the  actual  date  of 
submission.  All  required  materials  may 
be  submitted  to  any  Financial  Assistance 
Division  office  of  the  National  Marine 
Fisheries  Service. 

(b)  All  CCF  information  received  by 
the  Secretary  shall  be  held  strictly  confi¬ 
dential,  except  that  it  may  be  published 
or  disclosed  in  statistical  form  provided 
such  publication  does  not  disclose,  di¬ 
rectly  or  indirectly,  the  identity  of  any 
fundholder. 

(c)  While  recognizing  that  precise 
regulations  are  necessary  in  order  to 
treat  similarly  situated  parties  similarly, 
the  Secretary  also  realizes  that  precision 
in  regulations  can  often  cause  inequi¬ 
table  effects  to  result  from  unavoidable, 
unintended,  or  minor  discrepancies  be¬ 
tween  the  regulations  and  the  circum¬ 
stances  they  attempt  to  govern.  The  Sec¬ 
retary  will,  consequently,  at  his  discre¬ 
tion,  as  a  matter  of  privilege  and  not  as 
a  matter  of  right,  attempt  to  afford  relief 
to  parties  where  literal  application  of  the 
purely  procedural,  as  opposed  to  substan¬ 
tive,  aspects  of  these  regulations  would 
otherwise  work  an  inequitable  hardship. 
This  privilege  will  be  sparingly  granted 
and  no  party  should  before  the  fact  at¬ 
tempt  to  act  in  reliance  on  its  being 
granted  after  the  fact. 

(d)  These  §§  259.30  through  259.38  are 
applicable  absolutely  to  all  Interim  CCF 
Agreements  first  entered  into  (or  the 
amendment  of  all  then  existing  Interim 
CCF  Agreements,  which  amendment  is 
first  entered  into)  on  or  after  the  date 
these  §§  259.30  through  259.38  are 
adopted.  These  §§  259.30  through  259.38 
are  applicable  to  all  Interim  CCF  Agree¬ 
ments  entered  into  before  the  date  these 
§§  259.30  through  259.38  are  adopted, 
with  the  following  exceptions  only: 

(1)  The  vessel  age  limitations  imposed 
by  §  259.31  shall  not  apply  to  already 
scheduled  Schedule  B  objectives. 

(2)  The  minimum  deposits  imposed  by 
§  259.34  shall  not  apply  to  any  party’s  tax 
year  before  that  party’s  tax  year  next 
following  the  one  in  which  these  §  §  259.30 
through  259.38  are  adopted. . 

(e)  These  §§  259.30  through  259.38  are 
specifically  incorporated  in  all  past, 
present,  and  future  Interim  CCF  Agree¬ 
ments  by  reference  thereto  made  in 
Whereas  Clause  number  2  of  all  such 
Interim  CCF  Agreements. 

(PR  Doc.74-21779  Filed  9-18-74;8:45  am] 
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Title  24 — Housing  and  Urban  Development 

CHAPTER  X— FEDERAL  INSURANCE  ADMINISTRATION,  DEPARTMENT  OF  HOUSING  AND  URBAN  DEVELOPMENT 

SUBCHAPTER  R— NATIONAL  FLOOD  INSURANCE  PROGRAM 

PART  1914— AREAS  ELIGIBLE  FOR  THE  SALE  OF  INSURANCE 

(Docket  No.  FI-358] 

Status  of  Participating  Communities 

Section  1914.4  of  Part  1914  of  Subchapter  B  of  Chapter  X  of  Title  24  of  the  Code  of  Federal  Regulations  is  amended  by 
adding  in  alphabetical  sequence  a  new  entry  to  the  table.  In  this  entry,  a  complete  chronology  of  effective  dates  appears  for 
each  listed  community.  Each  date  appearing  in  the  fourth  column  of  the  table  is  followed  by  a  designation  which  indicates 
whether  the  date  signifies  the  effective  date  of  the  authorization  of  the  sale  of  flood  insurance  in  the  area  under  the  emergency 
or  the  regular  flood  insurance  program.  The  entry  reads  as  follows:  _•  •" 

§  1914.4  Status  of  participating  communities. 


State 

County 

Location 

Effective  date  of 
authorization  of  sale  of 
Hood  insurance  for  area 

Hazard  area 

identified  State  map  repository  Local  map  repository 

Illinois . . 

..  Cook . . 

...  Morton  Orove,  village  of_. 

..  Sept.  12, 1974.  Emergency.. 

4  4 

.  Mar.  1, 1974  .  . 

.  Feb.  1,1974  .. 

. . .  Mound  Uayou,  town  of _ 

. _do _ _ _ 

.  June  7,1974  . 

. .  .  Canandaigua,  city  of _ 

_ do _  _  _ 

... _ do _  _  _ 

.  Feb.  15,1974  . . . 

...  Fairfax,  village  of . . 

(National  Flood  Insurance  Act  of  1968  (title  XIII  of  the  Housing  and  Urban  Development  Act  of  1968),  effective  Jan.  28,  1969  <33  FR  17804, 
Nov.  28,  1968),  as  amended  (secs.  408-410,  Pub.  L.  91-152,  Dec.  24,  1969)  (42  U.S.C.  4001-4127);  and  Secretary’s  delegation  of  authority  to 
Federal  Insurance  Administrator,  34  FR  2680,  Feb.  27, 1969) 

•Issued:  September  5,  1974. 

'  George  K.  Bernstein, 

Federal  Insurance  Administrator. 

|FR  Doc.74-21446  Filed  9-18-74;8:45  am] 


(Docket  No.  FI-359] 

PART  1914 — AREAS  ELIGIBLE  FOR  THE  SALE  OF  INSURANCE 
Status  of  Participating  Communities 


Section  1914.4  of  Part  1914  of  Subchapter  B  of  Chapter  X  of  Title  24  of  the  Code  of  Federal  Regulations  is  amended  by 
adding  in  alphabetical  sequence  a  new  entry  to  the  table.  In  this  entry,  a  complete  chronology  of  effective  dates  appears  for 
each  listed  community.  Each  date  appearing  in  the  last  column  of  the  table  is  followed  by  a  designation  which  indicates 
whether  the  date  signifies  the  effective  date  of  the  authorization  of  the  sale  of  flood  insurance  in  the  area  under  the  emergency 
or  the  regular  flood  insurance  program.  The  entry  reads  as  follows: 


§  1914.4  Status  of  participating  communities. 


• 

* 

• 

4 

* 

4 

State 

County 

Location 

Effective  date  of 
authorization  of  sale  of 
Hood  insurance  for  area 

Hazard  area 
Identified 

State  map  repository 

• 

Catifenuft  _ 

4 

• 

Sept.  11, 1974.  Emergency 

• 

* 

..  Feb.  1,1974  ... 

Do 

.do  . . . 

Illinois 

of. 

. do . . . 

...  Mar.  15,1974  ... 

...  Mar.  29, 1974  ... 

_ do _ _ 

...  Jan.  9, 1974  ... 

West  Virginia.... 

...  Roane _ 

_ Reedy,  town  of. . 7 _ 

. . do . . . 

...  Aug.  9, 1974  ... 

Local  map  repository 


(National  Flood  Insurance  Act  of  1968  (title  XIH  of  the  Housing  and  Urban  Development  Act  of  1968),  effective  Jan.  28,  1969  (33  FR  17804, 
Nov.  28,  1968),  as  amended  (secs.  408-410,  Pub.  L.  91-152,  Dec.  24,  1969)  (42  U.S.C.  4001-4127);  and  Secretary’s  delegation  of  authority  to 
Federal  Insurance  Administrator,  34  FR  2680,  Feb.  27, 1969) 

Issued:  September  5,  1974. 

George  K.  Bernstein, 

Federal  Insurance  Administrator. 

|FR  Doc.74-21447  Filed  9-l&-74;8:45  am] 
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PART  1914~^AREAS  ELIGIBLE  FOR  THE  SALE  OF  INSURANCE 
[Docket  No.  FI-360] 

Status  of  Participating  Communities 

Section  1914.4  of  Part  1914  of  Subchapter  B  of  Chapter  X  of  Title  24  of  the  Code  of  Federal  Regulations  is  amended  by 
adding  in  alphabetical  sequence  a  new  entry  to  the  table.  In  this  entry,  a  complete  chronology  of  effective  dates  appears  for 
each  listed  community.  Each  date  appearing  in  the  fourth  column  of  the  table  is  followed  by  a  designation  which  indicates 
whether  the  date  signifies  the  effective  date  of  the  authorization  of  the  sale  of  flood  insurance  in  the  area  under  the  emergency 
or  the  regular  flood  insurance  program.  The  entry  reads  as  follows: 

§  1914.4  Status  of  participating  communities. 


Effective  date  of  Hazard  area 

State  County  Location  authorization  of  sale  of  identified  State  map  repository  Local  map  repository 

flood  insurance  for  area 


• 

• 

• 

...  Round  Lake,  village  of _ 

• 

Sent.  13. 1974. Emereencv.,. 

• 

Mar.  29,1974  .... 

• 

Kansas . 

...  Harvey... . 

...  Newton,  city  of...-. . 

. do . 

. do . 

Feb.  1, 1974  .... 
Feb.  15,1974  .... 

Louisiana . 

...  Evangeline . 

_ Mamou,  town  o'L . 

. . do . 

May  »,  1974  .... 
Mar.  1,1974  .... 

Do 

. d9 . 

Aug.  2,1974  .... 

Ohio 

. do . 

May  24,1974  .... 

. do . 

June  14,1974  .... 

. do . 

. do . 

May  24,1974  .... 

Do 

. do . . 

Mar.  8,1974  ... 

.  May  31,1974  .... 

Washington . 

...  Thurston _ 

...  Unincorporated  areas _ 

. do . 

(National  Flood  Insurance  Act  of  1968  (title  rm  of  the  Housing  and  Urban  Development  Act  of  1968) ,  effective  Jan.  28, 1969  (33  FR  17804, 
Nov.  28,  1968),  as  amended  (secs.  408-410,  Pub.  L.  91-162,  Dec.  24,  1969)  (42  U.S.C.  4001-4127);  and  Secretary’s  delegation  of  authority  to 
Federal  Insurance  Administrator,  34  FR  2680,  Feb.  27, 1969) 


Issued:  September  9,  1974. 


Title  4 — Accounts 

CHAPTER  III— COST  ACCOUNTING 
STANDARDS  BOARD 

SUBCHAPTER  C— PROCUREMENT  PRACTICES 

PART  331— CONTRACT  COVERAGE 
Applicability,  Exemptions,  and  Waivers 

The  purpose  of  this  publication  by  the 
Cost  Accounting  Standards  Board  is  to 
adopt  a  modification  to  Part  331,  Con¬ 
tract  Coverage,  of  its  rules  and  regula¬ 
tions.  The  modification  adopted  today 
was  initially  published  in  the  Federal 
Register  of  August  9, 1974  (39  FR  28645) . 
Comments  regarding  that  notice  of  pro¬ 
posed  rulemaking  were  invited  to  be  sub¬ 
mitted  to  the  Board  by  September  9, 
1974. 

The  August  9,  1974,  publication  pro¬ 
posed  an  amendment  to  §331.30(0(4) 
to  permit,  under  certain  circumstances, 
submission  of  waiver  requests  from  a 
level  below  that  of  the  agency  head.  No 
objection  to  the  Board’s  proposal  has 
been  made.  Therefore,  the  proposal  has 
been  adopted  for  the  reasons  expressed  in 
the  August  9,  1974,  publication. 

Section  331.30  Applicability,  exemp¬ 
tion,  and  waiver  is  modified  by  deleting 
the  current  §  331.30(c)  (4)  and  substi¬ 
tuting  in  lieu  thereof  the  following  sub- 
paragraph  (4) : 

§  331.30  Applicability,  exemption,  and 
waiver. 

*  *  *  t  * 

(C)  *  •  * 

(4)  Except  as  provided  herein,  the  au¬ 
thority  in  paragraph  (c)  of  this  section 
shall  not  be  delegated.  For  any  contract 
or  subcontract  for- the  procument  of  sub¬ 
stantially  the  same  product  or  service 
from  the  same  contractor  for  which,  pur¬ 
suant  to  subparagraph  (1)  or  (2)  of  this 


[FR  Doc.74-21448  Filed  9-18-74;8 :46  am] 


paragraph,  a  waiver  has  previously  been 
requested  and  granted  by  the  Cost  Ac¬ 
counting  Standards  Board,  authority 
contained  in  those  subparagraphs  (1) 
and  (2)  may  be  delegated  by  the  Secre¬ 
tary  of  Defense  to  the  Secretaries  of  the 
Military  Departments  and  to  the  Direc¬ 
tor,  Defense  Supply  Agency,  and  by  the 
heads  of  other  agencies  to  officials  in 
equivalent  positions. 

Effective  date.  This  amendment  is  ef¬ 
fective  September  19,  1974. 

(84  Stat.  796,  sec.  103;  (60  U.S.C.  App.  2168) ) 
Arthur  Schoenhaut, 
Executive  Secretary. 

[FR  Doc.74-21797  Filed  9-18-74;8:45  am] 


SUBCHAPTER  G — COST  ACCOUNTING 
STANDARDS 

PART  400— DEFINITIONS 

Compensated  Personal  Absence 

Section  400.1(a)  is  amended  by  insert¬ 
ing  the  following  definitions  alphabetic- 
ally. 

§  400.1  Definitions. 

(a)  *  *  • 

Compensated  personal  absence.  Any 
absence  from  work  for  reasons  such  as 
illness,  vacation,  holidays,  jury  duty  or 
military  training,  or  personal  activities, 
for  which  an  employer  pays  compensa¬ 
tion  directly  to  an  employee  In  accord¬ 
ance  with  a  plan  or  custom  of  the  em¬ 
ployer. 

•  *  *  *  • 

Entitlement.  An  employee’s  right, 
whether  conditional  or  unconditional,  to 
receive  a  determinable  amount  of  com¬ 
pensated  personal  absence,  or  pay  in  lieu 
thereof. 

•  •  •  •  • 


George  K.  Bernstein, 
Federal  Insurance  Administrator. 


(84  Stat.  796,  sec.  103;  (50  U.S.C.  App.  2168) ) 

Arthur  Schoenhaut, 
Executive  Secretary. 
[FR  Doc.74-21796  Filed  9-18-74; 8:46  ami 


PART  408— ACCOUNTING  FOR  COSTS  OF 
COMPENSATED  PERSONAL  ABSENCE 

The  Cost  Accounting  Standard  on 
Accounting  for  Costs  of  Compensated 
Personal  Absence  is  one  of  a  series 
being  promulgated  by  the  Cost  Ac¬ 
counting  Standards  Board  pursuant  to 
section  719  of  the  Defense  Produc¬ 
tion  Act  of  1950,  as  amended,  Pub.  L. 
91-379,  50  U.S.C.  App.  2168,  which 
provides  for  the  development  of  Cost 
Accounting  Standards  to  be  used  in 
connection  with  negotiated  national 
defense  contracts.  This  Standard  deals 
primarily  with  the  amount  and  time  of 
recognition  of  costs  of  compensated  per¬ 
sonal  absence. 

Work  preliminary  to  the  development 
of  this  Cost  Accounting  Standard  was 
initiated  as  a  part  of  the  study  of  the 
larger  subject  of  accounting  for  labor 
costs.  The  costs  of  compenstated  personal 
absence  are  an  Important  element  of 
labor  costs,  but  under  existing  procure¬ 
ment  regulations  there  is  no  assurance 
that  the  costs  of  compensated  personal 
absence  are  assigned  to  the  cost  account¬ 
ing  period  in  which  the  related  labor 
is  performed  and  in  which  the  related 
wage  or  salary  costs  are  recognized.  Be¬ 
cause  the  volume  and  mix  of  contracts 
of  a  particular  contractor  may  vary  sig¬ 
nificantly  from  period  to  period,  the 
assignment  of  costs  to  the  proper  cost 
accounting  periods  is  important. 

Early  research  on  this  Cost  Accounting 
Standard  Included  a  study  of  available 


FEDERAL  REGISTER,  VOL.  39,  NO.  1 83— THURSDAY,  SEPTEMBER  19,  1974 


33682 


RULES  AND  REGULATIONS 


literature  and  relevant  decisions  of 
boards  of  contract  appeals  and  courts. 
Initial  meetings  were  held  with  major 
procurement  agencies  and  with  a  number 
of  contractors,  and  certain  issues  were 
tentatively  identified.  The  relationship  of 
Government  procurement  regulations  to 
Federal  Income  Tax  laws  which  govern 
the  accounting  for  costs  of  compensated 
personal  absence  was  explored.  It  was 
noted  that  the  exact  nature  of  the  em¬ 
ployer’s  liability  to  employees  under  a 
specific  plan  was  an  important  consider¬ 
ation  in  determining  the  income  tax 
treatment  which  might  be  permitted.  A 
review  Of  Disclosure  Statements  on  file 
indicated  a  disparity  in  existing  account¬ 
ing  practices. 

A  questionnaire  and  a  statement  of  is¬ 
sues  were  then  sent  to  117  companies,  40 
Government  agencies,  and  53  others,  in¬ 
cluding  industry  and  professional  asso¬ 
ciations,  to  obtain  detailed  information, 
particularly  in  regard  to  benefit  plans 
and  the  reasons  for  selecting  a  specific 
accounting  method.  Data  on  benefit 
plans  and  accounting  practices  were  re¬ 
ceived  from  68  companies  and  comments 
on  the  issues  were  received  from  37  re¬ 
spondents.  Analysis  of  the  data  and  com¬ 
ments  indicated  that  the  issues  could  be 
classified  broadly  into  two  groups — those 
relating  to  the  amount  and  timing  of 
recognition  of  costs  of  compensated  per¬ 
sonal  absence  and  those  relating  to 
methods  of  allocation  of  these  costs  to 
cost  objectives.  Some  problems  were 
noted  in  connection  with  the  charging  of 
costs  of  compensated  personal  absence 
directly  to  final  cost  objectives  at  the 
time  of  payment;  these  have  been  ad¬ 
dressed  in  the  Standard.  Detailed  criteria 
for  the  allocation  of  costs  of  compen¬ 
sated  personal  absence  are  not  included 
in  this  Standard.  Additional  study  of 
other  labor-related  costs  is  being  under¬ 
taken  and  when  it  has  been  completed 
such  criteria  may  be  provided. 

Based  on  analysis  of  the  responses  to 
the  questionnaire  and  issues  paper  and 
on  further  discussions,  a  preliminary 
draft  Standard  was  developed  and 
widely  distributed  for  comment.  Com¬ 
ments  and  suggestions  were  received 
from  87  respondents;  these  comments 
were  considered  in  developing  a  revised 
Standard  which  was  published  in  the 
Federal  Register  of  March  4,  1974,  with 
an  invitation  to  Interested  parties  to  sub¬ 
mit  written  views  and  comments  to  the 
Board.  The  Board  also  supplemented  the 
Invitation  in  the  Federal  Register  by 
sending  copies  of  that  issue  to  several 
hundred  organizations  and  individuals 
who  had  provided  the  Board  with  com¬ 
ments  on  the  earlier  proposal  or  who  had 
otherwise  expressed  interest  in  the  pro¬ 
posal. 

Following  the  Federal  Register  publi¬ 
cation,  the  Board  received  86  sets  of  writ¬ 
ten  comments  from  companies,  Govern¬ 
ment  agencies,  professional  associations, 
industry  associations,  public  accounting 
firms,  universities,  and  others.  All  com¬ 
ments  have  been  carefully  considered  by 
the  Board  and  those  addressing  areas  of 
significance  are  discussed  below,  to¬ 


gether  with  explanations  of  the  changes 
made  in  the  Cost  Accounting  Standard 
being  promulgated  from  the  proposal 
published  in  the  Federal  Register  of 
March  4, 1974. 

The  Board  wishes  to  take  this  oppor¬ 
tunity  to  express  its  appreciation  for  the 
helpful  suggestions  and  constructive 
criticisms  it  has  received,  and  for  the  time 
devoted  to  assisting  the  Board  in  this  en¬ 
deavor  by  the  many  organizations  and 
individuals  involved. 

( 1 )  Need  for  a  standard.  The  most  sig¬ 
nificant  problems  and  issues  relate  to  the 
amount  and  timing  of  recognition  of 
costs  of  compensated  personal  absence 
appear  to  stem  from  the  reliance  of  exist¬ 
ing  procurement  regulations  on  the  In¬ 
ternal  feevenue  Code  and  income  tax  reg¬ 
ulations  to  govern  accounting  for  these 
costs.  Three  disadvantages  arise  from 
this  reliance.  First,  current  regulations 
and  prior  rulings  permit,  but  do  not 
require,  the  use  of  accrual  accounting 
for  vacation  pay,  and  they  do  not  specify 
the  amount  to  be  accrued  if  accrual  is 
elected;  of  three  contractors  with  iden¬ 
tical  vacation  plans,  one  may  elect  to 
recognize  vacation  costs  pro-rata  as  the 
related  work  is  performed,  the  second  in 
the  year  the  related  work  is  completed, 
and  the  third  only  at  the  time  vacation 
is  taken.  Consequently,  current  regula¬ 
tions  do  not  require  uniformity  in  the 
measurement  of  such  costs  among  years. 
Second,  the  Internal  Revenue  Code  and 
Treasury  Department  rulings  have  im¬ 
posed  different  criteria  at  different  times; 
of  two  contractors  with  identical  plans, 
one  historically  may  have  been  permitted 
to  recognize  costs  of  compensated  per¬ 
sonal  absence  on  the  accrual  basis,  while 
the  other,  who  applied  at  a  later  date, 
is  denied  the  same  privilege  because  of  a 
subsequent  ruling.  Finally,  a  change  in 
the- Internal  Revenue  Code  or  income  tax 
regulations  may  not  be  appropriate  for 
contract  cost  accounting. 

Many  commentators  said  that  they 
were  not  aware  of  problems  relating  to 
accounting  for  costs  of  compensated  per¬ 
sonal  absence  and  they  questioned  the 
need  for  a  Standard  on  the  subject.  Dis¬ 
cussions  with  a  number  of  these  com¬ 
mentators  disclosed,  however,  that  they 
were  unaware  of  the  lack  of  uniformity 
created  by  the  reliance  of  Government 
Procurement  regulations  on  income  tax 
regulations.  The  Board  believes  that  the 
promulgation  of  a  Standard  dealing  with 
accounting  for  costs  of  compensated  per¬ 
sonal  absence  is  desirable  to  improve, 
and  provide  uniformity  in,  the  measure¬ 
ment  of  these  costs  for  a  cost  accounting 
period  and  thereby  to  increase  the  prob¬ 
ability  that  the  measured  costs  are  allo¬ 
cated  to  the  proper  cost  objectives. 

(2)  Scope  of  the  standard.  Several 
commentators  questioned  the  exclusion 
of  such  costs  as  severance  pay  or  group 
insurance  from  the  Standard  and  they 
concluded  that  these  costs  were  thereby 
unallowable  as  contract  costs.  This  con¬ 
clusion  is  not  correct.  A  Standard  does 
not  define  which  costs  are  or  are  not 
allowable.  Moreover,  these  costs  were  ex¬ 
cluded  from  this  Standard  because  our 


research  disclosed  that  the  associated 
accounting  problems  are  sufficiently  dis¬ 
similar  from  those  of  compensated  per¬ 
sonal  absence  to  warrant  separate  con¬ 
sideration. 

(3)  Basis  for  recognition  of  cost.  The 
Standard  that  was  published  for  public 
comment  relied  on  the  degree  of  cer¬ 
tainty  of  the  employer’s  obligation  as  the 
principal  criterion  for  accrual  or  non¬ 
accrual  of  costs  of  compensated  personal 
absence.  Some  commentators  suggested 
that  costs  not  be  recognized  prior  to  pay¬ 
ment  unless  the  obligation  to  provide  the 
benefits  were  irrevocable  in  all  circum¬ 
stances.  Using  this  test,  most  company 
benefit  plans  which  we  have  seen  in  the 
course  of  our  research  would  not  qualify 
for  accrual  accounting.  Others  suggested 
that  the  Standard  set  no  restrictions 
whatsoever  on  the  use  of  accrual  ac¬ 
counting  for  these  costs. 

After  considering  all  of  the  comments 
and  after  additional  staff  research  and 
discussions  with  contractors,  Govern¬ 
ment  agencies,  and  others,  the  Board 
has  concluded  that  the  distinction  which 
it  previously  stated  between  a  “certain” 
and  a  “reasonably  certain”  obligation  for 
purposes  of  determining  liability,  was  un¬ 
necessary.  The  Standard  has  been  sim¬ 
plified  to  state  directly  that  the  proper 
measure  of  the  liability  and  the  criterion 
for  cost  recognition  is  the  amount  which 
would  be  payable  if  the  employer  were  to 
terminate  the  employment  for  any  rea¬ 
son  not  involving  disciplinary  action. 
Under  generally  accepted  accounting 
principles,  liabilities  are  usually  recorded 
when  obligations  to  transfer  assets  or 
provide  services  in  the  future  are  in¬ 
curred.  If  the  employee  would  be  paid  a 
given  amount  in  the  event  of  lay-off, 
then  that  employee  must  have  completed 
the  service  necessary  to  have  earned  that 
amount  of  entitlement  to  benefits. 

Some  commentators  suggested  that 
only  so  much  of  the  employer’s  liability 
as  would  be  payable  on  voluntary  ter¬ 
mination  be  considered  to  be  “earned.” 
The  Board  does  not  accept  this  position. 
Even  in  cases  where  voluntary  termina¬ 
tion  causes  a  forfeiture,  the  employer 
cannot  unilaterally  avoid  the  liability. 
The  employer's  liability  should  not  be 
disregarded  merely  because  an  employee 
may  later  act  to  relieve  the  employer  of 
actually  making  the  payment. 

Even  if  the  obligation  is  viewed  as  one 
of  a  contingent  nature,  generally  ac¬ 
cepted  accounting  principles  provide  that 
where  the  outcome  is  reasonably  fore¬ 
seeable  and  the  contingency  may  be  ex¬ 
pected  to  result  in  a  cost,  it  should  be  re¬ 
flected  in  the  accounts.  Based  on  its  re¬ 
search,  the  Board  believes  that  only  a 
small  percentage  of  those  employees  of 
any  contractor  who  are  entitled  to  bene¬ 
fits  forfeit  those  benefits.  Therefore,  the 
Board  believes  that  the  obligation  should 
properly  be  recognized  (with  appropriate 
adjustment  for  anticipated  forfeitures), 
and  to  fail  to  do  so  Is  to  misstate  the  costs 
of  compensated  personal  absence  which 
are  properly  assignable  to  that  cost  ac¬ 
counting  period. 
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(4)  Utilization  of  benefits  criterion.  A 
number  of  commentators  objected  to  the 
provision  in  the  proposed  Standard  that 
if  the  employer’s  obligation  were  not 
“certain,”  then  accrual  accounting  could 
be  used  only  if  at  least  80  percent  of  the 
entitlement  which  was  potentially 
earned  in  any  year  would  ultimately  be 
used  by  the  employees.  The  intent  of  this 
provision  was  to  assure  that  accural  ac¬ 
counting  was  not  permitted  in  situations 
where  the  utilization  rate  was  so  low  that 
it  was  questionable  whether  accurals 
based  on  estimated  utilization  provided 
any  better  cost  accounting  information 
than  did  actual  cash  disbursements.  The 
Board  has  reviewed  the  utilization  data 
of  a  number  of  contractors  and  finds  that 
by  adhering  to  the  amount  which  is  pay¬ 
able  on  involuntary  termination  of  em¬ 
ployment  as  the  measure  of  the  accural, 
a  utilization  criterion  is  unnecessary.  It 
has  therefore  been  deleted. 

(5)  Adjustments  for  unrecognized  lia¬ 
bilities.  The  Standard  requires  the  recog¬ 
nition  of  costs  when  the  entitlement  to 
compensated  personal  absence  is  earned. 
Initial  application  of  the  Standard  or  a 
change  of  compensated  personal  absence 
plan  may  necessitate  an  adjustment  to 
recognize  the  cost  of  entitlement  already 
earned  but  not  yet  recognized  for  cost 
accounting  purposes.  The  proposed 
Standard  made  no  explicit  provision  for 
the  disposition  of  such  adjustments.  A 
number  of  commentators  cited  the  failure 
to  provide  explicitly  for  the  disposition 
of  adjustments  as  a  deficiency  in  the  pro¬ 
posed  Standard.  For  example,  it  was 
hypothesized  that  a  contractor  who  was 
recording  vacation  costs  at  the  time  of 
payment  might  not  recognize  any  vaca¬ 
tion  cost  in  the  year  an  employee  was 
hired;  on  the  completion  of  the  con¬ 
tract,  the  employee  might  be  terminated 
and  paid  for  both  the  vacation  to  be 
taken  in  the  year  of  termination  and  the 
vacation  earned  in  that  year.  If  the 
Standard  were  applicable  to  the  con¬ 
tractor,  he  might  be  able  to  allocate  only 
those  costs  accrued  in  that  year.  As  a 
result,  he  might  not  recover  costs  paid 
in  that  year  for  vacations  earned  before 
accrual  was  instituted.  The  Board  recog¬ 
nizes  the  validity  of  this  hypothesis  in 
some  instances.  However,  if  the  con¬ 
tractor  is  viewed  as  a  going  concern  and 
Government  contracting  as  a  continuing 
process,  then  that  hypothetical  “last  year 
of  contracting”  may  be  infinitely  far  in 
the  future,  the  lay-offs  may  never  take 
place,  and  the  contractor  will  continue 
to  receive  “one  year’s  worth  of  costs”  in 
each  year. 

All  commentators  who  questioned  the 
method  of  adjustment,  and  certain  other 
contractors  who  did  not  raise  the  ques¬ 
tion  but  who  the  Board  believed  might 
be  significantly  affected  by  the  Standard, 
were  asked  to  provide  detailed  informa¬ 
tion  concerning  benefit  plans  involved, 
the  number  of  employees,  and  the  esti¬ 
mated  amount  of  the  adjustment.  In  ad¬ 
dition,  each  contractor  was  asked  to  pro¬ 
vide  background  information  concerning 
Its  history  as  a  Government  contractor 
and,  to  the  extent  available,  data  on  past 
employment,  labor  costs,  and  extent  of 


contracts.  The  Board  also  contacted  sev¬ 
eral  contractors  who  already  record  costs 
of  compensated  personal  absence  on  the 
accrual  basis  to  determine  the  circum¬ 
stances  under  which  this  accounting 
treatment  had  been  adopted,  whether 
adoption  resulted  in  adjustment  and,  if 
so,  how  it  had  been  handled. 

The  Board  reviewed  the  information 
submitted  in  response  to  its  requests.  The 
Board  has  considered  (1)  refraining  from 
explicitly  providing  for  handling  the 
adjustment,  (2)  providing  a  procedure  by 
which  the  adjustment  could  all  be  as¬ 
signed  to  the  year  of  change,  and  (3) 
providing  a  procedure  for  amortizing  the 
adjustment  over  a  fixed  period  of  years. 
The  Board  finds  disadvantages  to  each 
of  these  alternatives.  If  no  procedure  for 
adjustment  is  provided,  appropriate  pro¬ 
cedures  for  cost  recovery  may  not  be  de¬ 
vised  by  contracting  parties.  If  the  pro¬ 
cedure  resulted  in  assignment  of  the  en¬ 
tire  adjustment  to  the  year  of  change, 
then  some  contractors  may  recover  more 
than  the  appropriate  cost  of  that  year 
and  all  of  the  contracts  in  the  year  of 
change  will  be  overcharged.  The  same  de¬ 
ficiencies,  albeit  to  a  lesser  extent,  exist 
if  the  procedure  provides  for  the  adjust¬ 
ment  to  be  amortized  over  a  fixed  period. 

The  Standard  has  been  revised  to  pro¬ 
vide  an  explicit  procedure  for  disposing 
of  the  adjustment  for  unrecognized  lia¬ 
bility.  Under  it,  the  adjustment  is  ini¬ 
tially  placed  in  a  suspense  account.  In 
the  cost  accounting  period  of  change  and 
in  any  subsequent  period,  if  the  employ¬ 
er’s  liability  for  compensated  personal 
absence  under  the  related  plan  at  the 
end  of  a  period  is  less  than  the  amount 
in  the  suspense  account  at  the  beginning 
of  that  period,  the  suspense  account  is 
reduced  by  the  amount  of  the  difference. 
That  difference  is  assigned  to  that  cost 
accounting  period  as  an  additional  cost 
of  compensated  personal  absence. 

If  the  employer’s  liability  remains 
above  that  at  the  time  of  change,  then 
costs  of  compensated  personal  absence 
are  measured  on  the  accrual  basis.  If  the 
employer’s  liability  falls  below  that 
amount  because  of  additional  cash  pay¬ 
ments  to  employees,  then  the  costs  are 
measured  on  the  cash  basis.  This  latter 
condition  will  arise  wherever  employment 
levels  fall  below  that  existing  at  the  time 
of  change.  Whenever  such  conditions 
occur,  the  costs  of  those  periods  are 
measured  on  a  cash  basis  until  the  entire 
suspense  has  been  written  off.  The  con¬ 
tractor  is  not  precluded  from  allocating 
costs  which  might  otherwise  have  been 
allocable,  absent  the  Standard  but  he 
cannot  allocate  more  than  he  otherwise 
would  have  allocated,  so  that  premature 
cost  allocations  cannot  occur. 

(6)  Complexity.  Many  of  the  commen¬ 
tators  suggested  that  the  proposed 
Standard  was  too  complex,  too  detailed, 
or  too  procedural.  As  previously  men¬ 
tioned,  the  criteria  for  accrual  have  been 
changed  to  eliminate  the  distinction  be¬ 
tween  a  “certain”  and  a  “reasonably  cer¬ 
tain”  obligation  and  to  eliminate  the 
utilization  test.  These  changes  permitted 
a  significant  reduction  in  the  length  and 
complexity  of  the  Standard.  In  addition. 
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the  Board  has  made  a  number  of  sim¬ 
plifying  changes  in  the  wording  of  the 
Standard  based  on  suggestions  from 
commentators. 

(7)  Adjustments  for  interim  rates.  A 
number  of  commentators  objected  to  the 
requirement  in  the  proposed  Standard 
that  where  costs  of  compensated  personal 
absence  are  allocated  using  an  interim 
rate,  any  difference  between  the  interim 
rate  and  actual  cost  must  be  adjusted  in 
the  same  period.  They  objected  on  the 
grounds  that  the  necessary  computations 
to  determine  the  actual  cost  in  accord¬ 
ance  with  the  provisions  of  the  Standard 
could  not  be  completed  by  the  end  of  the 
cost  accounting  period.  Although  the 
Board  is  not  persuaded  by  this  argument, 
the  provision  involved  has  been  deleted 
for  the  following  reasons.  The  accrual 
required  by  this  Standard  is  identical  to 
that  required  for  any  other  year-end  ac¬ 
crual,  and  the  adjustment  process  is  not 
essentially  different  from  that  which  is 
required  to  adjust  any  interim  allocation 
for  a  cost  difference. 

The  requirement  is  well  established 
that  if  overhead  costs  are  allocated  to 
Government  contracts  on  an  interim 
basis,  there  must  be  an  adjustment  when 
the  actual  costs  are  known.  The  Board 
therefore  has  concluded  that  it  is  un¬ 
necessary  to  restate  it  in  the  Standard, 
although  the  requirement,  of  course,  re¬ 
mains  in  effect. 

(8)  Requirement  to  maintain  records. 
Some  contractors  were  concerned  about 
the  nature  and  extent  of  records  which 
might  be  necessary  to  support  the  deter¬ 
minations  and  computations  required  by 
the  proposed  Standard.  In  particular,  the 
need  to  maintain  records  of  benefit  utili¬ 
zation  was  questioned.  The  benefit  utili¬ 
zation  criterion  has  been  deleted  from 
the  Standard;  consequently,  the  main¬ 
tenance  of  special  records  for  this  pur¬ 
pose  is  unnecessary.  Others  were  con¬ 
cerned  that  the  proposed  Standard 
would  require  changes  in  their  formal 
accounting  records.  Upon  further  con¬ 
sideration,  the  Board  believes  maintain¬ 
ing  appropriate  records  is  implicit  in  cost 
accounting  and  that  the  inclusion  of  ad¬ 
ditional  record-keeping  requirements  in 
the  Standard  is  unnecessary.  In  deter¬ 
mining  what  records  are  necessary  to 
achieve  verifiability  for  purposes  of  this 
Standard,  consideration  should  be  given 
to  the  relative  ease  or  difficulty  of  mak¬ 
ing  and  verifying  assumptions  and  esti¬ 
mates,  to  the  materiality  of  the  amounts 
involved,  and  to  the  use  of  techniques 
such  as  statistical  sampling  for  deter¬ 
mining  the  amount  of  the  employer's 
liability. 

(9)  Exemptions.  Representatives  of 
educational  institutions  pointed  out  two 
problems  with  the  proposed  Standard. 
First,  it  required  that  where  costs  of  com¬ 
pensated  personal  absence  are  allocated 
using  an  interim  rate,  any  difference  be¬ 
tween  the  interim  rate  and  actual  cost 
must  be  adjusted  in  the  same  period. 
These  commentators  pointed  out  that 
Pub.  L.  87-638  authorized  use  of  negoti¬ 
ated  predetermined  overhead  rates  by 
these  institutions  and  that  this  permis¬ 
sion  is  presently  set  forth  in  Federal 
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Management  Circular  73-8:.  Cost  Prin¬ 
ciples  for  Educational  Institutions.  Sec¬ 
ond,  they  pointed  out  that  many  educa- 
tmnal  institutions  do  not  record  oosts  on 
an  accrual  basis;  but  use  fund  account¬ 
ing  on  a  cash  basis;  and  that  for  state 
and  local  governmental  institutions,  such 
accounting  may  be  required  by  law.  While 
the  Standard  does  not  require  any  change 
in  the  formal  accounting  records,  in 
many  instances  it  would  be  very  difficult 
for  these  institutions  to  comply  with  the 
Standard. 

In  view  of  the  foregoing,  the  Board 
does  not  believe  it  desirable  to  require 
educational  institutions  or  state  and 
local  governmental  agencies  to  account 
for  costs  of  compensated  personal  ab¬ 
sence  on  the  accrual  basis.  Accordingly, 
the  Board  has  exempted  such  institutions 
and  state  and  local  governmental  agen¬ 
cies  from  the  provisions  of  this  Standard. 

( 10*  Costs  and  benefits.  The  antici¬ 
pated  benefits  of  this  Standard  are  im¬ 
proved  cost  measurement  and  increased 
uniformity  in  accounting  for  costs  of 
compensated  personal  absence,  leading 
to  increased  assurance  that  the  meas¬ 
ured  costs  are  assigned  to  the  proper  cost 
objectives. 

Several  commentators  objected  that 
the  Standard  would  not  increase  uni¬ 
formity  because  the  accounting  for  a 
particular  benefit  plan  would  depend  on 
the  provisions  of  that  plan,  and  not  all 
benefit  plans  are  alike.  The  Board  is 
aware  of  the  diversity  of  benefit  plans. 
However,  under  present  procurement 
regulations  different  contractors  with  es¬ 
sentially  similar  plans  could  be  account¬ 
ing  differently  for  them  and  may  be 
prevented  from  using  similar  accounting 
even  if  they  wish  to  do  so.  To  the  extent 
that  uniformity  is  thus  actually  in¬ 
hibited,  the  Standard  will  correct  the 
situation.  Other  past  problems  relating 
to  the  measurement  of  these  costs  in  the 
event  of  layoffs,  or  employee  transfers 
would  also  be  alleviated. 

Many  commentators  said  that  they 
were  already  accounting  for  costs  of 
compensated  personal  absence  in  the 
manner  required  by  the  Standard.  Some 
commentators  said  that  implementation 
costs  would  depend  on  the  extent  of  de¬ 
tail  which  would  be  required  to  comply. 
The  Board  has  attempted  to  minimize 
such  detail:  First,  by  its  previous  state¬ 
ments  that  compliance  with  Standards 
may  be  accomplished  through  the  use  of 
memorandum  records;  second,  by  elimi¬ 
nating  the  utilization  of  benefits  test  and, 
thereby,  the  necessity  of  maintaining  the 
supporting  utilization  records;  and, 
finally,  by  emphasizing  the  acceptability 
of  estimates  based  on  statistical  sam¬ 
pling  or  historical  data.  As  a  conse¬ 
quence,  the  costs  of  implementation 
should  be  neglible. 

In  summary,  the  Board  believes  that 
the  benefits  to  be  derived  from  this 
Standard  clearly  outweigh  any  costs  of 
implementation. 

The  Board  expects  that  this  Standard 
will  become  effective  on  April  1,  1975. 

There  is  also  being  published  today  an 
amendment  to  Part  400,  Definitions,  to 


incorporate  in  that  part  terms  defined  in 
5  408.30(a)  of  this  Cost  Accounting 
Standard. 

Sec. 

408.10  General  applicability. 

408.20  Purpose. 

408.30  Definitions. 

408.40  Fundamental  requirement. 

408.50  Techniques  for  application. 

408.60  niustrations. 

408.70  Exemptions. 

408.80  Effective  date. 

Authority:  84  Stat.  796,  sec.  103  (50  U.S.C. 
App.2168). 

§  408.10  General  applicability. 

This  Standard  shall  be  used  by  defense 
contractors  and  subcontractors  under 
Federal  contracts  entered  into  after  the 
effective  date  hereof  and  by  all  relevant 
Federal  agencies  in  estimating,  accumu¬ 
lating,  and  reporting  costs  in  connection 
with  the  pricing,  administration,  and 
settlement  of  all  negotiated  prime  con¬ 
tract  and  subcontract  national  defense 
procurements  in  excess  of  $100,000,  other 
than  contracts  or  subcontracts  where 
the  price  negotiated  is  based  on  (a) 
established  catalog  or  market  prices  of 
commercial  items  sold  in  substantial 
quantities  to  the  general  public,  or  (b) 
prices  set  by  law  or  regulation. 

§  408.20  Purpose. 

The  purpose  of  this  Standard  is  to  im¬ 
prove,  and  provide  uniformity  in,  the 
measurement  of  costs  of  vacation,  sick 
leave,  holiday,  and  other  compensated 
personal  absence  for  a  cost  accounting 
period,  and  thereby  increase  the  proba¬ 
bility  that  the  measured  costs  are  allo¬ 
cated  to  the  proper  cost  objectives. 

§  108.30  Definitions. 

(a)  The  following  definitions  of  terms 
which  are  prominent  in  this  Standard 
are  reprinted  from  Part  i-00  of  (his  chap¬ 
ter  for  convenience.  Other  terms  which 
are  used  in  this  Standard  and  are  defined 
in  Part  400  of  this  chapter  have  the 
meaning  ascribed  to  them  in  that  part 
unless  the  text  demands  a  different 
definition  or  the  definition  is  modified  in 
paragraph  (b)  of  this  section: 

(1)  Compensated  personal  absence. 
Any  absence  from  work  for  reasons  such 
as  illness,  vacation,  holidays,  jury  duty 
or  military  training,  or  personal  activi¬ 
ties,  for  which  an  employer  pays  com¬ 
pensation  directly  to  an  employee  in 
accordance  with  a  plan  or  custom  of  the 
employer. 

(2)  Entitlement.  An  employee’s  right, 
whether  conditional  or  unconditional,  to 
receive  a  determinable  amount  of  com¬ 
pensated  personal  absence,  or  pay  in  lieu 
thereof. 

(b)  The  following  modifications  of 
definitions  set  forth  in  Part  400  of  this 
chapter  are  applicable  to  this  Standard. 
None. 

§  408.40  Fundamental  requirement. 

(a)  The  costs  of  compensated  personal 
absence  shall  be  assigned  to  the  cost  ac¬ 
counting  period  or  periods  in  which  the 
entitlement  was  earned. 

(b)  The  costs  of  compensated  personal 


absence  for  an  entire  cost  accounting 
period  shall  be  allocated  pro-rata  on  an 
annual  basis  among  the  final  cost  objec¬ 
tives  of  that  period. 

§  408.50  Techniques  for  application. 

(a)  Determinations.  Each  plan  or  cus¬ 
tom  for  compensated  personal  absence 
shall  be  considered  separately  in  deter¬ 
mining  when  entitlement  is  earned.  If  a 
plan  or  custom  is  changed  or  a  new  plan 
or  custom  is  adopted,  then  a  new  deter¬ 
mination  shall  be  made  beginning  with 
the  first  cost  accounting  period  to  which 
such  new  or  changed  plan  or  custom 
applies. 

(b)  Measurement  of  entitlement.  (1) 
For  purposes  of  compliance  with  §408.40 

(a) ,  compensated  personal  absence  is 
earned  at  the  same  time  and  in  the  same 
amount  as  the  employer  becomes  liable 
to  compensate  the  employee  for  such  ab¬ 
sence  if  the  employer  terminates  the 
employee’s  employment  for  lack  of  work 
or  other  reasons  not  involing  discipli¬ 
nary  action,  in  accordance  with  a  plan  or 
custom  of  the  employer.  Where  a  new 
employee  must  complete  a  probationary 
period  before  the  employer  becomes  li¬ 
able,  the  employer  may  nonetheless  treat 
such  service  as  creating  entitlement  in 
any  computations  required  by  this 
Standard,  provided  that  he  does  so  con¬ 
sistently. 

(2)  Where  a  plan  or  custom  provides 
for  entitlement  to  be  determined  as  of 
the  first  calendar  day  or  the  first  busi¬ 
ness  day  of  a  cost  accounting  period 
based  on  service  in  the  preceding  cost 
accounting  period,  the  entitlement  shall 
be  considere.'.  to  have  been  earned,  and 
the  employer’s  liability  to  have  arisen,  as 
of  the  close  of  the  preceding  cost  ac¬ 
counting  period. 

(3)  In  the  absence  of  a  determinable 
liability,  in  accordance  with  paragraph 

(b)  (1)  of  this  section,  compensated  per¬ 
sonal  absence  will  be  considered  to  be 
earned  only  in  the  cost  accounting  pe¬ 
riod  in  which  it  is  paid. 

(c)  Determination  of  employer’s  lia¬ 
bility.  In  computing  the  cost  of  compen¬ 
sated  personal  absence,  the  computation 
shall  give  effect  to  the  employer’s  liabil¬ 
ity  in  accordance  with  the  following 
paragraphs : 

(1)  The  estimated  liability  shall  in¬ 
clude  all  earned  entitlement  to  com¬ 
pensated  personal  absence  which  exists 
at  the  time  the  liability  is  determined, 
in  accordance  with  paragraph  (b)  of 
this  section. 

(2)  The  estimated  liability  shall  be 
reduced  to  allow  for  anticipated  non- 
utilization,  if  material. 

(3)  The  liability  shall  be  estimated 
consistently  either  in  terms  of  current 
or  of  anticipated  wage  rates.  Estimates 
may  be  made  with  respect  to  individual 
employees,  but  such  individual  estimates 
shall  not  be  required  if  the  total  cost 
with  respect  to  all  employees  in  the  plan 
can  be  estimated  with  reasonable  accu¬ 
racy  by  the  use  of  sample  data,  experi¬ 
ence  or  other  appropriate  means. 

(d)  Adjustments.  (1)  The  estimate  of 
the  employer’s  liability  for  compensated 
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personal  absence  at  the  beginning  of 
the  first  cost  accounting  period  for 
which  a  contractor  must  comply  with 
this  Standard  shall  be  based  on  the 
contractor's  plan  or  custom  applicable 
to  that  period,  notwithstanding  that 
some  part  of  that  liability  has  not  pre¬ 
viously  been  recognized  for  contract 
costing  purposes.  Any  excess  of  the 
amount  of  the  liability  as  determined 
In  accordance  with  paragraph  (c)  of  this 
section  over  the  corresponding  amount 
of  the  liability  as  determined  in  ac¬ 
cordance  with  the  contractor’s  previous 
practice  shall  be  held  in  suspense  and 
accounted  for  as  described  in  subpara¬ 
graph  (3)  of  this  paragraph. 

(2)  If  a  plan  or  custom  is  changed 
or  a  new  plan  or  custom  is  adopted, 
and  the  new  determination  made  in  ac¬ 
cordance  with  paragraph  (a)  of  this  sec¬ 
tion  results  in  an  increase  in  the  esti¬ 
mate  of  the  employer’s  liability  for 
compensated  personal  absence  at  the 
beginning  of  the  first  cost  accounting 
period  for  which  the  new  plan  is  ef¬ 
fective  over  the  estimate  made  in  ac¬ 
cordance  with  the  contractor’s  prior 
practice,  then  the  amount  of  such  in¬ 
crease  shall  be  held  in  suspense  and 
accounted  for  as  described  in  subpara¬ 
graph  (3)  of  this  paragraph. 

(3)  At  the  close  of  each  cost  account¬ 
ing  period,  the  amount  held  in  suspense 
shall  be  reduced  by  the  excess  of  the 
amount  held  in  suspense  at  the  begin¬ 
ning  of  the  cost  accounting  period  over 
the  employer's  liability  (as  estimated  in 
accordance  with  paragraph  (c)  of  this 
section)  at  the  end  of  that  cost  account¬ 
ing  period.  The  cost  of  compensated 
personal  absence  assigned  to  that  cost 
accounting  period  shall  be  increased  by 
the  amount  of  the  excess. 

(e)  Allocations.  Except  where  the  use 
of  a  longer  or  shorter  period  is  permitted 
by  the  provisions  of  the  Cost  Account¬ 
ing  Standard  on  Cost  Accounting  Pe¬ 
riod  (Part  406  of  this  chapter),  the 
costs  of  compensated  personal  absence 
shall  be  allocated  to  cost  objectives  on 
a  pro-rata  basis  which  reflects  the  total 
of  such  costs  and  the  total  of  the  allo¬ 
cation  base  for  the  entire  cost  account¬ 
ing  period.  However,  this  provision  shall 
not  preclude  revisions  to  an  allocation 
rate  dining  a  cost  accounting  period 
based  on  revised  estimates  of  period 
totals. 

§  408.60  Illustrations. 

(a)  Company  A’s  vacation  plan  pro¬ 
vides  that  on  the  anniversary  of  each  em¬ 
ployee’s  hiring  date,  that  employee  shall 
become  eligible  to  receive  a  two-week  va¬ 
cation  with  pay.  Vacation  entitlement 
must  be  used  within  two  years  or  for¬ 
feited.  An  employee  who  leaves  the  com¬ 
pany  voluntarily  will  be  paid  for  any  re¬ 
maining  unused  vacation  entitlement 
which  was  earned  through  the  employee’s 
last  anniversary  date.  An  employee  who 
is  laid  off  for  lack  of  work  will  also  be 
paid  a  pro-rata  vacation  allowance  for 
service  since  the  employee’s  last  anniver¬ 
sary  date.  Company  A  accrues  vacation 
costs  each  month  based  on  an  estimate  of 


the  anniversary  years  which  will  be  com¬ 
pleted  in  that  month.  At  the  end  of  its 
cost  accounting  period,  Company  A  ad¬ 
justs  its  estimated  liability  to  agree  with 
its  actual  liability  for  completed  years  of 
service  on  an  Individual  employee  basis. 

(1)  In  order  to  comply  with  §  408.50(c) , 
Company  A  must  increase  its  estimated 
liability  for  vacation  pay  at  all  times  to 
Include  the  estimated  additional  amount 
which  would  be  payable  to  employees  in 
the  event  of  layoff.  The  additional  lia¬ 
bility  may  be  calculated  on  an  individual 
employee  basis  or  it  may  be  estimated  for 
the  employees  as  a  group  by  the  use  of 
sample  or  historical  data. 

(2)  The  following  illustrates  one 
method  of  estimating  Company  A’s  lia¬ 
bility  at  the  end  of  its  cost  accounting 
period,  December  31,  with  respect  to  in¬ 
dividual  employees,  in  accordance  with 
5  408.50(c). 


John  Doe,  Anniversary  date  July  10: 
Unused  entitlement  resulting  from 
completed  service  years,  24  hrs.  at 

$5  _ $120 

FuU  months  of  service  since  anniver¬ 
sary,  5: 

Pro-rata  entitlement  on  lay-off  =  80 
hrs.  x  5/12  =83.3  hrs.  at  $5 _  167 

Total _ _ _ _ _  287 

Less  estimated  allowance  for  for¬ 
feitures,  3  ya  percent _  10 

Net  liability- . 277 

(b)  Company  B  has  a  vacation  plan 


similar  to  Company  A’s,  but  Company  B 
does  not  pay  pro-rata  vacation  pay  on 
lay-off  for  service  since  the  last  anni¬ 
versary  date.  Company  B  must  include  in 
its  estimate  of  its  liability  at  the  end  of 
its  cost  accounting  period  only  that  un¬ 
used  vacation  entitlement  which  results 
from  completed  years  of  service,  with  al¬ 
lowance  for  forfeitures  if  material. 

(c)  Company  C’s  sick  leave  plan  pro¬ 
vides  that  an  employee  will  accumulate 
one-half  day  of  sick  leave  entitlement  for 
each  full  month  of  service.  Sick  leave  en¬ 
titlement  may  be  accumulated  without 
limit,  but  an  employee  is  paid  for  sick 
leave  only  during  actual  illness;  the  Com¬ 
pany  does  not  pay  for  unused  sick  leave 
on  lay-off.  Despite  the  fact  that  Com¬ 
pany  C  might  be  able  to  estimate  the 
amount  which  will  be  paid  for  sick  leave 
in  a  future  cost  accounting  period  with 
a  high  degree  of  accuracy,  it  has  no  lia¬ 
bility  for  payment  for  unused  sick  leave 
entitlement  in  the  event  of  lay-off. 
Therefore,  in  accordance  with  §  408.50 
(b)  (3),  it  must  assign  to  each  cost  ac¬ 
counting  period  only  the  costs  of  sick 
leave  which  it  pays  in  that  period. 

(d)  Company  D’s  vacation  plan  pro¬ 
vides  that  on  July  1,  each  employee  who 
has  been  employed  by  the  Company  for 
at  least  one  year  shall  be  entitled  to  two 
weeks  of  vacation.  All  vacation  must  be 
taken  between  July  1  and  September  30. 
An  employee  who  terminates  after  Sep¬ 
tember  30  and  before  July  1  receives  no 
vacation  pay.  Company  D  has  a  cost  ac¬ 
counting  period  which  ends  on  Decem¬ 
ber  31;  however,  Company  D  customarily 
accrues  its  anticipated  liability  for  vaca¬ 


tion  pay  at  July  1  in  12  equal  installments 
over  the  “vacation  year”  starting  on 
July  1  of  the  previous  year  and  end¬ 
ing  on  June  30  of  the  current  year.  Com¬ 
pany  D  has  no  liability  for  vacation  pay 
at  January  1  or  at  December  31.  In  ac¬ 
cordance  with  §  408.50(b)  (3) ,  the  amount 
of  vacation  cost  which  Company  D  must 
assign  to  each  cost  accounting  period  is 
the  amount  of  such  costs  paid  in  that 
period.  Therefore,  Company  D  may  not 
use  the  “vacation  year”  ending  June  30 
to  apportion  these  costs  between  cost 
accounting  periods. 

(e)  Company  E’s  cost  accounting  pe¬ 
riod  ends  on  December  31.  Its  vacation 
plan  provides  that  on  January  1,  each 
employee  who  has  been  employed  for  at 
least  one  year  shall  become  entitled  to 
two  weeks  of  vacation.  The  Company  does 
not  recognize  a  liability  for  vacation  pay 
at  December  31  because  an  employee 
must  be  employed  on  January  1  to  be 
eligible. 

(1)  Despite  the  requirement  that  the 
employee  also  be  employed  on  January  1, 
the  necessary  service  was  completed  in 
the  preceding  cost  accounting  period.  If 
the  other  terms  of  the  plan  are  such  that 
in  accordance  with  this  Standard,  Com¬ 
pany  E  must  recognize  its  vacation  costs 
on  the  accrual  basis,  then  in  accordance 
with  5  408.50(b)(2),  Company  E  must 
estimate  its  vacation  costs  as  if  the  li¬ 
ability  arose  on  December  31  rather  than 
on  the  following  January  1. 

(2)  Assume  that  Company  E  must 
comply  with  this  Standard  beginning  on 
January  1,  1976.  Assume  that  the  em¬ 
ployees  of  Company  E  earned  $90,000  in 
vacation  pay  in  1975,  all  of  which  will  be 
taken  in  1976.  Assume,  further,  that  be¬ 
cause  of  reduced  employment  levels,  the 
employees  of  Company  E  will  earn  only 
$80,000  in  vacation  pay  in  1976,  $5,000  of 
which  will  be  paid  in  1976  because  of  lay¬ 
offs.  The  following  example  illustrates  the 
computation  of  vacation  pay  costs  for 
Company  E  in  1976: 


1976  beginning  liability: 

With  Standard  ( i  408.50(d)  (1) )  _  $90, 000 

Without  Standard _  O 

Amount  to  be  held  in  suspense 

(5  408.50(d)(1))  . 90.000 

1976  ending  liability _  75, 000 

Plus:  Paid  in  1976 _  95,000 

Subtotal  _  170, 000 

Less:  1976  beginning  liability _  90,000 

1976  vacation  cost,  basic 
amount _  80, 000 

Amount  In  suspense  at  beginning 

of  1976 _ _  90, 000 

Less:  1976  ending  liability _  75,000 

Suspense  to  be  written  off  in 
1976;  additional  1976  vaca¬ 
tion  cost  (1408.60(d)(3)) _ 15,000 

1976  basic  vacation  cost _  80,000 

Plus:  1976  reduction  of  suspense.  15, 000 

1976  total  vacation  cost _  95,000 


(3)  Assume,  further,  that  all  of  the 
vacation  entitlement  which  remained  at 
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December  31,  1976  ($75,000)  is  taken  in 
1977.  Also,  Company  E  hires  a  substan¬ 
tial  number  of  additional  employees  in 
1977,  so  that  the  amount  of  vacation 
entitlement  earned  in  1977  is  $85,000.  The 
following  example  illustrates  the  com¬ 
putation  of  vacation  pay  costs  for  Com¬ 


pany  E in  1977: 

1977  ending  liabUity _ _ _  $85.  000, 

Plus:  Paid  in  1977 _  75,000 

Subtotal  _  160,000 

Less:  1977  beginning  liability -  75,000 

1977  vacation  cost,  basic  amount.  85, 000 

Amount  in  suspense  at  beginning 
of  1977 1  _  75,  000 

1977  ending  liability1 _  85,000 

1977  basic  vacation  cost _  85, 000 

Plus:  1977  reduction  of  suspense1 —  0 

1977  total  vacation  cost _  85.000 


1  Because  the  1977  ending  liabiUty  ex¬ 
ceeds  the  amount  in  suspense  at  the  begin¬ 
ning  of  1977,  there  is  no  reduction  of 
suspense  in  1977. 

(4)  Assume  further,  that  Company  E 
goes  out  of  business  in  1978.  All  employ¬ 
ees  are  terminated  and  paid  both  for  the 
$85,000  vacation  liability  at  the  end  of 
1977  and  an  additional  $40,000  earned 
in  1978.  The  following  example  illustrates 
the  computation  of  vacation  pay  costs 
for  Company  E  in  1978: 


1978  ending  liability -  0 

Plus:  Paid  in  1978 - -  $125,000 


Subtotal  _  125,000 

Less:  1978  beginning  liability -  85,000 


1978  vacation  cost,  basic 
amount _  40, 000 


Amount  in  suspense  at  beginning 

of  1978 _  75,000 

Less:  1978  ending  liability -  0 


Suspense  to  be  written  off  in 
1978;  additional  1978  vacation 
cost  (5  408.50(d)(3)) .  75,000 


1978  basic  vacation  cost _  40,  000 

Plus:  1978  reduction  in  suspense.-  75,  000 


1978  total  vacation  cost -  116,000 


(f)  All  of  the  salary  costs  of  Company 
P's  salaried  employees  are  charged  to 
service,  administrative,  or  overhead 
functions.  No  accounting  entries  are 
made  to  segregate  costs  of  compensated 
personal  absence  of  these  employees  from 
their  other  salary  costs,  although  other 
records  are  maintained  to  control  the 
total  amount  of  such  absences. 

(1)  This  policy  does  not  violate  the 
requirement  of  §  408.40(b)  if  such  sal¬ 
aries  are  charged  to  overhead  or  indirect 
cost  pools  for  subsequent  allocation  to 
final  cost  objectives  over  annually  deter¬ 
mined  allocation  bases  which  are  appro¬ 
priate  for  those  pools. 

(2)  If  the  same  policy  were  followed 
in  the  case  of  engineers  whose  salaries 
were  directly  allocated  to  two  or  more 


final  cost  objectives,  or  to  both  interme¬ 
diate  and  final  cost  objectives,  so  that 
costs  of  compensated  personal  absence 
were  charged  directly  to  the  jobs  on 
which  the  individuals  were  working  when 
paid,  then  this  would  violate  the  re¬ 
quirement  of  §  408.40(b)  that  these  costs 
be  allocated  among  cost  objectives  on  the 
basis  of  the  costs  of  the  entire  cost  ac¬ 
counting  period.  Only  if  all  salaries  were 
directly  allocated  to  a  single  final  cost 
objective,  as  might  be  the  case  with  per¬ 
sonnel  assigned  to  an  overseas  base  for 
the  performance  of  a  single  contract, 
would  this  practice  be  in  acCord  with  that 
requirement. 

(g)  Company  G  determines  a  “charg¬ 
ing  rate”  for  each  employee.  The  charg¬ 
ing  rate  includes  an  allowance  for  com¬ 
pensated  personal  absence  based  on  aver¬ 
age  experience.  As  the  employee  performs 
services,  the  related  cost  objectives  are 
charged  for  the  services  at  the  charging 
rate,  the  employee  is  paid  at  his  base 
rate,  and  the  excess  is  credited  to  the 
accrued  liability  for  each  benefit.  As  ben¬ 
efits  are  paid,  the  costs  are  charged 
against  the  accrued  liabilities.  The 
amount  of  each  accrued  liability  is  ad¬ 
justed  at  the  end  of  the  cost  accounting 
period,  and  any  difference  is  adjusted 
through  appropriate  overhead  accounts 
in  accordance  with  company  policy. 

(1)  This  method  is  not  a  violation  of 
§  408.40(b)  if  it  results  in  allocating  the 
estimated  annual  costs  of  compensated 
personal  absence  at  a  rate  which  reflects 
the  anticipated  costs  of  the  entire  cost 
accounting  period. 

(2)  The  computation  itself  must  com¬ 
ply  with  the  criteria  of  §  408.40(a).  For 
example,  if  the  terms  of  the  Company’s 
sick  leave  plan  are  such  that  in  accord¬ 
ance  with  this  Standard,  the  costs  should 
be  recognized  in  the  cost  accounting  pe¬ 
riod  when  they  are  paid,  then  the  com¬ 
putation  should  be  intended  to  amortize 
the  expected  costs  of  sick  leave  over  the 
activity  of  that  cost  accounting  period, 
leaving  no  accrued  liability  for  sick  leave 
at  the  end  of  the  cost  accounting  pe¬ 
riod. 

§  408.70  Exemptions. 

This  Standard  shall  not  apply  to  con¬ 
tractors  who  are  subject  to  the  provisions 
of  Federal  Management  Circular  73-8 
(Cost  Principles  for  Educational  Insti¬ 
tutions)  or  Federal  Management  Cir¬ 
cular  74-4  (Principles  for  Determining 
Costs  Applicable  to  Grants  and  Con¬ 
tracts  with  State  and  Local  Govern¬ 
ments)  . 

§  408.80  Effective  date. 

(a)  The  effective  date  of  this  Stand¬ 
ard  is  [reserved]. 

(b)  This  Cost  Accounting  Standard 
shall  be  followed  by  each  contractor  as  of 
the  start  of  his  next  fiscal  year  beginning 
after  the  receipt  of  a  contract  to  which 
this  Cost  Accounting  Standard  is  ap¬ 
plicable. 

Arthur  Schoenhaut, 
Executive  Secretary. 

(FR  Doc.74-21800  Filed  9-18-74:8:45  am] 


Title  5 — Administrative  Personnel 
CHAPTER  I— CIVIL  SERVICE  COMMISSION 
PART  213— EXCEPTED  SERVICE 
Department  of  Transportation 

Section  213.3194  is  added  to  show  that 
up  to  6  positions,  ranging  in  grades  GS- 
11  through  15,  involved  with  the  inter¬ 
national  seminar  on  “The  Role  of  Urban 
Transportation  in  Community  Develop¬ 
ment,”  are  excepted  under  Schedule  A 
for  not  to  exceed  two  years. 

Effective  September  19, 1974,  §  213.3194 
(f )  is  added  as  set  out  below. 

§  213.3194  Department  of  Transporta¬ 
tion. 

*  *  *  *  * 

(f)  Urban  Mass  Transportation  Ad¬ 
ministration.  (1)  Employment  for  not 
to  exceed  two  years  of  up  to  six  indi¬ 
viduals  in  grades  ranging  from  GS-11 
through  15,  for  the  international  semi¬ 
nar  on  “The  Role  of  Urban  Transpor¬ 
tation  in  Community  Development." 

*  •  *  *  • 

((5  U.S.C.  secs.  3301,  3302)  E.O.  10577  3  CPU 
1954-58  comp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal!  James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 

| FR  Doc .74- 21649  Filed  9-18-74;B:45  ami 


PART  213— EXCEPTED  SERVICE 
Department  of  State 

Section  213.3304  is  amended  to  show 
that  one  position  of  Assistant  Chief  of 
Protocol  for  Visits  is  excepted  under 
Schedule  C. 

Effective  September  19, 1974,  §  213.3304 
(a)  (19)  is  added  as  set  out  below. 

§  213.3304  Department  of  State. 

(a)  Office  of  the  Secretary.  *  *  * 
(19)  One  Assistant  Chief  of  Protocol 
for  Visits. 

*  •  *  *  * 

((5  UJ3.C.  secs.  3301,  3302)  E.O.  10577,  3  CFR 
1954-58  comp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 
r  seal  i  James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 

| FR  Doc  74-  21650  FUed  9-18  74;8:45  am] 


PART  213— EXCEPTED  SERVICE 
Treasury  Department 

Section  213.3305  is  amended  to  show 
the  change  in  the  headnote  to  properly 
reflect  the  department  name  and  to  show 
that  one  additional  position  of  Staff  As¬ 
sistant  (Secretary)  to  the  Secretary  is 
excepted  under  Schedule  C. 

Effective  September  19, 1974,  S  213.3305 
(a)  (56)  is  amended  as  set  out  below. 
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§  213.3305  Department  of  the  Treasury. 

(a)  Office  of  the  Secretary.  *  •  • 

(56)  Two  Staff  Assistants  (Secretary) 
to  the  Secretary. 

•  *  *  *  * 

((5  U.S.C.  secs.  3301,  3302)  E.O.  10677,  3  CFR 
,1954-58  comp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 

[  seal  1  James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 
[FR  Doc.74-21652  Filed  9-18-74;8:45  am] 


PART  213— EXCEPTED  SERVICE 
Department  of  Defense 

Section  213.3306  is  amended  to  reflect 
the  following  title  change  from:  One 
Personal  and  Confidential  Assistant  to 
the  Assistant  to  the  Secretary  of  De¬ 
fense  for  Mutual  and  Balanced  Force 
Reductions  to  Private  Secretary  to  the 
Secretary  of  Defense,  Mutual  Balanced 
Force  Representative. 

Effective  on  September  19,  1974,  §  213. 
3306(a)  (54)  is  amended  as  set  out  below. 

§  213.3306  Department  of  Defense. 

(a)  Office  of  the  Secretary.  *  *  * 

(54)  One  Private  Secretary  to  the  Sec¬ 
retary  of  Defense,  Mutual  and  Balanced 
Force  Representative. 

•  *  *  *  * 

((5  U.S.C.  secs.  3301,  3302)  E.O.  10577,  3  CFR 
1954-58  comp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant, 
to  the  Commissioners. 

(FR  Doc.74-21651  Filed  9-18-74;8:45  am] 


PART  213— EXCEPTED  SERVICE 
Department  of  Commerce 

Section  213.3314  is  amended  to  show 
that  one  position  of  Private  Secretary 
(Confidential  Assistant)  to  the  Deputy 
Administrator,  National  Oceanic  and 
Atmospheric  Administration,  is  reestab¬ 
lished  under  Schedule  C. 

Effective  September  19, 1974,  §  213.3314 
(r)  (2)  is  amended  as  set  out  below. 

§  213.3314  Department  of  Commerce. 

*  *  *  *  * 

(r)  National  Oceanic  and  Atmospheric 
Administration.  *  *  * 

(2)  One  Private  Secretary  (Confiden¬ 
tial  Assistant)  to  the  Deputy  Adminis¬ 
trator. 

***** 

((5  U.S.C.  secs.  3301,  3302) ;  E.O.  10577  3  CFR 
1954-58  comp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive.  Assistant 
to  the  Commissioners. 
]FR  Doc.  74-21648  Filed  9-18-74;8:45  am] 


PART  213— EXCEPTED  SERVICE 
Department  of  Labor 

Section  213.3315  is  amended  to  reflect 
the  following  title  change  from  Office 
Management  Assistant  to  the  Assistant 
Secretary  for  Occupational  Safety  and 
Health  to  Private  Secretary  to  the  As¬ 
sistant  Secretary  for  Occupational  Safety 
and  Health. 

Effective  on  September  19,  1974, 

§§213.3315  (a)(3)  is  amended  and  (a) 
(39)  is  revoked  as  set  out  below. 

§  213.3315  Department  of  Labor. 

(a)  Office  of  the  Secretary.  *  *■  * 

(3)  One  Private  Secretary  to  each  As¬ 
sistant  Secretary  of  Labor  who  is  ap¬ 
pointed  by  the  President. 

***** 

(39)  [Revoked] 

***** 

((5  U.S.C.  secs.  3301,  3302)  ;  E.O.  10577,  3  CFR 
1954-58  comp.  p.  218) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant  • 
to  the  Commissioners. 
]FR  Doc.74-21647  Filed  9-18-74,8: 45  am) 


Title  7 — Agriculture 

CHAPTER  IX— AGRICULTURAL  MARKET¬ 
ING  SERVICE  (MARKETING  AGREE¬ 
MENTS  AND  ORDERS;  FRUITS,  VEGE¬ 
TABLES,  NUTS),  DEPARTMENT  OF  AGRI¬ 
CULTURE 

[Valencia  Orange  Regulation  483] 

PART  908— VALENCIA  ORANGES  GROWN 
IN  ARIZONA  AND  DESIGNATED  PART  OF 
CALIFORNIA 

Limitation  of  Handling 

This  regulation  fixes  the  quantity  of 
California-Arizona  Valencia  oranges 
that  may  be  shipped  to  fresh  market  dur¬ 
ing  the  weekly  regulation  period  Sept.  20- 
26,  1974.  It  is  issued  pursuant  to  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  Marketing 
Order  No.  908.  The  quantity  of  Valencia 
oranges  so  fixed  was  arrived  at  after 
consideration  of  the  total  available  sup¬ 
ply  of  Valencia  oranges,  the  quantity  of 
Valencia  oranges  currently  available  for 
market,  the  fresh  market  demand  for 
Valencia  oranges,  Valencia  orange  prices, 
and  the  relationship  of  season  average 
returns  to  the  parity  price  for  Valencia 
oranges. 

§  908.783  Valencia  Orange  Regulation 
483. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  908,  as  amended  (7  CFR  Part 
908),  regulating  the  handling  of  Va¬ 
lencia  oranges  grown  in  Arizona  and 
designated  part  of  California,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  U.S.C.  601-674), 
and  upon  the  basis  of  the  recommenda¬ 
tions  and  information  submitted  by  the 
Valencia  Orange  Administrative  Com¬ 
mittee,  established  under  the  said 
amended  marketing  agreement  and 
order,  and  upon  other  available  infor¬ 


mation,  it  is  hereby  found  that  the  limita¬ 
tion  of  handling  of  such  Valencia 
oranges,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

(2)  The  need  for  this  regulation  to 
limit  the  respective  quantities  of  Valen¬ 
cia  oranges  that  may  be  marketed  from 
District  1,  District  2,  and  District  3  dur¬ 
ing  the  ensuing  week  stems  from  the  pro¬ 
duction  and  marketing  situation  con¬ 
fronting  the  Valencia  orange  industry. 

(i)  The  committee  has  submitted  its 
recommendation  with  respect  to  the 
quantities  of  Valencia  oranges  that 
should  be  marketed  during  the  next  suc¬ 
ceeding  week.  Such  recommendation, 
designed  to  provide  equity  of  marketing 
opportunity  to  handlers  in  all  districts, 
resulted  from  consideration  of  the  fac¬ 
tors  enumerated  in  the  order.  The  com¬ 
mittee  further  reports  that  the  fresh 
market  demand  for  Valencia  oranges 
continues  to  be  good.  Prices  f.o.b.  aver¬ 
aged  $3.69  per  carton  on  a  reported  sales 
volume  of  731  carlots  last  week,  compared 
with  an  average  f.o.b.  price  of  $3.55  per 
carton  and  sales  of  556  carlots  a  week 
earlier.  Track  and  rolling  supplies  at  307 
cars  were  down  10  cars  from  last  week. 

( ii)  Having  considered  the  recommen¬ 
dation  and  information  submitted  by  the 
committee,  and  other  available  informa¬ 
tion,  the  Secretary  finds  that  the  respec¬ 
tive  quantities  of  Valencia  oranges  which 
may  be  handled  should  be  fixed  as  here¬ 
inafter  set  forth. 

(3)  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to 
the  public  interest  to  give  preliminary 
notice,  engage  in  public  rulemaking 
procedure,  and  postpone  the  effec¬ 
tive  date  of  this  regulation  until  30 
days  after  publication  hereof  in  the 
Federal  Register  (5  U.S.C.  553)  because 
the  time  intervening  between  the  date 
when  information  upon  which  this  regu¬ 
lation  is  based  became  available  and  the 
time  when  this  regulation  must  become 
effective  in  order  to  effectuate  the  de¬ 
clared  policy  of  the  act  is  insufficient, 
and  a  reasonable  time  is  permitted,  un¬ 
der  the  circumstances,  for  preparation 
for  such  effective  time;  and  good  cause 
exists  for  making  the  provisions  hereof 
effective  as  hereinafter  set  forth.  The 
committee  held  an  open  meeting  during 
the  current  week,  after  giving  due  notice 
thereof,  to  consider  supply  and  market 
conditions  for  Valencia  oranges  and  the 
need  for  regulation;  interested  persons 
were  afforded  an  opportunity  to  submit 
information  and  views  at  this  meeting; 
the  recommendation  and  supporting  in¬ 
formation  for  regulation  during  the  pe¬ 
riod  specified  herein  were  promptly  sub¬ 
mitted  to  the  Department  after  such 
meeting  was  held;  the  provisions  of  this 
regulation,  including  its  effective  time, 
are  identical  with  the  aforesaid  recom¬ 
mendation  of  the  committee,  and  infor¬ 
mation  concerning  such  provisions  and 
effective  time  has  been  disseminated 
among  handlers  of  such  Valencia 
oranges;  it  is  necessary,  in  order  to  effec¬ 
tuate  the  declared  policy  of  the  act,  to 
make  this  regulation  effective  during  the 
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period  herein  specified;  and  compliance 
with  this  regulation  will  not  require  any 
special  preparation  on  the  part  of  per¬ 
sons  subject  hereto  which  cannot  be  com¬ 
pleted  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was  held 
on  September  17, 1974. 

(b)  Order.  (1)  The  respective  quanti¬ 
ties  of  Valencia  oranges  grown  in  Arizona 
and  designated  part  of  California  which 
may  be  handled  during  the  period  Sep¬ 
tember  20,  1974,  through  September  26, 
1974,  are  hereby  fixed  as  follows: 

(1)  District  1:  371,000  cartons; 

(ii)  District  2:  329,000  cartons; 

(iii)  District  3:  Unlimited  movement.” 

(2)  As  used  in  this  section,  “handled”, 
“District  1”,  “District  2”,  “District  3”, 
and  “carton”  have  the  same  meaning  as 
when  used  in  said  amended  marketing 
agreement  and  order. 

(Secs.  1-19.  48  Stat.  31,  as  amended;  (7  U.S.C. 
601-674) ) 

Dated:  September  18, 1974. 

Charles  R.  Brader, 
Director,  Fruit  and  Vegetable 
Division  Agricultural  Market¬ 
ing  Service. 

[FR  Doc.74-21966  Filed  9-18-74:11:54  ami 


[Pear  Reg.  13,  Amdt.  1] 

PART  927— BEURRE  D’ANJOU,  BEURRE 
BOSC,  WINTER  NELIS,  DOYENNE  DU 
COMICE,  BEURRE  EASTER,  AND 
BEURRE  CLAIRGEAU  VARIETIES  OF 
PEARS  GROWN  IN  OREGON,  WASHING¬ 
TON,  AND  CALIFORNIA 

Grades  and  Sizes  Requirements 

This  amendment,  issued  pursuant  to 
the  amended  marketing  agreement  and 
Order  No.  927,  as  amended  (7  CFR  Part 
927;  39  FR  26714),  changes  the  expira¬ 
tion  date  of  Pear  Regulation  13  from 
September  30,  1974,  to  June  30,  1975. 
Said  regulation  became  effective  on  Au¬ 
gust  15,  1974,  and  its  other  provisions  are 
unchanged  except  that  the  period  during 
which  the  core  temperature  of  Beurre 
D’ Anjou  pears  shipped  from  the  Oregon 
and  Washington  Districts  must  have  had 
their  core  temperature  lowered  to  35* 
Fahrenheit,  or  less,  is  extended  to  Octo¬ 
ber  15, 1974. 

The  grade  and  size  requirements  for 
Beure  D’ Anjou  pears  are  that  such 
pears  grade  at  least  U.S.  No.  1  and  be 
not  smaller  than  180  size,  however,  such 
pears  which  grade  at  least  U.S.  No.  2  may 
be  shipped  if  they  are  not  smaller  than 
165  size.  Beure  D’ Anjou  pears  bearing 
unhealed  skin  punctures  not  exceeding 
9ie-inch  in  diameter  may  be  shipped  if 
they  otherwise  grade  at  least  U.S.  No.  1 
and  are  not  smaller  than  135  size.  All 
such  pears  shipped  from  the  Medford, 
Hood  River-White  Salmon -Underwood, 
Wenatchee,  and  Yakima  Districts  must 
have  had  their  core  temperature  lowered 
to  35°  Fahrenheit,  or  less,  prior  to  ship¬ 
ment  as  certified  by  the  Federal-State 
Inspection  Service. 

Beurre  Bose  pears  must  grade  at  least 
U.S.  No.  1  and  be  not  smaller  than  195 


size,  however,  such  pears  which  grade  at 
least  U.S.  No.  2  may  be  shipped  if  they 
are  not  smaller  than  180  size.  Beurre 
Bose  pears  bearing  unhealed  skin  punc¬ 
tures  not  exceeding  ^jc-inch  in  diameter 
may  be  shipped  if  they  otherwise  grade 
at  least  U.S.  No.  1  and  are  not  smaller 
than  135  size. 

Winter  Nelis  pears  must  grade  at  least 
U.S.  No.  2  and  be  not  smaller  than  195 
size. 

Doyenne  du  Comice  pears  must  grade 
at  least  U.S.  No.  2  and  be  not  smaller 
than  165  size,  however,  such  pears  bear¬ 
ing  unhealed  skin  punctures  not  exceed¬ 
ing  ^ic-inch  in  diameter  may  be  shipped 
if  they  otherwise  grade  at  least  U.S.  No.  1 
and  are  not  smaller  than  135  size. 

The  amended  regulation  also  provides 
that  any  handler  may  ship  not  more  than 
200  standard  western  pear  boxes  of  any 
variety  of  uninspected  pears  on  a  single 
conveyance  after  having  secured  permis¬ 
sion  from  the  Control  Committee  to  do 
so.  All  such  shipments  must  be  reported 
to  the  committee  to  facilitate  spot  check 
inspections. 

.The  amended  regulation  is  the  same, 
other  than  the  effective  periods  thereof, 
as  extant  §  927.313  (Pear  Regulation  13; 

39  FR  29170)  effective  pursuant  to  said 
marketing  agreement  and  order  regulat¬ 
ing  the  handling  of  Beurre  D’ Anjou, 
Beurre  Bose,  Winter  Nelis,  Doyenne  du 
Comice,  Beurre  Easter,  and  Beurre 
Clairgeau  varieties  of  pears  grown  in 
Oregon,  Washington,  and  California.  The 
program  is  effective  under  the  Agricul¬ 
tural  Marketing  Agreement  Act  of  1937, 
as  amended  (7  U.S.C.  601-674). 

The  amendment  was  unanimously  rec¬ 
ommended  by  the  Control  Committee  es¬ 
tablished  pursuant  to  said  marketing 
agreement  and  order.  The  action  is  neces¬ 
sary  to  assure  that  the  fresh  winter 
pears  shipped  will  continue  to  be  of  suit¬ 
able  quality  and  size  in  the  interest  of 
consumers  and  producers. 

Notice  uras  published  in  the  Federal 
Register  issue  of  August  20,  1974  (39  FR 
30047) ,  that  the  Department  was  giving 
consideration  to  a  proposal  to  amend 
§  927.313  by  changing  the  expiration  date 
thereof  from  September  30,  1974,  to 
June  30,  1975.  The  notice  invited  inter¬ 
ested  persons  to  submit  written  data, 
views,  or  arguments  on  the  proposal  not 
later  than  September  13,  1974.  No  such 
material  was  received. 

After  consideration  of  all  relevant 
matter  presented,  including  the  proposal 
set  forth  in  the  aforesaid  notice,  the  rec¬ 
ommendations  and  information  sub¬ 
mitted  by  the  Control  Committee,  and 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  handling  of 
such  pears,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

It  is  hereby  further  found  that  good 
cause  exists  for  not  postponing  the  effec¬ 
tive  date  of  this  amendment  until  30  days 
after  publication  in  the  Federal  Register 
(5  U.S.C.  553)  in  that  (1)  shipments  of 
such  pears  are  in  progress  and  are  ex¬ 


pected  to  continue  on  and  after  the  ex¬ 
piration  date  of  the  existing  regulation 
and  such  regulation  should  be  applicable 
to  all  shipment  made  during  the  season 
in  order  to  effectuate  the  declared  policy 
of  the  act;  (2)  the  regulatory  require¬ 
ments  are  the  same  as  those  currently  in 
effect;  and  (3)  compliance  with  this 
amended  regulation  will  not  require  any 
special  preparation  on  the  part  of  per¬ 
sons  subject  thereto  which  cannot  be 
completed  by  the  effective  time  hereof. 

Order.  The  provisions  of  §  927.313(a) 
through  subparagraph  (2)  thereof  are 
hereby  amended  to  read  as  follows: 

§  927.313  Pear  Regulation  13. 

Order,  (a)  During  the  period  Au¬ 
gust  15,  1974,  through  June  30,  1975,  no 
handler  shall  ship  any  of  the  following 
varieties  of  pears  which  do  not  meet  the 
requirements  hereinafter  specified. 

*  •  •  •  • 

(2)  Beurre  D’ Anjou  pears  shipped 
from  the  Medford,  Hood  River-White 
Salmon-Underwood,  Wenatchee,  and 
Yakima  Districts  prior  to  October  15, 
1974,  shall  have  an  appropriate  certifi¬ 
cation  by  the  Federal-State  Inspection 
Service,  issued  prior  to  shipment,  show¬ 
ing  that  the  core  temperature  of  such 
pears  has  been  lowered  to  35*  Fahren¬ 
heit  or  less; 

•  •  •  •  * 

(Secs.  1-19,  48  Stat.  31,  as  amended;  (7  U.S.C. 
601-674) ) 

Dated  September  16,  1974,  to  become 
effective  September  30,  1974. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and 
Vegetable  Division,  Agricul¬ 
tural  Marketing  Service. 

[FR  Doc.74-21788  Filed  9-18-74;8:45  am] 


PART  991— HOPS  OF  DOMESTIC 
PRODUCTION 

Expenses  of  Hop  Administrative  Commit- 
mittee  and  Rate  of  Assessment  for 
1974-75  Marketing  Year 

Notice  of  proposed  expenses  of  the 
Hop  Administrative  Committee,  and 
rate  of  assessement,  for  the  1974-75  mar¬ 
keting  year  was  published  in  the  August 
23,  1974,  issue  of  the  Federal  Register 
(39  FR  30495) .  This  action  is  pursuant  to 
§§  991.55  and  991.56  of  Marketing  Order 
No.  991,  as  amended  (7  CFR  Part  991), 
regulating  the  handling  of  hops  of  do¬ 
mestic  production.  The  amended  order 
is  effective  under  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674). 

Hie  notice  afforded  interested  persons 
an  opportunity  to  submit  written  data, 
views,  or  arguments  with  respect  to  the 
proposal.  None  were  submitted. 

The  proposal  was  based  on  a  unani¬ 
mous  recommendation  of  the  Hop  Ad¬ 
ministrative  Committee.  Expenses  of  the 
Committee  for  the  1974-75  marketing 
year  were  proposed  at  $177,220.  The 
assessment  rate  was  proposed  at  0.3  cents 
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per  pound  of  salable  hops  handled  by 
each  handler  during  the  1974-75  market¬ 
ing  year. 

After  consideration  of  all  relevant 
matter  presented,  including  that  in  the 
notice,  the  information  and  recommen¬ 
dation  submitted  by  the  Hop  Adminis¬ 
trative  Committee,  and  other  available 
information,  it  is  found  that  the  expenses 
of  the  Hop  Administrative  Committee 
and  rate  of  assessment  for  the  marketing 
year  beginning  August  1,  1974,  shall 
be  as  follows: 

§  991.309  Expenses  of  the  Hop  Admin¬ 
istrative  Committee  and  rate  of  as¬ 
sessment  for  the  1974—75  marketing 
year. 

(a)  Expenses.  Expenses  in  the  amount 
of  $177,220  are  reasonable  and  likely  to 
be  incurred  by  the  Hop  Administrative 
Committee  during  the  marketing  year 
beginning  August  1,  1974  for  its  main¬ 
tenance  and  functioning  and  for  such 
purposes  as  the  Secretary  may,  pursuant 
to  the  provisions  of  this  part,  determine 
to  be  appropriate. 

(b)  Rate  of  assessment.  The  rate  of 
assessment  for  said  marketing  year,  pay¬ 
able  by  each  handler  in  accordance  with 
§  991.56  is  fixed  at  0.3  cent  per  pound  of 
salable  hops. 

It  is  further  found  that  good  cause 
exists  for  not  postponing  the  effective 
time  of  this  action  until  30  days  after 
publication  in  the  Federal  Register  (5 
U.S.C.  553)  in  that:  (1)  The  relevant 
provisions  of  the  amended  marketing 
order  require  that  the  rate  of  assessment 
fixed  for  a  particular  marketing  year 
shall  be  applicable  to  all  salable  hops 
handled  dining  such  year;  and  (2)  the 
current  marketing  year  began  on  August 
1,  1974,  and  the  rate  of  assessment  here¬ 
in  fixed  will  automatically  apply  to  all 
such  hops  beginning  with  that  date. 

(Secs.  1-19,  48  Stat.  31,  as  amended  (7  U.S.C. 
601-674) ) 

Dated:  September  16,  1974. 

Charles  R.  Brader, 
Deputy  Director,  Fruit  and 
Vegetable  Division,  Agricul¬ 
tural  Marketing  Service. 

[FR  Doc.74-21789  Filed  9-18-74;8:45  am] 


Title  13 — Business  Credit  and  Assistance 

CHAPTER  I— SMALL  BUSINESS 
ADMINISTRATION 

[Rev.  4,  Arndt.  3] 

PART  108— LOANS  TO  STATE  AND 
LOCAL  DEVELOPMENT  COMPANIES 

Interest  Rate 

On  August  23,  1974,  Pub.  L.  93-386  (88 
Stat.  742)  was  approved  establishing 
the  rate  of  interest  on  section  7(a)  busi¬ 
ness  loans  on  a  cost  of  money  formula. 
Therefore,  in  keeping  with  that  change 
the  following  amendment  is  made  to  Re¬ 
vision  4  §  108.502-1  (h)  covering  loans  to 
local  development  companies. 

This  amendment  is  effective  as  of  Au¬ 
gust  23,  1974. 

§  108.502—1  Section  502  loans. 


(h)  Interest  rate.  Interest  rate  on  a  di¬ 
rect  section  502  loan  to  a  development 
company  and  on  SBA’s  share  of  a  sec¬ 
tion  502  loan  made  in  participation  with 
another  lending  institution  shall  be  at 
a  rate  determined  annually  by  the  Ad¬ 
ministrator  consistent  wilth  the  rate  set 
for  section  7(a)  business  loans.  For  the 
purposes  of  this  paragraph,  bank’s  share 
of  the  guaranteed  participation  shall  be 
the  entire  amount  of  the  loan  until  such 
time  as  SBA  shall  actually  purchase  its 
participation. 

***** 

Dated  September  11,  1974. 

Thomas  S.  Kleppe, 
Administrator. 

|FR  Doc.74-21679  Filed  9-18-74,8:45  am] 

Title  14 — Aeronautics  and  Space 

CHAPTER  I— FEDERAL  AVIATION  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  TRANS¬ 
PORTATION 

[Docket  No.  74-NW-4-AD;  Amendment  39- 
1969] 

PART  39— AIRWORTHINESS  DIRECTIVES 

Boeing  Model  737-100/200  Series 
Airplanes 

A  proposal  to  amend  Part  39  of  the 
Federal  Aviation  regulations  to  include 
an  airworthiness  directive  requiring  (A) 
draining  of  the  pitot-static  lines  after  a 
heavy  rain  storm,  and  (B)  terminating 
this  airworthiness  directive  by  modifying 
the  pitot-static  tubes  to  include  a  verti¬ 
cal  rise  on  the  Boeing  Model  737-100/200 
series  airplanes  was  published  in  39  FR 
16900. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  amendment.  Comments 
were  received  that  the  proposed  AD  and 
Service  Bulletin  are  not  justified  because 
existing  maintenance  practices  are  ade¬ 
quate  and  no  significant  problem  exists. 
Other  comments  were  that  the  respon¬ 
sibility  of  determining  the  level  of  storm 
required  for  AD  compliance  would  im¬ 
pose  a  severe  operational  burden  due  to 
vagueness.  One  commentator  stated  that 
the  proposed  AD  is  impractical  because 
many  airlines  operate  B-737  airplanes 
into  many  stations  where  qualified  main¬ 
tenance  personnel  are  not  stationed. 
Another  commentator  stated  that  the 
proposed  2500  hours  terminating  time  is 
not  adequate  to  cover  the  17  week  lead 
time  required  for  procurement  of  parts. 

The  FAA  has  determined  to  delete  sec¬ 
tion  (A)(1)  and  (2)  of  the  proposal 
which  required  repetitive  inspections  and 
drainings  before  the  first  flight  after  the 
airplane  has  sustained  ground  exposure 
to  heavy  rain.  These  pre-flight  actions 
can  be  more  appropriately  covered  in  a 
maintenance  alert  bulletin  which  will  be 
issued  by  the  FAA  as  a  companion  to 
this  amendment. 

The  possibility  of  erratic  altitude  read¬ 
ings  due  to  water  in  the  pitot-static  sys¬ 
tem  and  the  related  safety  implications 
do  require  the  issuance  of  this  AD.  How¬ 
ever,  the  compliance  time  has  been  ad¬ 
justed  from  2500  hours  to  3500  hours  in¬ 


asmuch  as  operational  safety  will  be  pro¬ 
vided  for  by  draining  the  pitot-static 
lines  as  specified  in  the  Boeing  737  Main¬ 
tenance  Manual  and  the  companion  FAA 
alert  bulletin. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (31  FR  13697', 

§  39.13  of  the  Federal  Aviation  Regula¬ 
tions  is  amended  by  adding  the  follow¬ 
ing  new  Airworthiness  Directive : 

Boeing:  Applies  to  all  Model  737  airplanes, 
certificated  In  all  categories,  listed  in 
Boeing  Service  Bulletin  737-34-1031 
dated  March  1,  1974,  or  later  FAA  ap¬ 
proved  revisions 

To  prevent  erroneous  information  from 
being  displayed  on  the  pitot-static  flight 
instruments : 

Within  the  next  3500  hours  time  in 
service  after  the  effective  date  of  this  AD, 
modify  the  pitot-static  tubing  to  include 
a  vertical  rise  just  inboard  of  each  pitot- 
static  probe  in  accordance  with  Boeing 
Service  Bulletin  737-34-1031,  dated 
March  1,  1974,  or  later  FAA  approved 
revisions,  or  in  a  manner  approved  by  the 
Chief,  Engineering  and  Manufacturing 
Branch,  FAA,  Northwest  Region. 

The  manufacturer’s  specifications  and 
procedures  identified  and  described  in 
this  directive  are  incorporated  herein 
and  made  a  part  hereof  pursuant  to  5 
U.S.C. 552(a)(1). 

All  persons  affected  by  this  directive 
who  have  not  already  received  these 
documents  from  the  manufacturer  may 
obtain  copies  upon  request  to  Boeing 
Commercial  Airplane  Company,  P.O. 
Box  3707,  Seattle,  Washington  98124. 
The  documents  may  be  examined  at  FAA 
Northwest  Region,  9010  East  Marginal 
Way,  Seattle,  Washington. 

This  amendment  becomes  effective 
October  25, 1974. 

(Sections  313(a),  601,  and  603  of  the  Federal 
Aviation  Act  of  1958  (  49  U.S.C.  1354(a),  1421, 
1423);  section  6(c),  Department  of  Trans¬ 
portation  Act  (49  U.S.C.  1955(c)  )  ) 

(The  incorporation  by  reference  provisions 
in  the  document  were  approved  by  the  Direc¬ 
tor  of  the  Federal  Register  on  June  19,  1967) 

Issued  in  Seattle,  Washington  on  Sep¬ 
tember  11, 1974. 

C.  B.  Walk,  Jr„ 
Director,  Northwest  Region. 

|  FR  Doc.74-21644  Filed  9-18-74:8:45  am| 


(Docket  No.  74— CE-15— AD;  Amdt.  39-1966] 

PART  39— AIRWORTHINESS  DIRECTIVES 

Cessna  310Q,  340,  402b,  414  and  421B 
Airplanes 

The  manufacturer  has  advised  that 
cracks  have  been  found  in  some  main 
landing  gear  trunnions  installed  on  cer¬ 
tain  serial  numbers  of  Cessna  Model 
310Q,  340,  402B,  414  and  421B  airplanes. 
This  condition  if  not  corrected  could  re¬ 
sult  in  failure  of  the  main  landing  gear 
trunnion.  Such  failure  could  result  in 
collapse  of  the  main  landing  gear  or  pre¬ 
vent  its  retraction  or  extension.  The 
manufacturer  has  initiated  action  to  re¬ 
move  all  effected  parts  from  production 
and  aircraft  in  service.  Since  the  above 
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condition  is  likely  to  exist  or  develop  in 
other  airplanes  of  the  same  type  design 
the  agency  is  issuing  an  Airworthiness 
Directive  (AD)  applicable  to  the  above 
mentioned  aircraft  requiring  inspection 
of  the  main  landing  gear  upper  struts 
having  these  trunnions. 

Since  a  situation  exists  which  requires 
expeditious  adoption  of  the  amendment, 
notice  and  public  procedure  hereon  are 
impracticable  and  good  cause  exists  for 
making  the  amendment  effective  in  less 
than  thirty  (30)  days. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  14  CFR  11.89 
(31  FR  13697),  §  39.13  of  Part  39  of  the 
Federal  Aviation  regulations  is  amended 
by  adding  the  following  new  AD. 

Cessna.  Applies  fco  Models  310Q  (Serial  Num¬ 
bers  1038  through  1069,  1071  through 
1081,  1083  through  1086,  1088  through 
1105,  1107,  1109,  1110.  1112,  1113,  1115 
through  1118, 1122,  1123, 1125  and  1126); 
Model  340  (Serial  Numbers  0325  through 
0354);  Model  402B  (Serial  Numbers  0575 
through  0581,  0583  through  0586,  0588, 
0590  through  0611,  0613,  0614  and  0617); 
Model  414 '(Serial  Numbers  0503  through 
0529,  0531  and  0532);  and  Model  421B 
(Serial  Numbers  0322,  0584  through 
0625,  0627,  0629  through  0633,  0635  and 
0636)  airplanes. 

Compliance;  Required  as  indicated, 
unless  already  accomplished. 

To  preclude  possible  main  landing  gear 
trunnion  failure,  accomplish  the  follow¬ 
ing; 

(A)  Within  25  hours’  time  in  service  after 
the  effective  date  of  this  AD.  visually  inspect 
the  LH  and  RH  main  landing  gear  assembly 
to  determine  whether  the  landing  gear  as¬ 
sembly  serial  numbers  fall  within  the  fol¬ 
lowing  serial  number  blocks: 


Aircraft  Main  landing  gear  assembly  aerials  affected 

models  - 

affected  L/H  R/H 


Model  310Q_  B170  through  B279__  W146  through  W273. 
Model 340...  B199  through  B345..  B164  through  B330. 
Model  402B.  B199  through  B345_.  B 164  through  B330. 
Model  414...  Bl!»  through  B346..  B 164  through  B330. 
Model  421B.  W108  through  W 185..  W090  through  W170. 


If  a  main  landing  gear  assembly  falls  within 
the  above  serial  number  blocks,  visually  in¬ 
spect  the  trunnions  for  cracks  or  forming 
flaws  in  accordance  with  Cessna  Service  Let¬ 
ter  ME74—14  dated  August  9,  1974,  or  subse¬ 
quent  revisions.  Repeat  these  Inspections  at 
intervals  of  25  hours’  time  in  service  there¬ 
after  until  the  trunnions  are  replaced. 

(B)  If  cracks  or  forming  flaws  are  found 
during  any  inspection  required  by  Paragraph 
A,  prior  to  further  flight,  replace  the  main 
landing  gear  upper  strut  with  an  airworthy 
part  in  accordance  with  Cessna  Service  Kit 
421-63. 

(C)  Within  100  hours’  time  in  service  after 
the  effective  date  of  this  AD,  replace  main 
landing  gear  upper  strut  assemblies  of  the 
serial  numbers  listed  in  Paragraph  A  with  an 
airworthy  part  in  accordance  with  Cessna 
Service  Kit  421-63. 

(D)  The  inspections  required  by  this  AD 
may  be  discontinued  upon  replacement  of 
the  affected  main  landing  gear  upper  strut 
assemblies. 

(E)  Any  equivalent  method  of  compliance 
with  this  AD  must  be  approved  by  the  Chief, 
Engineering  and  Manufacturing  Branch, 
PAA,  Central  Region. 


This  amendment  becomes  effective  Sep¬ 
tember  25,  1974. 

(Sections  313(a),  601  and  603  of  the  Federal 
Aviation  Act  of  1958  (49  U.S.C.  1354(a),  1421 
and  1423),  and  of  section  6(c)  of  the  De¬ 
partment  of  Transportation  Act  (49  UJ3.C. 
1655(c))) 

Issued  in  Kansas  City,  Missouri,  on 
September  11,  1974. 

A.  L.  Coulter, 
Director,  Central  Region. 
[FR  Doc.74-21643  Filed  9-18-74;8:45  am] 


(Docket  No.  73-SO-36;  Amendment  39-1964] 

PART  39 — AIRWORTHINESS  DIRECTIVES 
Piper  PA-34-200  Airplanes 

Amendment  39-1665  (38  FR  15830), 
AD  73-13-1  requires  repetitive  inspection 
of  the  rudder  tab  for  excessive  free-play 
on  Piper  Model  PA-34-200  airplanes. 
Amendment  39-1936  (39  FR  30480)  was 
issued  to  eliminate  the  need  for  repeti¬ 
tive  inspection  after  the  airplane  is  modi¬ 
fied  in  accordance  with  Piper  Rudder 
Trim  Mechanism  Kit  Part  No.  760  800V. 
In  formulating  the  revision  to  the  AT),  a 
mistake  was  made  referring  to  the  repet¬ 
itive  inspection  paragraph. 

Since  this  amendment  is  corrective  and 
imposes  no  additional  burden  on  any  per¬ 
son,  notice  of  public  procedure  hereon 
are  unnecessary  and  the  amendment 
may  be  made  effective  in  less  than  30 
days. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (31  FR  13697), 

3  39.13  of  Part  39  of  the  Federal  Avia¬ 
tion  regulations,  Amendment  39-1665 
(39  FR  30480) ,  AD  73-13-1  is  amended  to 
correct  the  paragraph  reference  for  the 
repetitive  inspection. 

73-13-01  Piper.  Amendment  39-1665  as 
amended  by  Amendment  39-1936  and  as 
further  amended  by  39-1964  to  all  Piper 
Model  PA-34-200  “Seneca”  airplanes, 
S/Ns  34-E4,  34-7250001  and  up.  Compli¬ 
ance  required  as  indicated. 

(a)  Within  the  next  10  hours  time  in 
service  after  the  effective  date  of  this 
AD,  unless  already  accomplished,  deter¬ 
mine  the  rudder  trim  tab  “free  play”  as 
follows; 

(1)  Adjust  rudder  trim  tab  to  neutral 
position  with  rudder  trim  wheel. 

(2)  Index  tab  to  rudder.  Use  straight 
edge  at  trailing  edge,  making  marks  on 
rudder  and  tab  that  coincide. 

(3)  Hold  light  finger  pressure  against 
rudder  tab  in  one  'irection  and  measure 
distance  between  marks. 

(4)  Reverse  direction  of  finger  pres¬ 
sure  on  rudder  tab  and  measure  distance 
between  marks. 

(5)  “Free  play”  of  the  rudder  tab  is 
the  sum  of  the  distances  measured  in  (3) 
and  (4)  above  and  should  not  exceed  .125 
inches. 

(b)  If  rudder  tab  “free  play”  exceeds 
.125  inches,  check  the  travel  control  arm 
assembly,  P/N  96220-00  (ref.  Fig.  60,  PA- 
34  parts  catalog) ,  for  wear  at  the  center 
bolt  and  at  the  bolt  attaching  the  rudder 
trim  rod  assembly  to  the  control  arm. 
Replace  the  arm  assembly  and  associated 


hardware  if  there  is  any  noticeable  wear 
or  elongation  of  the  bolt  holes. 

<c)  Also  check  for  end  play  in  the 
rudder  trim  barrel,  P/N  96596-00  (Ref. 
Fig.  34,  PA-34  parts  catalog).  If  end 
play  exists,  shim  between  the  forward 
barrel  mount  support  assembly  and  bar¬ 
rel.  Reduce  end  play  to  the  minimum 
amount  attainable  without  causing  ex¬ 
cessive  system  friction. 

Note:  Shim  (P/N  62833-1 8V)  is  a  lami¬ 
nate  made  of  10  pieces  of  .002  inch  brass 
shim  stock,  although  it  appears  to  be  one 
solid  piece.  The  proper  thickness  of  shim 
material  may  b3  obtained  by  peeling  off 
layers  as  required. 

(d)  Upon  completion  of  any  adjust¬ 
ments,  re-check  “free  play”  in  accord¬ 
ance  with  the  procedures  of  (a)(3), 
(a)(4),  and  (a)(5)  to  ascertain  that 
travel  is  less  than  .125  inches. 

(e)  Repeat  the  above  inspection  every 
100  hours  time  in  service  after  the  initial 
inspection. 

Piper  Service  Bulletin  No.  390A  per¬ 
tains  to  this  same  subject. 

When  the  airplane  is  modified  with 
Piper  Rudder  Trim  Mechanism  Kit, 
Piper  P/N  760800V,  the  repetitive  inspec¬ 
tions  of  (e)  are  no  longer  required. 

Piper  Service  Letter  No.  714  pertains 
to  this  same  subject. 

Amendment  39-1665  became  effective 
June  18,  1973. 

Amendment  39-1936  became  effective 
August  30,  1974. 

This  amendment  becomes  effective 
September  30, 1974. 

(Sections  313(a),  601,  and  603  of  the  Federal 
Aviation  Act  of  1958  (49  U.S.C.  1354(a),  1421, 
and  1423)  and  of  section  6(c)  of  the  Depart¬ 
ment  of  Transportation  Act  (49  US.C. 
1655(c))) 

Issued  in  East  Point,  Georgia  on  Sep¬ 
tember  10, 1974. 

P.  M.  Swatek, 

Director, 
Southern  Region. 

[FR  Doc.74-21642  Filed  9-18-74,8:45  am] 


Title  20 — Employees’  Benefits 

CHAPTER  III— SOCIAL  SECURITY  ADMIN¬ 
ISTRATION,  DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 

[Regulations  No.  5] 

PART  405— FEDERAL  HEALTH  INSUR¬ 
ANCE  FOR  THE  AGED  AND  DISABLED 
(1965- . ) 

Subpart  M — Conditions  for  Coverage  of 
Services  of  Independent  Laboratories 

On  July  2,  1974,  there  was  published 
in  the  Federal  Regsiter  (39  FR  24464)  a 
notice  of  proposed  rulemaking  which  set 
forth  proposed  amendments  to  regula¬ 
tions  relating  to  the  conditions  for  cov¬ 
erage  of  services  of  independent  labora¬ 
tories. 

Interested  parties  were  given  the  op¬ 
portunity  to  submit  within  15  days,  data, 
views,  or  arguments  with  regard  to  the 
proposed  amendments.  A  previous  no¬ 
tice  of  proposed  rulemaking  setting  forth 
proposed  rules  relating  to  the  conditions 
for  coverage  of  services  of  independent 
laboratories  was  published  in  the  Fed- 
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eral  Register  <37  PR  3492)  on  Febru¬ 
ary  16, 1972.  At  that  time  Interested  par¬ 
ties  were  given  a  30-day  period  to  sub¬ 
mit  comments.  Due  to  the  length  of 
time  that  had  elapsed  6ince  the  initial 
notice,  as  well  as  the  substantive  changes 
that  had  been  made,  it  was  felt  essen¬ 
tial  by  the  Commissioner  of  Social  Se¬ 
curity  and  the  Secretary  of  Health,  Ed¬ 
ucation,  and  Welfare  to  publish  a  new 
notice  of  proposed  rulemaking.  Most  of 
the  changes  from  the  1972  proposal  to 
the  1974  proposal  were  of  a  clarifying 
nature  with  the  exception  of  a  major 
change  agreed  upon  by  the  Social  Se¬ 
curity  Administration,  the  Center  for 
Disease  Control,  and  the  Bureau  of 
Quality  Assurance  of  the  Public  Health 
Service  with  regard  to  the  condition  for 
quality  control  (5  405.1317). 

In  order  to  achieve  coordination  of  the 
technical  standards  with  those  promul¬ 
gated  under  the  Clinical  Laboratories 
Improvement  Act  of  1967,  it  was  decided 
to  substitute  the  standard  on  quality 
control  currently  in  effect  under  the 
Clinical  Laboratories  Improvement  Act 
regulation  for  §  405.1317  (Quality  Con¬ 
trol),  as  announced  under  the  notice  of 
proposed  rulemaking  of  July  2, 1974.  This 
requirement  is  now  being  adopted.  The 
Center  for  Disease  Control  is  expected  to 
propose  revised  quality  control  regula¬ 
tions  within  the  next  year;  therefore, 
comments  received  on  quality  control 
standards  in  the  Notice  were  reviewed 
with  the  expectation  that  they  will  be 
reviewed  again  when  conforming  revi¬ 
sions  are  concurrently  proposed  for  the 
conditions  for  coverage  of  services  of  in¬ 
dependent  laboratories  participating  in 
the  Medicare  program  at  that  time.  The 
regulations  require  that  all  clinical 
laboratories  must  successfully  participate 
in  a  proficiency  testing  program  in 
specialties  in  which  the  laboratory  is  ap¬ 
proved  to  perform  tests.  The  Department 
is  concerned  about  the  variations  which 
exist  in  the  way  in  which  government  and 
privately  sponsored  proficiency  testing 
programs  are  conducted  and  is  moving  to 
develop  criteria  and  standards  for  defin¬ 
ing  an  acceptable  proficiency  testing 
program. 

The  following  changes  have  been  made 
as  a  result  of  comments  that  were 
received: 

1.  We  received  several  suggestions  for 
changes  in  our  definition  of  an  independ¬ 
ent  laboratory  (§  405.1310)  that  recom¬ 
mended  that  those  physician  office  labo¬ 
ratories  which  are  performing  tests  on 
referral  from  other  physicians  be  made 
subject  to  the  Conditions  for  Coverage  of 
Services  of  Independent  Laboratories. 
Accordingly,  we  have  modified  the  re¬ 
quirement  by  requiring  that  a  physicians 
laboratory  that  accepts  at  least  100 
specimens  in  any  category  during  any 
calendar  year  on  referral  from  other 
physicians  is  subject  to  the  conditions 
set  forth  in  the  regulation. 

2.  Also  on  §  405.1310,  we  received  sev¬ 
eral  suggestions  to  change  the  definition 
of  “subsequent  to  graduation”  to  remove 
the  proposed  limitation  concerning  the 
pre-degree  experience  that  could  be  used 
in  meeting  the  generalized  experience  re- 
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quirement  for  director  or  supervisor. 
Previously,  we  had  limited  the  pre-degree 
training  that  could  be  counted  towards 
the  experience  requirement  for  director 
or  supervisor  to  one-half  the  required 
total.  Several  professional  groups. con¬ 
tended  that  pre-degree  experience  was 
just  as  valid  as  post-degree  experience; 
we  agree  than,  therefore,  have  deleted 
the  portion  of  the  paragraph  contain¬ 
ing  this  restriction. 

3.  Many  suggestions  were  received  to 
expand  the  definition  of  technician 
trainee  in  order  to  insure  that  the  re¬ 
quired  experience  is  of  a  significant  type, 
and  does  not  consist  of  performing 
menial  laboratory  tasks.  Therefore,  we 
revised  the  experience  requirement  in 
§  405.1310(g)  to  require  on-the-job  ex¬ 
perience,  and  we  designated  that  the  re¬ 
quired  structured  training  program  must 
be  approved  by  the  State  agency. 

4.  In  §  405.1310(1)  we  made  a  change 
in  the  wording  of  the  definition  of  “radio¬ 
bioassay,”  in  response  to  a  number  of 
suggestions  that  we  provide  that  certain 
tests  usually  categorized  as  radiobio¬ 
assay  tests  can  actually  be  performed 
under  the  specialty  of  chemistry. 

5.  On  §405.1314  (Clinical  Laborato¬ 
ries;  tests  performed),  we  received  sev¬ 
eral  comments  regarding  the  prior  policy 
of  permitting  certified  laboratories  to 
refer  tests  to  other  certified  laboratories, 
even  though  the  referring  laboratory 
had  the  necessary  equipment,  space, 
facilities,  and  personnel  to  perform  the 
tests  referred.  It  was  felt  that  such  re¬ 
ferral  permission  would  make  assessment 
of  the  new,  more  stringent  quality  con¬ 
trol  requirements  much  more  difficult; 
therefore,  we  have  deleted  the  portion  of 
§  405.1314  which  permitted  referral  of 
laboratory  tests.  This  brings  us  into  line 
with  the  Center  for  Disease  Control  in 
this  area,  since  CDC  does  not  permit 
laboratories  to  refer  tests  under  its 
Clinical  Laboratories  Improvement  Act 
of  1967. 

6.  In  §  405.1314(a)  (proficiency  test¬ 
ing)  language  was  added  to  make  It 
clear  that  proficiency  testing  results  of 
participating  laboratories  should  be  made 
routinely  available  to  the  State  agency, 
which  means  in  effect  that  the  labora¬ 
tory  agrees  to  permit  the  examining 
agencies  (i.e..  College  of  American 
Pathologists,  American  Association  of 
Bioanalysts,  and  the  Center  for  Disease 
Control)  to  send  a  copy  of  the  testing 
results  to  the  State  agency.  Additional 
language  was  added  to  this  section  to 
clarify  the  exception  that  is  allowable  in 
case  proficiency  testing  in  a  particular 
specialty  or  subspecialty  is  not  available 
to  the  laboratory. 

7.  Section  405.1312(a)  (1)  has  been 
modified  to  clarify  the  intent  of  the  re¬ 
quirement  relating  to  multiple  director¬ 
ship  of  laboratories  by  one  individual. 
The  requirement  now  clearly  specifies 
that  a  qualified  individual  may  serve  as 
a  director,  on  a  full  or  regular  part-time 
basis,  of  up  to  three  laboratories.  It 
further  specifies  that,  for  each  labora¬ 
tory  that  he  directs  above  a  total  of 
three,  he  must  provide  for  a  qualified  as- 
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sociate  director.  The  previous  wording 
was  misleading  and  could  have  been  in¬ 
terpreted  as  meaning  that  an  individual 
directing  more  than  three  laboratories 
required  an  associate  director  for  each 
laboratory  rather  than  each  laboratory 

nhnvp  thrpp 

8.  Section  405.1312(b)  (5)  has  been 
modified  to  provide  that,  in  States  where 
licensure  law  requires  experience  quali¬ 
fications  prior  to  issuance  of  a  license 
to  an  individual  as  a  laboratory  director, 
this  qualifying  experience  may  be  used 
for  purposes  of  meeting  Medicare  re¬ 
quirements  relating  to  directorship  of  a 
laboratory.  This  section  now  specifies 
that  qualifying  experience  required  by 
State  law  for  licensure  as  a  clinical  lab¬ 
oratory  director  obtained  prior  to  Jan¬ 
uary  1,  1968,  may  be  used  to  extend  the 
allowable  Medicare  qualifying  period 
past  this  date,  e.g.,  an  individual  with  1 
year  of  qualifying  experience  would  have 
the  allowable  qualifying  experience  date 
extended  to  January  1,  1969;  an  individ¬ 
ual  with  2  years,  to  January  1,  1970,  etc. 
This  change  was  instituted  to  provide  for 
uniformity  and  equity  in  determining 
allowable  qualifying  experience  as  a  lab¬ 
oratory  director  so  as  not  to  penalize 
individuals  for  variances  in  State  licen¬ 
sure  requirements. 

In  addition,  wording  in  this  section  has 
been  clarified  to  specify  that,  once  a  lab¬ 
oratory  director  has  been*"  determined  to 
meet  Medicare  requirements,  the  individ¬ 
ual  will  continue  to  qualify,  in  this  ca¬ 
pacity  regardless  of  whether  he  or  she 
moves  to  a  similar  position  in  another 
laboratory.  Although  this  was  the  intent 
of  the  original  section,  the  wording  was 
considered  too  vague. 

9.  Due  to  the  numerous  comments  re¬ 
ceived  regarding  possible  confusion  in  the 
numbering  scheme  used  in  §  405.1315,  we 
have  revised  the  numbering  to  provide 
for  a  separate  paragraph  for  each  cate¬ 
gory  of  technical  personnel,  by  qualifica¬ 
tions  and  duties.  We  have  also  clarified 
this  section  to  specify  that  the  profi¬ 
ciency  examination  for  laboratory  tech¬ 
nicians,  technologists,  and  cytotechnolo- 
gists  will  be  used  to  qualify  individuals 
in  these  areas  only  until  January  1, 1978. 

10.  The  proposed  regulations  required 
a  supervisor  to  be  present  whenever  lab¬ 
oratory  procedures  were  being  performed 
or  specimens  examined.  It  was  suggested 
that  this  terminology  would  also  include 
procedures  such  as  staining  slides,  which 
is  a  routine  task  not  requiring  onsite 
supervision.  The  language  in  §  405.1313 
(a)  (1)  has  been  changed  so  that  the 
presence  of  an  onsite  supervisor  is  re¬ 
quired  only  when  slide  preparations  are 
being  examined. 

The  following  are  among  the  substan¬ 
tive  comments  that  were  not  accepted: 

1.  We  received  several  suggestions  that 
a  laboratory  located  on  hospital  premises 
which  serves  not  only  that  hospital  but 
several  others,  be  deemed  to  be  an  in¬ 
dependent  laboratory  since  it  is  in  effect 
acting  as  such.  This  suggestion  was  not 
adopted  primarily  because  a  hospital- 
based  laboratory  represents  an  essential 
part  of  the  hospital’s  services  and  plays 
a  crucial  role  in  protecting  the  health 
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and  safety  of  the  patients  it  serves.  It  is 
felt  that  a  significant  degree  of  supervi¬ 
sion  by  the  medical  staff  of  the  hospital 
and  a  corresponding  significant  degree 
of  control  by  the  governing  board  is  es¬ 
sential  to  the  successful  performance  of 
the  laboratory. 

2.  There  were  several  comments  re¬ 
ceived  regarding  the  establishment  of 
trainee  and  aide  positions  in  the  areas 
of  technologist  and  technician  respec¬ 
tively.  The  technologist  trainee  position 
was  rejected  as  it  was  felt  that  a  bache¬ 
lor’s  degree  without  previous  supportive 
experience  as  a  technician  would  not 
qualify  an  individual  to  function  as  an 
aide  in  this  highly  specialized  type  of 
work.  The  establishment  of  a  technician 
aide  position  is  not  considered  needed 
and  it  would  represent  the  creation  of  a 
job  that  is  below  acceptable  health  and 
safety  levels. 

Effective  date.  These  amendments  shall 
be  effective  October  21, 1971. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  13.800,  Health  Insurance  for  the 
Aged — Hospital  Insurance;  No.  13.801,  Health 
Insurance  for  the  Aged — Supplementary 
Medical  In ,  irance ) 

Dated:  August  16, 1974. 

J.  B.  Cardwell, 

Commissioner  of  Social  Security. 
Approved:  September  13, 1974. 

Caspar  W.  Weinberger. 

Secretary  of  Health,  Education, 
and  Welfare. 

Subpart  M  of  Part  405  of  Chapter  in 
of  Title  20  of  the  Code  of  Federal  Regu¬ 
lations  is  revised  to  read  as  follows : 

Subpart  M — Conditions  for  Coverage  of  Services 
of  Independent  Laboratories 

Sec. 

405.1310  Definitions. 

405.1311  Condition — compliance  with  State 

and  local  laws. 

405.1312  Condition— clinical  laboratories; 

laboratory  director. 

405.1313  Condition— clinical  laboratory;  su¬ 

pervision. 

405.1314  Condition — clinical  laboratory; 

tests  performed. 

405.1315  Condition — clinical  laboratory; 

technical  personnel. 

405.1316  Condition — clinical  laboratory; 

management. 

405.1317  Condition — quality  control. 

(Secs.  1102,  1861(a)  (10)  and  (11),  1864,  1871, 
49  Stat.  647,  as  amended,  79  Stat.  322,  79  Stat. 
325-326,  79  Stat.  331;  42  UB.C.  1302,  1395x(s) 
(10)  and  (11),  1395aa,  and  1395hh). 

Subpart  M — Conditions  for  Coverage  of 
Services  of  Independent  Laboratories 

§  405.1310  Definitions. 

For  purposes  of  this  Subpart  M,  the 
following  definitions  apply: 

(a)  Independent  laboratory.  An  inde¬ 
pendent  laboratory  performing  diagnos¬ 
tic  tests  means  one  which  Is  independent 
both  of  the  attending  or  consulting  phy¬ 
sician’s  office  and  of  a  hospital  which 
meets  at  least  the  requirements  specified 
in  section  1861(e)  of  the  Act  to  qualify 
for  payment  for  emergency  hospital  serv¬ 
ices  under  section  1814(d)  of  the  Act.  A 
laboratory  which:  (1)  is  located  in  a  hos¬ 
pital  which  meets  at  least  the  require¬ 


ments  specified  in  section  1861(e)  of  the 
Act  to  qualify  for  payment  for  emergency 
hospital  services  under  section  1814(d) 
of  the  Act  or,  if  outside  the  hospital,  is 
operated  under  the  supervision  of  the 
hospital  or  its  organized  medical  staff, 
and  (2)  serves  the  hospital’s  patients,  is 
not  an  independent  laboratory.  Services 
furnished  by  out-of-hospital  laboratories 
under  the  direction  of  a  physician,  such 
as  a  pathologist,  are  considered  to  be 
subject  to  the  conditions  where  the  phy¬ 
sician  holds  himself  and  the  facilities  of 
his  office  out  to  other  physicians  as  being 
available  for  the  performance  of  diagnos¬ 
tic  tests.  A  laboratory  maintained  by  a 
physician  for  performing  diagnostic  tests 
for  his  own  patients  is  exempt  from  the 
conditions  unless  such  laboratory  ac¬ 
cepts  at  least  100  specimens  in  any  cate¬ 
gory  during  any  calendar  year  diagnostic 
tests  on  referral  from  other  physicians. 
For  purposes  of  this  paragraph  a  cate¬ 
gory  shall  be  one  of  the  following:  (i) 
Microbiology  and  serology:  (ii)  clinical 
chemistry;  (iii)  immunohematology; 
(iv)  hematology;  (v)  pathology;  (vi) 
radiobioassay. 

(b)  Clinical  laboratory.  The  term 
“clinical  laboratory’’  means  a  facility  for 
the  microbiological,  serological,  chemi¬ 
cal,  hematological,  radiobioassay,  cyto- 
logical,  immunohematological,  patholog¬ 
ical  or  other  examination  of  materials 
derived  from  the  human  body,  for  the 
purpose  of  providing  information  for  the 
diagnosis,  prevention,  or  treatment  of 
any  disease  or  assessment  of  a  medical 
condition. 

(c)  Proficiency  testing  program.  A 
proficiency  testing  program  is  one  which 

(1)  is  either  operated  or  approved  by  the 
State  agency,  or  by  the  Secretary,  and 

(2)  meets  at  a  minimum  the  require¬ 
ments  for  a  proficiency  testing  program 
acceptable  to  the  Secretary. 

(d)  Subsequent  to  graduation.  The 
phrase  “subsequent  to  graduation” 
means  laboratory  training  and  ex¬ 
perience  acquired  after  receipt  of  the 
degree  specified.  However,  for  purposes 
of  §  405.1312  or  $  405.1313,  experience  as 
a  technologist  in  an  approved  clinical 
laboratory,  which  was  gained  prior  to 
acquiring  such  degree,  or  prior  to  quali¬ 
fying  as  a  technologist  under  S  405.1315 
(b)  (4) ,  may  be  substituted  on  an 
equivalency  basis  of  1.5  years  of  such  ex¬ 
perience  for  every  1  year  of  postdegree 
training  and  experience,  and  experience 
as  a  general  supervisor  in  an  approved 
clinical  laboratory,  which  was  gained 
prior  to  acquiring  such  degree,  may  be 
substituted  on  a  1-for-l  basis. 

(e)  Director  at  the  doctoral  level.  The 
term  “director  at  the  doctoral  level” 
means  a  person  having  the  qualifications 
described  in  9  405.1312(b)  except  for 
paragraphs  (b)  (5)  (ii) ,  (iii) ,  and  (iv) . 

(f)  Consultation.  A  “consultation”  is 
a  communication  between  two  or  more 
physicians  concerning  the  diagnosis  or 
treatment  in  a  given  case.  Consultation 
would,  when  Indicated,  include  history 
taking,  examination  of  the  patient,  and 
rendering  to  the  attending  physician  an 
opinion  concerning  diagnosis  and/or 
treatment. 


(g)  Technician  trainee.  The  term 
“technician  trainee”  means  a  high  school 
graduate  or  equivalent  who  is  gaining 
the  required  2  years  of  clinical  labora¬ 
tory  on-the-job  experience  to  qualify  as 
a  technician,  and  is  participating  in  a 
structured  training  program  approved  by 
the  State  agency  designed  to  provide  the 
trainee  with  a  broad  range  of  laboratory 
procedures  of  progressive  technical 
difficulty. 

(h)  Personal  and  direct  supervision. 
The  phrase  “personal  and  direct  super¬ 
vision”  means  that  a  qualified  general 
supervisor  or  supervisory  cytotechnolo- 
gist,  where  applicable,  is  present  in  the 
immediate  bench  area  when  laboratory 
procedures  are  being  performed. 

(i)  Approved  clinical  laboratory.  The 
term  “approved  clinical  laboratory” 
means  a  clinical  laboratory — with  a  di¬ 
rector  at  the  doctoral  level — of  a  hospi¬ 
tal,  a  health  department,  university, 
medical  research  institution  or  military 
installation  of  the  United  States  Gov¬ 
ernment;  or,  a  clinical  laboratory  ap¬ 
proved  under  this  subpart;  or,  a  clinical 
laboratory  licensed  under  The  Clinical 
Laboratories  Improvement  Act  of  1967; 
or,  in  a  State  which  regulates  clinical 
laboratory  personnel,  a  clinical  labora¬ 
tory  acceptable  to  that  State. 

(j)  Accredited.  The  term  “accredited” 
means  having  the  approval  conferred 
upon  schools,  Institutions,  or  programs 
where  appropriate  by  a  nationally  recog¬ 
nized  accrediting  agency  or  association 
as  determined  by  the  U.S.  Commissioner 
of  Education. 

(k)  Substitution  of  education  for  ex¬ 

perience.  The  phrase  “substitution  of 
education  for  experience,”  applies  only 
to  99  405.1313(b)(5),  405.1315(b)(5), 

and  405.1315(e)  (5)  and  means  that  a 
minimum  of  30  semester  hours  of  credit 
from  an  approved  school  of  medical  tech¬ 
nology,  or  towards  a  bachelor’s  degree 
from  an  accredited  institution  with  a 
chemical,  physical,  or  biological  science 
as  his  major  subject  is  considered  'equiv¬ 
alent  to  2  years  of  experience.  Additional 
education  is  equated  at  the  rate  of  15 
semester  hours  of  credit  for  1  year  of 
experience. 

(l)  Radiobioassay.  The  term  “radio¬ 
bioassay”  means  (1)  an  examination  to 
identify  radionuclides  or  determine  and 
quantitate  body  levels  of  radionuclides 
which  are  taken  in  by  chronic  or  acute 
absorption,  ingestion,  or  inhalation;  and 
(2)  following  the  administration  of  a 
radioactive  material  to  a  patient,  the 
subsequent  analysis  of  a  body  fluid,  or 
excreta  in  order  to  evaluate  body  func¬ 
tion. 

§405.1311  Condition— -C  o  m  p  1  i  a  n  c  e 
with  State  and  local  laws. 

The  laboratory  shall  conform  with  all 
applicable  State  and  local  laws. 

(a)  Standard;  licensure.  Any  labora¬ 
tory  located  in  any  State  in  which  State 
or  applicable  local  law  provides  for  the 
licensing  of  laboratories  is  (1)  licensed 
pursuant  to  such  law,  or  (2)  approved, 
by  the  agency  of  the  State  or  locality  re¬ 
sponsible  for  licensing  laboratories,  as 
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meeting  the  standards  established  for 
such  licensing. 

(b>  Standard;  licensed  staff.  The  direc¬ 
tor  and  the  staff  of  the  laboratory  are  li¬ 
censed  or  registered  in  accordance  with 
applicable  laws. 

(c)  Standard;  fire  and  safety.  The  lab¬ 
oratory  is  in  conformity  yith  laws  relat¬ 
ing  to  fire  and  safety,  and  to  other  rele¬ 
vant  matters. 

§  405.1312  Condition — clinical  labora¬ 
tories;  laboratory  director. 

The  clinical  laboratory  is  under  the  di¬ 
rection  of  a  qualified  person. 

<a)  Standard;  administration.  The 
laboratory  has  a  director  who  adminis¬ 
ters  the  technical  and  scientific  opera¬ 
tion  of  the  laboratory  Including  the  re¬ 
porting  of  findings  of  laboratory  tests. 
The  factors  explaining  the  standard  are 
as  follows: 

(1)  The  director  serves  the  laboratory 
full  time,  or  on  a  regular  part-time  basis. 
If  on  a  regular  part-time  basis,  he  (i) 
does  not  individually  serve  as  director  of 
more  than  three  laboratories  (hospital 
or  independent),  or  (ii)  if  he  does  in¬ 
dividually  serve  as  director  of  more  than 

■  three  laboratories,  provides  for  an  asso¬ 
ciate  in  each  additional  laboratory,  qual¬ 
ified  under  the  standard  in  paragraph 
(b)  of  this  section,  to  serve  as  assistant 
director  in  each  laboratory.  Such  assist¬ 
ant  director  does  not  serve  more  than 
three  laboratories. 

(2)  Commensurate  with  the  labora¬ 
tory  workload,  the  director  spends  an 
adequate  amount  of  time  in  the  labora¬ 
tory  to  direct  and  supervise  the  techni¬ 
cal  performance  of  the  staff  and  is 
readily  available  for  personal  or  tele¬ 
phone  consultation. 

(3)  The  director  is  responsible  for  the 
proper  performance  of  all  tests  made  in 
the  laboratory. 

<4)  The  director  is  responsible  for  the 
employment  of  qualified  laboratory  per¬ 
sonnel  and  their  inservice  training. 

(5)  If  the  director  is  to  be  continuously 
absent  for  more  than  1  month,  arrange¬ 
ments  are  made  for  a  qualified  substitute 
director. 

(b)  Standard;  laboratory  director — 
qualification.  The  laboratory  director 
meets  one  of  the  following  requirements: 

(1)  Is  a  physician  certified  in  anatomi¬ 
cal  and/or  clinical  pathology  by  the 
American  Board  of  Pathology  or  the 
American  Osteopathic  Board  of  Pa¬ 
thology  or  possesses  qualifications  which 
are  equivalent  to  those  required  for  such 
certification  (board  eligible); 

(2)  Is  a  physician  who  (i)  is  certified 
by  the  American  Board  of  Pathology  or 
the  American  Osteopathic  Board  of 
Pathology  in  at  least  one  of  the  labora¬ 
tory  specialties,  or  (ii)  is  certified  by  the 
American  Board  of  Medical  Microbiology, 
the  American  Board  of  Clinical  Chem¬ 
istry,  the  American  Board  of  Bioanalysis, 
or  other  national  accrediting  board  in 
one  of  the  laboratory  specialties,  or  (iii) 
is  certified  by  the  American  Society  of 
.Cytology  to  practice  cytopathology  or 
possesses  qualifications  which  are  equiv¬ 
alent  to  those  required  for  such  certi¬ 
fication  (also  see  the  last  sentence  of 


5  405.1314(b)(9)),  or  (lv)  subsequent  to 
graduation  has  had  4  or  more  years  of 
full-time  general  laboratory  training  and 
experience  of  which  at  least  2  years  were 
spent  acquiring  proficiency  in  one  of  the 
laboratory  specialties  in  an  approved 
clinical  laboratory: 

(3)  For  the  specialty  of  oral  pa¬ 
thology  only,  is  a  dentist  who  is  certified 
by  the  American  Board  of  Oral  Pathology 
or  possesses  qualifications  which  are 
equivalent  to  those  required  for  certifi¬ 
cation  (board  eligible) ; 

(4)  Holds  an  earned  doctoral  degree 
from  an  accredited  institution  with  a 
chemical,  physical,  or  biological  science 
as  a  major  subject  and  (i)  is  certified  by 
the  American  Board  of  Medical  Micro¬ 
biology,  the  American  Board  of  Clinical 
Chemistry,  the  American  Board  of  Bio¬ 
analysis,  or  other  national  accrediting 
board  acceptable  to  the  Secretary  in  one 
of  the  laboratory  specialties,  or  (ii)  sub¬ 
sequent  to  graduation  has  had  4  or  more 
years  of  full-time  general  clinical  labora¬ 
tory  training  and  experience  of  which  at 
least  2  years  were  spent  acquiring  pro¬ 
ficiency  in  one  of  the  laboratory  special¬ 
ties  in  an  approved  clinical  laboratory:  or 

(5)  With  respect  to  individuals  first 
qualifying  prior  to  July  1,  1971,  was  re¬ 
sponsible  for  the  direction  of  a  clinical 
laboratory  for  12  months  between  July  1. 
1961,  and  January  1,  1968,  and,  in  addi¬ 
tion,  met  one  of  the  following  require¬ 
ments: 

(i)  Was  a  physician  and  subsequent  to 
graduation  has  had  at  least  4  years  of 
pertinent  full-time  clinical  laboratory 
experience; 

(ii)  Held  a  master’s  degree  from  an 
accredited  institution  with  a  chemical, 
physical,  or  biological  science  as  a  major 
subject  and  subsequent  to  graduation 
has  had  at  least  4  years  of  pertinent  full¬ 
time  clinical  laboratory  experience; 

(iii)  Held  a  bachelor’s  degree  from  an 
accredited  institution  with  a  chemical, 
physical,  or  biological  science  as  a  ma¬ 
jor  subject  and  subsequent  to  gradua¬ 
tion  has  had  at  least  6  years  of  pertinent 
full-time  clinical  laboratory  experience; 
or 

(iv)  Achieved  a  satisfactory  grade 
through  an  examination  conducted  by 
or  under  the  sponsorship  of  the  U.S. 
Public  Health  Service  on  or  before  July  1, 
1970. 

Note:  The  January  1,  1968,  date  for  meet¬ 
ing  the  12  months  laboratory  direction  re¬ 
quirement  In  paragraph  (b)  (5)  of  this  sec¬ 
tion  may  be  extended  1  year  for  each  year 
of  full-time  clinical  laboratory  experience 
obtained  prior  to  January  1,  1968,  required 
by  State  law  for  a  clinical  laboratory  direc¬ 
tor  license.  An  exception  to  the  July  1,  1971, 
qualifying  date  in  paragraph  (b)  (5)  of  this 
section  will  be  made  provided  that  the  In¬ 
dividual  requests  qualification  approval  no 
later  than  1  year  following  the  effective  date 
of  these  regulations  and  such  Individual  has 
been  employed  in  an  approved  clinical  labo¬ 
ratory  for  at  least  3  years  of  the  5  years 
preceding  the  date  of  submission  of  his 
qualifications. 

§  405.1313  Condition — clinical  labora¬ 
tory;  supervision. 

The  clinical  laboratory  is  supervised 
by  qualified  personnel. 


(a)  Standard;  supervision.  The  labora¬ 
tory  has  one  or  more  supervisors  who, 
under  the  general  direction  of  the  labora¬ 
tory  director,  supervise  technical  person¬ 
nel  and  reporting  of  findings,  perform 
tests  requiring  special  scientific  skills, 
and,  in  the  absence  of  the  director,  are 
held  responsible  for  the  proper  perform¬ 
ance  of  all  laboratory  procedures.  A  lab¬ 
oratory  director  who  qualifies  under 
5  405.1312(b)  (1),  (2),  (4),  or  (5)  is  also 
qualified  as  a  general  supervisor;  there¬ 
fore,  depending  upon  the  size  and  func¬ 
tions  of  the  laboratory,  the  laboratory  di¬ 
rector  may  also  serve  as  the  laboratory 
supervisor.  The  factors  explaining  the 
standard  are  as  follows: 

(1)  Required  supervisors.  There  are 
two  categories  of  required  supervisors.  A 
general  supervisor — one  who  meets  the 
requirements  of  paragraph  (b)  of  this 
section — is  on  the  laboratory  premises 
during  all  hours  in  which  tests  are  be¬ 
ing  performed.  With  respect  to  the  spe¬ 
cialty  of  diagnostic  cytology,  cytotech- 
nologtste  do  not  examine  slide  prepara¬ 
tions  unless  a  supervisor  who  qualifies 
pursuant  to  the  provisions  of  5  405.1313 
(b)(4)  or  5  405.1314(b)(9)  is  on  the 
premises  at  all  times.  A  technical  super¬ 
visor — one  who  meets  the  pertinent  re¬ 
quirements  of  5  405.1314(b) — spends  an 
adequate  amount  of  time  in  the  labora¬ 
tory  to  supervise  the  technical  perform¬ 
ance  of  the  staff  in  the  specialty  and  is 
readily  available  for  personal  or  tele¬ 
phone  consultation.  A  general  supervisor 
may  also  be  a  technical  supervisor  in 
those  specialties  in  which  the  require¬ 
ments  of  5  405.1314(b)  are  met. 

(2)  Supervison  of  emergency  proce¬ 
dures.  When  emergencies  arise  outside 
regularly  scheduled  hours  of  duty,  an 
individual  who  qualifies  as  a  general  su¬ 
pervisor  is  not  required  to  be  on  the 
premises  provided  that  the  technologist 
performing  tests  is  qualified  to  perform 
such  tests,  the  supervisor  who  is  respon¬ 
sible  for  the  results  of  the  work  reviews 
them  during  the  next  duty  period,  and  a 
record  is  maintained  to  reflect  the  actual 
review. 

(b)  Standard;  general  supervisor — 
qualification.  The  laboratory  supervisor 
meets  one  of  the  following  requirements: 

(1) .(l)  Is  a  physician,  or  has  earned  a 
doctoral  degree  from  an  accredited  insti¬ 
tution  with  a  major  in  one  of  the  chemi¬ 
cal,  physical,  or  biological  sciences  and 
(ii)  subsequent  to  graduation  has  had  at 
least  2  years  of  experience  in  one  of  the 
laboratory  specialities  In  an  approved 
clinical  laboratory; 

(2)  (i)  Holds  a  master’s  degree  from  an 

accredited  institution  with  a  major  in 
one  of  the  chemical,  physical,  or  biologi¬ 
cal  sciences  and  (ii)  subsequent  to  grad¬ 
uation  has  had  at  least  4  years  of  per¬ 
tinent  full-time  laboratory  experience  of 
which  not  less  than  2  years  have  been 
spent  working  in  the  designated  labora¬ 
tory  specialty  in  an  approved  clinical 
laboratory;  * 

(3)  (1)  Is  qualified  as  a  clinical  labora¬ 
tory  technologist  pursuant  to  the  pro¬ 
visions  of  5  405.1315(b)  (1),  (2),  (3), 

(4),  or  (0)  and  (ii)  subsequent  to  the 
date  of  qualifying  as  a  clinical  laboratory 
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technologist,  has  had  at  least  6  years  of 
pertinent  full-time  laboratory  experience 
of  which  not  less  than  2  years  have  been 
spent  working  in  the  designated  labora¬ 
tory  specialty  in  an  approved  clinical 
laboratory ; 

(4)  With  respect  to  the  specialty  of 
diagnostic  cytology,  qualifies  as  a  super¬ 
visory  cytotechnologist  because  he:  (i)  is 
qualified  as  a  cytotechnologist  pursuant 
to  the  provisions  of  §  405.1315(c)  and 
(ii)  has  had  4  years  of  full-time  experi¬ 
ence  as  a  cytotechnologist  in  a  laboratory 
directed  or  supervised  by  a  pathologist 
or  other  physician  recognized  as  a  spe¬ 
cialist  in  diagnostic  cytology  within  the 
preceding  10  years;  or 

(5)  With  respect  to  individuals  first 
qualifying  prior  to  July  1,  1971,  has  had 
at  least  15  years  of  pertinent  full-time 
clinical  laboratory  experience  prior  to 
January  1, 1968:  this  required  experience 
may  be  met  by  the  substitution  of  edu¬ 
cation  for  experience. 

§  405.1314  Condition— riiiiieal  labora¬ 
tory;  tests  performed. 

The  requirements  of  this  section  apply 
only  to  those  tests  and  procedures  per¬ 
formed  for  individuals  enrolled  under 
the  supplementary  medical  insurance 
benefits  program  (see  Subpart  B  of  this 
Part  405 ».  The  clinical  laboratory  per¬ 
forms  only  those  laboratory  tests  and 
procedures  that  are  within  the  special¬ 
ties  or  subspecialties  in  which  the  labora¬ 
tory  director  or  supervisors  are  qualified. 

(a>  Standard:  -proficiency  testing.  All 
clinical  laboratories  must  successfully 
participate  in  a  proficiency  testing  pro¬ 
gram  as  defined  in  §  405.1310(c)  cover¬ 
ing  all  clinical  laboratory  and  anatomi¬ 
cal  pathology  specialties  and  subspecial¬ 
ties  as  made  available  in  which  the 
laboratory  is  approved  to  perform  tests. 
Laboratories  shall:  (1)  receive  and  ex¬ 
amine  and/or  analyze  specimens  de¬ 
livered  by  mail  or  messenger  at  such 
times  as  designated  by  the  proficiency 
testing  service;  and  (2)  maintain  records 
of  all  proficiency  testing  results  in  pro¬ 
grams  in  which  it  is  a  participant  and 
make  such  records,  including  results  and 
interpretations  routinely  available  to  the 
State  agency.  An  exception  to  the 
requirements  of  this  paragraph  may  be 
made  provided  the  State  agency  deter¬ 
mines  that  an  appropriate  proficiency 
testing  program  is  not  readily  available. 
Such  exception,  however,  shall  not  be 
effective  beyond  the  last  day  of  the 
twelfth  month  following  the  effective 
date  of  these  regulations,  or  the  date  the 
laboratory  first  requests  approval  for  its 
services,  whichever  date  is  the  later,  un¬ 
less  no  test  exists  for  a  specialty  or  sub¬ 
specialty,  in  which  case  such  exception 
shall  continue  until  the  State  agency  or 
the  Secretary  determines  that  such  test 
has  been  developed  and  is  available. 

(b)  Standard;  procedures  and  tests — 
competency.  The  laboratory  performs 
only  those  laboratory  procedures  and 
tests  that  are  within  the  specialties  or 
subspecialties  In  which  the  laboratory 
director  or  supervisors  are  qualified.  The 
factors  explaining  the  standard  are  as 
follows: 


(1)  If  the  laboratory  director  or  super¬ 
visor  is  a  physician  certified  in  both 
(i)  anatomical  and  (ii)  clinical  pa¬ 
thology  by  the  American  Board  of 
Pathology  or  the  American  Osteopathic 
Board  of  Pathology  or  possesses  qualifi¬ 
cations  which  are  equivalent  to  those  re¬ 
quired  for  certification  (board  eligible), 
the  laboratory  may  perform  anatomical 
and  clinical  laboratory  procedures  and 
tests  in  all  specialties. 

(2)  If  the  requirements  of  paragraph 
(b)(1)  of  this  section  are  not  met  and 
the  laboratory  performs  tests  in  the  spe¬ 
cialty  of  microbiology,  including  the  sub¬ 
specialties  of  bacteriology,  virology,  my¬ 
cology,  and  parasitology,  the  director  or 
a  supervisor  (i)  holds  an  earned  doctoral 
or  master’s  degree  in  microbiology  from 
an  accredited  institution  or  is  a  physi¬ 
cian,  and  (ii)  subsequent  to  graduation 
has  had  at  least  4  years  of  experience 
in  clinical  microbiology. 

(3)  If  the  requirements  of  paragraph 
(b)(1)  of  this  section  are  not  met  and 
the  laboratory  performs  tests  in  the  spe¬ 
cialty  of  serology,  the  director  or  a  su¬ 
pervisor  (i)  holds  an  earned  doctoral 
or  master’s  degree  in  biology,  chemistry, 
immunology,  or  microbiology  from  an 
accredited  institution  or  is  a  physician 
and,  (ii)  subsequent  to  graduation  has 
had  at  least  4  years  experience  in 
serology. 

(4)  If  the  requirements  of  paragraph 
(b>  (1)  of  this  section  are  not  met  and 
the  laboratory  performs  tests  in  the  spe¬ 
cialty  of  hematology,  including  gross  and 
microscopic  examination  of  the  blood, 
the  director  or  a  supervisor  (i)  holds  a 
master’s  or  a  bachelor’s  degree  in  biol¬ 
ogy,  immunology,  microbiology,  or  chem¬ 
istry,  or  medical  technology  from  an  ac¬ 
credited  institution,  and  (ii)  subsequent 
to  graduation  has  had  at  least  4  years  of 
experience  in  hematology. 

(5)  If  the  requirements  of  paragraph 
(b)  (1)  of  this  section  are  not  met  and 

(i)  the  laboratory  performs  tests  in  the 
specialty  of  immunohematology,  the  di¬ 
rector  or  a  supei  visor  is  a  physician  with 
at  least  2  years  of  experience  in  immuno¬ 
hematology  subsequent  to  graduation;  or 

(ii)  within  the  specialty  of  immunohe¬ 
matology,  the  laboratory  performs  tests 
in  the  subspecialities  of  ABO  group¬ 
ing  and  Rh  typing,  antibody  detection, 
identification,  and  titering  only,  the  di¬ 
rector  or  a  supervisor  holds  a  master’s 
or  bachelor’s  degree  in  biology,  immu¬ 
nology,  microbiology,  chemistry,  or  med¬ 
ical  technology  from  an  accredited  in¬ 
stitution  and  subsequent  to  graduation 
has  had  at  least  4  years  of  experience  in 
immunohematology . 

(6)  If  the  requirements  of  paragraph 
(b)(1)  of  this  section  are  not  met  and 
the  laboratory  performs  tests  in  the 
specialty  of  clinical  chemistry,  the  direc¬ 
tor  or  a  supervisor  (i)  holds  an  earned 
doctoral  or  master’s  degree  in  chemistry 
from  an  accredited  institution  or  is  a 
physician,  and  (ii)  subsequent  to  gradu¬ 
ation  has  had  at  least  4  years  of  ex¬ 
perience  in  clinical  chemistry.  ' 

(7)  If  the  requirements  of  paragraph 
(b)(1)  of  this  section  are  not  met  and 
the  laboratory  performs  tests  in  the  spe¬ 
cialty  of  radiobioassay,  the  director  or  a 


supervisor  (i)  holds  an  earned  doctoral, 
master’s,  or  bachelor’s  degree  in  chemis¬ 
try,  physics,  biology,  or  medical  tech¬ 
nology  from  an  accredited  institution  or 
is  a  physician,  and  (ii)  subsequent  to 
graduation  has  had  at  least  4  years  of 
experience  in  radiobioassay. 

(8)  If  the  laboratory  performs  tests  in 
the  specialty  of  tissue  pathology,  the  di¬ 
rector  or  a  supervisor  (i)  meets  the  re¬ 
quirements  of  paragraph  (b)(1)  (i)  of 
this  section,  or  (ii)  within  the  specialty  of 
tissue  pathology  performs  tests  limited  to 
skin  pathology  if  the  director  or  a  super¬ 
visor  is  certified  in  dermatopathology  by 
the  American  Board  of  Dermatology  and 
American  Board  of  Pathology  or  pos¬ 
sesses  qualifications  which  are  equiv¬ 
alent  to  those  required  for  certification 
(board  eligible) . 

(9)  If  the  requirements  of  paragraph 
(b)  (1)  (i)  of  this  section  are  not  met  and 
the  laboratory  performs  tests  in  the  spe¬ 
cialty  of  diagnostic  cytology,  the  director 
or  a  supervisor,  (i)  is  a  physician  who  is 
certified  by  the  American  Society  of 
Cytology  to  practice  cytopathology  or 
possesses  qualifications  which  are  equiv¬ 
alent  to  those  required  for  certification 
(under  this  provision  the  laboratory  is 
qualified  to  perform  such  tests  only  on 
that  anatomic  site  for  which  the  director 
or  supervisor  is  certified) ;  or  (ii)  is  an 
individual  who,  pursuant  to  a  request  to 
establish  his  qualifications  filed  prior  to 
January  1,  1971,  has  demonstrated  com¬ 
petency  (A)  through  at  least  7  years  of 
accumulative  experience  in  a  position  of 
diagnostic  responsibility  in  the  field  of 
clinical  cytology  or  through  5  years  of 
full-time  training  in  diagnostic  clinical 
cytology  with  suitable  endorsement  by  a 
physician  who  has  been  supervisor  in 
such  activity;  (B)  by  the  publishing  of 
treatises,  texts,  or  other  publications  on 
the  subject  of  diagnostic  cytology  which 
are  generally  acknowledged  and  recog¬ 
nized  by  the  medical  profession  as  au¬ 
thoritative  in  the  field;  (C)  by  appoint¬ 
ment  to  and  service  in  pertinent  teaching 
and  research  positions  in  recognized 
schools  of  medicine;  (D)  by  acceptance 
into  or  award  of  membership  and  office  in 
professional  societies  in  this  field;  and 
(E)  by  receipt  of  other  professional  hon¬ 
ors  for  excellence  in  the  use  of  procedures 
in  exfoliative  cytology  for  the  diagnosis 
of  a  pathological  condition  (under  this 
provision  the  laboratory  is  qualified  to 
perform  such  tests  only  on  that  anatomic 
site  with  respect  to  which  such  compe¬ 
tency  is  so  established).  The  Adminis¬ 
tration,  after  documentation  of  the  indi¬ 
vidual’s  qualifications  by  the  State 
agency,  will,  with  appi-opriate  profes¬ 
sional  advice  from  Public  Health  Service, 
make  all  determinations  with  respect  to 
the  requirements  set  forth  in  this  para¬ 
graph  (b)  (9)  (ii) .  An  individual  who 
qualifies  under  this  paragraph  (b)  (9) 
(ii)  is  deemed  also  to  meet  the  require¬ 
ments  of  §  405.1312(b)  (2)  (iii) . 

(10)  If  the  requirements  of  paragraph 
(b)  (1)  (i)  of  this  section  are  not  met  and 
the  laboratory  performs  tests  in  oral 
pathology,  the  director  or  supervisor  is 
a  dentist  who  is  certified  in  oral  path¬ 
ology  by  the  American  Board  of  Oral 
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Pathology  or  possesses  qualifications 
which  are  equivalent  to  those  required 
for  certification  (board  eligible) . 

(11)  An  exception  to  the  requirements 
in  paragraphs  (b)(2),  (3),  (4),  (5)(ii), 
(6) ,  and  (7)  of  this  section  is  made  with 
respect  to  an  individual  who  qualifies  as  a 
director  under  $  405.1312(b)  (5)  (iii).  The 
laboratory  such  individual  directs  may 
perform  tests  in: 

(i)  Microbiology:  If  the  director  has  a 
bachelor’s  degree  in  a  biological  science 
and  subsequent  to  graduation  has  had  at 
least  6  years  of  experience  in  microbi¬ 
ology; 

(ii)  Hematology:  If  the  director  has  a 
bachelor’s  degree  in  biology,  immunology, 
or  microbiology  from  an  accredited  insti¬ 
tution  and  subsequent  to  graduation  has 
had  at  least  6  years  of  clinical  laboratory 
experience  of  which  at  least  4  years  of 
experience  are  in  hematology; 

(iii)  Serology:  If  the  director  has  a 
bachelor’s  degree  in  biology,  chemistry, 
immunology,  or  microbiology  and  subse¬ 
quent  to  graduation  has  had  at  least  6 
years  of  experience  in  serology; 

(iv)  Radiobioassay  :  If  the  director  has 
a  bachelor’s  degree  in  a  chemical,  physi¬ 
cal,  or  biological  science  and  subsequent 
to  graduation  has  had  at  least  6  years  of 
laboratory  experience  at  least  1  year  of 
which  is  in  radiobioassay; 

(v)  Blood  grouping  and  Rh  typing, 
antibody  detection,  identification,  and 
titering:  If  the  director  has  a  bachelor’s 
degree  in  biology,  immunology,  or  mi¬ 
crobiology  from  an  accredited  institution 
and  subsequent  to  graduation  has  had  at 
least  6  years  of  clinical  laboratory  ex¬ 
perience  of  which  at  least  4  years  of  ex¬ 
perience  are  in  immunohematology; 

(vi)  Clinical  chemistry:  If  the  director 
has  a  bachelor’s  degree  in  a  chemical 
science  or  its  equivalent  and  subsequent 
to  graduation  has  had  at  least  6  years 
of  experience  in  clinical  chemistry; 

(vii)  Any  of  the  above  specialties:  If 
the  director  has  a  bachelor’s  degree  in 
medical  technology  and  subsequent  to 
graduation  has  had  at  least  the  desig¬ 
nated  years  of  specialized  experience. 

( 12 )  A  laboratory  whose  director  qual¬ 
ifies  under  §  405.1312(b)  (5)  (iv)  may 
perform  tests  in  the  laboratory  special¬ 
ties  in  which  such  director  achieved  a 
satisfactory  grade  in  the  examination 
conducted  or  sponsored  by  the  Public 
Health  Service.  Further,  a  director  who 
achieved  a  satisfactory  grade  in  chemis¬ 
try  and/or  blood  grouping  and  Rh  typing 
is  deemed  to  meet  the  requirements  of 
paragraphs  (b)  (5)  (ii)  and/or  (7)  of  this 
section. 

§  405-1315  Condition — clinical  labora¬ 
tory  ;  technical  personnel 

The  clinical  laboratory  has  a  sufficient 
number  of  properly  qualified  technical 
personnel  for  the  volume  and  diversity  of 
tests  performed. 

(a)  Standard;  technologist — duties. 
The  laboratory  employs  a  sufficient  num¬ 
ber  of  clinical  laboratory  technologists 
and/or  cytotechnologists  to  proficiently 
perform  under  general  supervision  the 
clinical  laboratory  tests  which  require 
the  exercise  of  independent  judgment. 


The  factors  explaining  the  standard  are 
as  follows: 

(1)  The  clinical  laboratory  tech¬ 
nologists  perform  tests  requiring  the  ex¬ 
ercise  of  independent  judgment  and 
responsibility  with  minimal  supervision 
by  the  director  or  supervisors  only  in 
those  specialties  or  subspecialties  in 
which  the  laboratory  technologists  are 
qualified  by  education,  training,  and  ex¬ 
perience. 

(2)  Specialties  in  which  the  clinical 
laboratory  technologist  is  not  qualified 
by  education,  training,  or  experience  are 
performed  only  under  the  direct  super¬ 
vision  of  the  laboratory  supervisor  or 
qualified  technologist. 

(3)  Clinical  laboratory  technologists 
are  in  sufficient  number  to  adequately 
supervise  the  work  of  technicians  and 
trainees. 

(4)  An  individual  qualified  as  a 
cytotechnologist  solely  under  paragraph 
(c)  of  this  section  may  supervise  tech¬ 
nicians  and  trainees  only  in  the  specialty 
of  cytology. 

(b)  Standard;  technologists — quali¬ 
fications.  Each  clinical  laboratory  tech¬ 
nologist  possesses  a  current  license  as  a 
clinical  laboratory  technologist  issued  by 
the  State,  if  such  licensing  exists,  and: 

(1)  Has  earned  a  bachelor’s  degree  in 
medical  technology  from  an  accredited 
college  or  university;  or 

(2)  Has  successfully  completed  3  years 
of  academic  study  (a  minimum  of  90 
semester  hours  or  equivalent)  in  an  ac¬ 
credited  college  or  university,  which  met 
the  specific  requirements  for  entrance 
into  a  school  of  medical  technology  ac¬ 
credited  by  an  accrediting  agency  ap¬ 
proved  by  the  Secretary,  and  has  success¬ 
fully  completed  a  course  of  training  of  at 
least  12  months  in  such  a  school;  or 

(3)  Has  earned  a  bachelor’s  degree  in 
one  of  the  chemical,  physical,  or  biologi¬ 
cal  faiences  and,  in  addition,  has  at  least 
1  year  of  pertinent  full-time  laboratory 
experience  and/or  training  in  the  spe¬ 
cialty  or  subspecialty  in  which  the  indi¬ 
vidual  performs  tests;  or 

(4)  Has  successfully  completed  3 
years  (90  semester  hours  or  equivalent) 
in  an  accredited  college  or  university 
with  the  following  distribution  of 
courses: 

(i)  For  those  whose  training  was 
completed  prior  to  September  15,  1963. 
At  least  24  semester  hours  in  chemistry 
and  biology  courses  of  which: 

(A)  At  least  6  semester  hours  were  in 
inorganic  chemistry  and  at  least  3 
semester  hours  were  in  other  chemistry 
courses,  and 

(B)  At  least  12  semester  hours  in  bi¬ 
ology  courses  pertinent  to  the  medical 
sciences,  or 

(ii)  For  those  whose  training  was 
completed  after  September  14, 1963.  (A) 
16  semester  hours  in  chemistry  courses 
which  included  at  least  6  semester  hours 
in  inorganic  chemistry  and  which  are 
acceptable  toward  a  major  in  chem¬ 
istry;  and 

(B)  16  semester  hours  in  biology 
courses  which  are  pertinent  to  the  medi¬ 
cal  sciences  and  are  acceptable  toward  a 
major  in  the  biological  sciences;  and 


(C)  3  semester  hours  of  mathematics; 
and 

(iii)  Has  experience  and/or  training 
covering  several  fields  of  medical  labora¬ 
tory  work  of  at  least  1  year  and  of  such 
quality  as  to  provide  him  with  education 
and  training  in  medical  technology 
equivalent  to  that  described  in  para-  * 
graphs  (b)(1)  and  (2)  of  this  section; 
or 

(5)  With  respect  to  individuals  first 
qualifying  prior  to  July  1, 1971;  the  tech¬ 
nologist: 

(i)  Was  performing  the  duties  of  a 
clinical  laboratory  technologist  at  any 
time  between  July  1,  1961,  and  January 
1,  1968,  and 

(ii)  Has  had  at  least  10  years  of  perti¬ 
nent  clinical  laboratory  experience  prior 
to  January  1,  1968  (This  required  ex¬ 
perience  may  be  met  by  the  substitution 
of  education  for  experience) . 

(6)  Achieves  a  satisfactory  grade  in 
a  proficiency  examination  approved  by 
the  Secretary.  However,  after  Decem¬ 
ber  31,  1977,  initial  qualification  as  a 
technologist  must  be  in  accordance  with 
paragraph  (b)  (1),  (2) ,  (3) ,  or  (4)  of  this 
section. 

(c)  Standard ;  cytotechnologists — 
qualifications.  Each  laboratory  cytotech¬ 
nologist  possesses  a  current  license  as  a 
cytotechnologist  issued  by  the  State,  if 
such  licensing  exists,  and: 

(1)  Has  successfully  completed  2  years 
in  an  accredited  college  or  university  with 
at  least  12  semester  hours  in  science,  8 
hours  of  which  are  in  biology,  and  (i) 
has  had  12  months  of  training  in  a  school 
of  cytotechnology  accredited  by  an  ac¬ 
crediting  agency  approved  by  the  Secre¬ 
tary,  or  (ii)  has  received  6  months  of  for¬ 
mal  training  in  a  school  of  cytotechnol¬ 
ogy  accredited  by  an  accrediting  agency 
approved  by  the  Secretary  and  6  months 
of  full-time  experience  in  cytotechnology 
in  a  laboratory  acceptable  to  the  pathol¬ 
ogist  who  directed  such  formal  6  months 
of  training,  or 

(2)  Prior  to  January  1,  1969,  has:  (i) 
been  graduated  from  high  school,  (ii) 
completed  6  months  of  training  in  cyto¬ 
technology  in  a  laboratory  directed  by  a 
pathologist  or  other  physician  recognized 
as  a  specialist  in  cytology,  and  (iii)  com¬ 
pleted  2  years  of  full-time  supervised  ex¬ 
perience  in  cytotechnology;  or 

(3)  In  the  case  of  a  laboratory  tech¬ 
nologist  or  cytotechnologist  not  meeting 
the  training  and  experience  requirements 
defined  in  paragraph  (b)  (I)  or  (2)  of 
this  section.  Achieves  a  satisfactory  grade 
in  a  proficiency  examination  approved 
by  the  Secretary.  However,  after  Decem¬ 
ber  31,  1977,  initial  certification  as  a 
cytotechnologist  must  be  in  accordance 
with  paragraph  (c)  (1)  or  (2)  of  this 
section. 

(d)  Standard;  technician — duties. 
Clinical  laboratory  technicians  are  em¬ 
ployed  in  sufficient  number  to  meet  the 
workload  demands  of  the  laboratory  and 
they  function  only  under  direct  supervi¬ 
sion  of  a  clinical  laboratory  technologist. 
The  factors  explaining  the  standard  are 
as  follows: 

(1)  Each  technician  performs  only 
those  clinical  laboratory  procedures 


FEDERAL  REGISTER,  VOL.  39,  NO.  1 83— THURSDAY,  SEPTEMBER  19,  1974 


33696 


RULES  AND  REGULATIONS 


which  require  a  degree  of  skill  commen¬ 
surate  with  the  education,  training,  and 
technical  abilities  and  which  involve  lim¬ 
ited  exercise  of  independent  judgment. 

(2)  No  clinical  laboratory  technician 
performs  procedures  in  the  absence  of  a 
qualified  clinical  laboratory  technologist, 
supervisor,  or  director. 

(3)  A  technician  trainee  performs  only 
repetitive  procedures  which  require  a 
minimal  exercise  of  independent  judg¬ 
ment  and  he  may  perform  such  proce¬ 
dures  only  under  the  personal  and  direct 
supervision  of  a  qualified  supervisor  or 
technologist. 

(e)  Standard;  technician — qualifica¬ 
tions.  Each  clinical  laboratory  technician 
possesses  a  current  license  as  a  clinical 
laboratory  technician  issued  by  the 
State,  if  such  licensing  exists,  and  meets 
one  of  the  following  requirements: 

(1)  Has  successfully  completed  60  se¬ 
mester  hours  of  academic  credit  includ¬ 
ing  chemistry  and  biology  as  well  as  a 
structured  curriculum  in  medical  labora¬ 
tory  techniques  at  an  accredited  institu¬ 
tion  or  has  an  associate  degree  based  on 
a  course  of  study  Including  those  subjects 
from  an  accredited  institution; 

(2)  Is  a  high  school  graduate  or  equiv¬ 
alent  and  has  completed  at  least  1  year 
in  a  technician  training  program  in  a 
school  accredited  by  an  accrediting 
agency  approved  by  the  Secretary; 

(3)  Is  a  high  school  graduate  or  equiv¬ 
alent  and  has  2  years  of  pertinent  full¬ 
time  laboratory  experience  as  a  tech¬ 
nician  trainee  in  an  approved  clinical 
laboratory; 

(4)  Is  a  high  school  graduate  or 
equivalent  and  has  successfully  com¬ 
pleted  an  official  military  medical  lab¬ 
oratory  procedures  course  of  at  least  50 
weeks  duration  and  has  held  the  military 
enlisted  occupational  specialty  of  Medi¬ 
cal  Laboratory  Specialist  (Laboratory 
Technician) ; 

(5)  With  respect  to  a  technician  not 
meeting  the  training  and  experience  re¬ 
quirements  defined  in  paragraph  (d)  (I) , 
(2),  (3), or  (4), 

(1)  Was  performing  the  duties  of  a 
clinical  laboratory  technician  any  time 
between  July  1,  1961,  and  January  1, 
1968,  and 

(ii)  Has  had  at  least  5  years  of  per¬ 
tinent  clinical  laboratory  experience 
prior  to  January  1,  1968.  (This  required 
experience  may  be  met  by  the  substitu¬ 
tion  of  education  for  experience.) 

(6)  Achieves  a  satisfactory  grade  in  a 
proficiency  examination  approved  by  the 
Secretary.  However,  after  December  31, 
1977,  initial  certification  as  a  technician 
must  be  in  accordance  with  paragraph 
(e)  (1),  (2),  (3),  or  (4)  of  this  section. 

(f)  Standard;  personnel  policies. 
There  are  written  personnel  policies, 
practices,  and  procedures  that  ade¬ 
quately  support  sound  laboratory  prac¬ 
tice.  The  factors  explaining  the  standard 
are  as  follows: 

(1)  Current  employee  records  are 
maintained  and  include  a  resume  of  each 
employee’s  training,  experience,  duties, 
and  date  or  dates  of  employment. 

(2)  Piles  contain  evidence  of  adequate 
health  supervision  of  employees,  such  as 


results  of  preemployment  physical  exam¬ 
inations,  including  chest  X-rays,  immu¬ 
nization  records,  and  records  of  all  ill¬ 
nesses  and  accidents  occurring  on  duty. 

<3)  Work  assignments  are  consistent 
with  qualifications. 

§  405.1316  Condition — clinical  labora¬ 
tory;  management. 

The  clinical  laboratory  maintains  rec¬ 
ords  and  facilities  which  are  adequate 
and  appropriate  for  the  services  offered. 

(a)  Standard;  laboratory  procedure 
manual.  A  compilation  is  kept  of  all  auto¬ 
mated  and  manual  methods  for  tests 
which  are  performed  in  or  offered  by  the 
laboratory.  Each  procedure  is  reviewed 
and  dated  by  the  technical  supervisor  at 
least  annually.  For  those  tests  which  are 
normally  performed  on  automated  test 
equipment,  provision  is  made  and  docu¬ 
mented  for  performing  such  tests  by  al¬ 
ternate  methods,  or  for  storing  the  test 
specimens,  in  the  event  this  equipment 
becomes  inoperable. 

(b)  Standard;  laboratory  manage¬ 
ment.  Space  and  facilities  are  adequate 
to  properly  perform  the  services  which 
are  performed  in  or  offered  by  the  labo¬ 
ratory.  The  factors  explaining  the  stand¬ 
ards  are  as  follows: 

(1)  Workbench  space  is  ample,  well- 
lighted,  and  convenient  to  sink,  water, 
gas,  and  suction  and  electrical  outlets  as 
necessary. 

(2)  Work  areas  are  arranged  so  as  to 
minimize  problems  in  transportation  and 
communication. 

(3)  The  laboratory  is  properly  venti¬ 
lated. 

(4)  Volatile  chemicals  and  inflam¬ 
mable  solvents  are  properly  stored  in 
areas  unlikely  to  ignite  same  or  restricted 
from  open  flame  or  heat. 

(5)  Temperature  and  humidity  are 
controlled  within  limits  required  for 
proper  performance  of  tests  and  opera¬ 
tion  of  instruments  affected  by  these 
variations. 

(6)  Voltage  levels  at  electrical  sources 
to  which  automated  equipment  is  con¬ 
nected  are  monitored  and  recorded. 

(7)  Adequate  fire  precautions  and  oc¬ 
cupational  safety  and  health  laws  are 
known,  posted,  and  observed  insuring 
that  there  is  freedom  from  unnecessary 
physical,  chemical,  and  biological  haz¬ 
ards. 

(c)  Standard;  collection  of  specimens. 
No  persons  other  than  a  licensed  physi¬ 
cian,  or  one  otherwise  authorized  by  law, 
manipulates  a  patient  for  the  collection 
of  specimens  except  that  qualified  tech¬ 
nical  personnel  of  the  laboratory  may 
collect  blood  or  remove  stomach  contents 
and  collect  material  for  smears  and  cul¬ 
ture  under  the  direction  or  upon  the 
written  request  of  a  licensed  physician. 
•  (d)  Standard;  sterilization.  Syringes, 
needles,  lancets,  or  other  blood-letting 
devices  capable  of  transmitting  infection 
from  one  person  to  another  are  not  re¬ 
used  unless  they  are  properly  sterilized 
prior  to  each  use  and  wrapped  in  a 
manner  which  will  insure  that  they 
remain  sterile  until  used.  Appropriate 
sterilization  and  disinfection  techniques 
are  utilized,  as  required,  for  tests  per¬ 
formed  on  potentially  contaminated  ma¬ 


terial  and  for  the  protection  of  labora¬ 
tory  personnel.  Disposable  syringes, 
needles,  pipettes,  Petri  dishes,  and  other 
disposable  items  are  appropriately  dis¬ 
carded  immediately  after  use.  Each  steri¬ 
lizing  cycle  contains  a  device  which  indi¬ 
cates  proper  sterilization  or  an  adequate 
recording  thermometer  is  used  and  rec¬ 
ords  kept  of  temperature  readings. 
Proper  operation  of  the  autoclave  is 
checked  monthly  with  viable  spores  or 
appropriate  indicators. 

(e)  Standard;  examination  and  re¬ 
ports.  The  laboratory  examines  speci¬ 
mens  only  at  the  request  of  a  licensed 
physician,  dentist,  or  other  person  au¬ 
thorized  by  law  to  use  the  findings  of 
laboratory  examinations  and  reports 
only  to  those  authorized  by  law  to  receive 
such  results.  The  factors  explaining  the 
standard  are  as  follows: 

( 1 )  If  the  patient  is  sent  to  the  labora¬ 
tory,  a  written  request  for  the  desired 
laboratory  procedures  is  obtained  from  a 
person  authorized  by  law  to  use  findings 
of  laboratory  examination. 

(2)  If  only  a  specimen  is  sent,  it  is  ac¬ 
companied  by  a  written  request. 

(3)  If  the  laboratory  receives  reference 
specimens  from  another  laboratory,  it 
reports  back  to  the  laboratory  submit¬ 
ting  the  specimens. 

(f)  Standard;  specimens — records. 
The  laboratory  maintains  a  record  in¬ 
dicating  the  daily  accession  of  specimens, 
each  of  which  is  numbered  or  otherwise 
appropriately  identified.  The  factor  ex¬ 
plaining  the  standard  is  as  follows:  Rec¬ 
ords  contain  the  following  information: 

(1)  The  laboratory  number  or  other 
identification  of  the  specimen. 

(2)  The  name  and  other  identification 
of  the  person  from  which  the  specimen 
was  taken. 

(3)  The  name  of  the  licensed  physi¬ 
cian  or  other  authorized  person  or  clin¬ 
ical  laboratory  which  submitted  the 
specimen. 

(4)  The  date  the  specimen  was  col¬ 
lected  by  the  physician  or  other  author¬ 
ized  person. 

(5)  The  date  the  specimen  was  re¬ 
ceived  in  the  laboratory. 

(6)  The  condition  of  unsatisfactory 
specimens  when  received  (e.g.,  broken, 
leaked,  hemolyzed,  or  turbid,  etc.) . 

(7)  The  type  of  test  performed. 

(8)  The  date  that  test  was  performed. 

(9)  The  results  of  the  laboratory  test 
or  cross-reference  to  results  and  the 
date  of  reporting. 

(10)  The  name  and  address  of  the 
laboratory  to  which  forwarded  if  the 
procedure  is  not  performed  at  this 
laboratory. 

(g)  Standard;  laboratory  report  and 
record.  The  laboratory  report  is  sent 
promptly  to  the  licensed  physician  or 
other  authorized  person  who  requested 
the  test  and  a  suitable  record  of  each 
test  result  is  preserved  by  the  laboratory 
for  a  period  of  at  least  2  years  after  the 
date  of  submittal  of  the  report  or  for  a 
period  of  time  required  by  State  law  for 
such  records,  whichever  is  longer.  The 
factors  explaining  the  standard  are  as 
follows: 

(1)  The  laboratory  director  is  respon¬ 
sible  for  the  laboratory  report. 
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(2)  Duplicate  copies  or  a  suitable  rec¬ 
ord  of  laboratory  reports  are  filed  in  the 
laboratory  in  a  manner  which  permits 
ready  identification  and  accessibility. 

(3)  Tissue  pathology  reports  utilize  ac¬ 
ceptable  terminology  of  a  recognized  sys¬ 
tem  of  disease  nomenclature. 

<4)  The  results  of  laboratory  tests  or 
procedures  or  transcripts  thereof  are  not 
sent  to  the  patient  concerned  except 
with  the  written  consent  of  the  physi¬ 
cian  or  other  authorized  person  who  re¬ 
quested  the  test. 

(5)  Pertinent  “normal”  ranges  as  de¬ 
termined  by  the  laboratory  performing 
the  tests  are  available  to  the  physician 
requesting  such  tests. 

(6)  A  list  of  analytical  methods  em¬ 
ployed  by  the  laboratory  and  a  basis  for 
the  listed  “normal”  range  is  maintained 
in  the  laboratory.  The  list  shall  be  made 
available  to  any  physician  ordering  an 
examination  upon  request. 

(7)  If  the  laboratory  refers  specimens 
to  another  laboratory,  the  laboratory  re¬ 
ceiving  the  specimens  meets  the  applica¬ 
ble  conditions  under  the  health  insurance 
program.  Each  physician  ordering  an  ex¬ 
amination  is  notified  that  the  specimen 
was  referred  to  another  laboratory.  Such 
notice  must  show  the  name  and  address 
or  other  identification  of  the  laboratory 

.  to  which  the  specimen  is  referred.  If  the 
physician  so  requests,  the  referring  lab¬ 
oratory  may  authorize  the  testing  labora¬ 
tory  to  report  directly  to  the  physician 
or  other  authorized  person  who  requested 
the  test,  in  which  event  the  testing  lab¬ 
oratory  must  send  a  duplicate  of  the 
report  to  the  referring  laboratory. 

§  405.1317  Condition — quality  control. 

(a)  Standard;  general.  Quality  controls 
imposed  and  practiced  by  the  laboratory 
must  provide  for  and  assure: 

(1)  Preventive  maintenance,  periodic 
inspection,  and  testing  for  proper  opera¬ 
tion  of  equipment  and  instruments  as 
may  be  appropriate;  validation  of  meth¬ 
ods;  evaluation  of  reagents  and  volu¬ 
metric  equipment;  surveillance  of  re¬ 
sults;  and  remedial  action  to  be  taken  in 
response  to  detected  defects. 

(2)  Adequacy  of  facilities,  equipment, 
instruments,  and  methods  for  perform¬ 
ance  of  the  procedures  or  categories  of 
procedures  for  which  a  certification  is 
approved;  proper  lighting  for  accuracy 
and  precision;  convenient  location  of 
essential  utilities;  monitoring  of  temper¬ 
ature-controlled  spaces  and  equipment, 
including  water  baths,  incubators,  steri¬ 
lizers,  and  refrigerators,  to  assure  proper 
performance;  evaluation  of  analytical 
measuring  devices,  such  as  photometers 
and  radioactivity  counting  equipment, 
with  respect  to  all  critical  operating 
characteristics. 

(3)  Labeling  of  all  reagents  and  solu¬ 
tions  to  indicate  identity,  and  when  sig¬ 
nificant,  titer,  strength,  or  concentration, 
recommended  storage  requirements, 
preparation  or  expiration  date,  and  other 
pertinent  information.  Materials  of  sub¬ 
standard  reactivity  and  deteriorated  ma¬ 
terials  may  not  be  used. 

(4)  The  availability  at  all  times,  in 
the  immediate  bench  area  of  personnel 


engaged  in  examining  specimens  and 
performing  related  procedures  within  a 
category  (e.g.,  clinical  chemistry,  hema¬ 
tology,  and  pathology) ,  of  current  labo¬ 
ratory  manuals  or  other  complete  written 
descriptions  and  instructions  relating  to 
(i)  the  analytical  methods  used  by  those 
personnel,  properly  designated  and  dated 
to  reflect  the  most  recent  supervisory  re¬ 
views,  <ii)  reagents,  (iii)  control  and  cal¬ 
ibration  procedures,  and  (iv)  pertinent 
literature  references.  Textbooks  may  be 
used  as  supplements  to  such  written  de¬ 
scriptions  but  may  not  be  used  in  lieu 
thereof. 

(5)  Written  approval  by  the  director 
or  supervisor  of  all  changes  in  laboratory 
procedures. 

(6)  Maintenance  and  availability  to 
laboratory  personnel  and  to  the  Secre¬ 
tary  of  records  reflecting  dates  and, 
where  appropriate,  the  nature  of  inspec¬ 
tion,  validation,  remedial  action,  moni¬ 
toring,  evaluation,  and  changes  and  dates 
of  changes  in  laboratory  procedures. 

(7)  Solicitation  designed  to  provide  for 
collection,  preservation,  and  transporta¬ 
tion  of  specimens  sufficiently  stable  to 
provide  accurate  and  precise  results 
suitable  for  clinical  interpretation. 

(b)  Standard;  quality  control  system — 
methodologies.  Provision  is  made  for  an 
acceptable  quality  control  program  cov¬ 
ering  all  types  of  analysis  performed  by 
the  laboratory  for  verification  and  as¬ 
sessment  of  accuracy,  measurement  of 
precision,  and  detection  of  error.  The 
factors  explaining  the  standard  are  as 
follows: 

(1)  Microbiology.  Chemical  and  bio¬ 
logical  solutions,  reagents,  and  antisera 
shall  be  tested  and  inspected  each  day  of 
use  for  reactivity  and  deterioration. 

(i)  Bacteriology  and  mycology.  Stain¬ 
ing  materials  shall  be  tested  for  intended 
reactivity  by  concurrent  application  to 
smears  of  micro-organisms  with  predict¬ 
able  staining  characteristics.  Each  batch 
of  medium  shall  be  tested  before  or  con¬ 
currently  with  use  with  selected  orga¬ 
nisms  to  confirm  required  growth  char¬ 
acteristics,  selectivity,  enrichment,  and 
biochemical  response. 

(il)  Parasitology.  A  reference  collec¬ 
tion  of  slides,  photographs,  or  gross 
specimens  of  identified  parasites  shall  be 
available  and  used  in  the  laboratory  for 
appropriate  comparison  with  diagnostic 
specimens.  A  calibrated  ocular  microm¬ 
eter  shall  be  used  for  detemining  the 
size  of  ova  and  parasites,  if  size  is  a  crit¬ 
ical  factor. 

(iii)  Virology.  Systems  for  the  isolation 
of  viruses  and  reagents  for  the  identi¬ 
fication  of  viruses  shall  be  available  to 
cover  the  entire  range  of  viruses  which 
are  etiologically  related  to  clinical  dis¬ 
eases  for  which  services  are  offered.  Rec¬ 
ords  shall  be  maintained  which  reflect 
the  systems  used  and  the  reactions  ob¬ 
served.  In  tests  for  the  identification  of 
viruses,  controls  shall  be  employed  which 
will  identify  erroneous  results.  If  sero- 
diagnostic  tests  for  virus  diseases  are 
performed,  requirements  for  quality  con¬ 
trol  as  specified  for  serology  shall  apply. 

(2)  Serology,  (i)  Serologic  tests  on  un¬ 
known  specimens  shall  be  run  concur¬ 


rently  with  a  positive  control  serum  of 
known  titer  or  controls  of  graded  re¬ 
activity  plus  a  negative  control  in  order 
to  detect  variations  in  reactivity  levels. 
Controls  for  all  test  components  (anti¬ 
gens,  complement,  erythrocyte  Indicator 
systems,  etc.)  shall  be  employed  to  in¬ 
sure  reactivity  and  uniform  dosage.  Test 
results  shall  not  be  reported  unless  the 
predetermined  reactivity  pattern  of  the 
controls  is  obtained. 

(ii)  Each  new  lot  of  reagent  shall  be 
tested  concurrently  with  one  of  known 
acceptable  reactivity  before  the  new  re¬ 
agent  is  placed  in  routine  use. 

(iii)  Equipment,  glassware,  reagents, 
controls,  and  techniques  for  tests  for 
syphilis  shall  conform  to  those  recom¬ 
mended  in  the  “Manual  of  Tests  for 
Syphilis  1969,”  U.S.  Public  Health  Serv¬ 
ice  Publication  No.  411,  January  1969. 

(3)  Clinical  chemistry,  (i)  Each  in¬ 
strument  or  other  device  shall  be  re¬ 
calibrated  or  rechecked  at  least  once  on 
each  day  of  use.  Records  which  document 
the  routine  precision  of  each  method, 
automated  or  manual,  and  its  recalibra¬ 
tion  schedule  shall  be  maintained  and 
be  available  to  laboratory  personnel  and 
the  Secretary.  At  least  one  standard  and 
one  reference  sample  (control)  shall  be 
included  with  each  run  of  unknown 
specimens  where  such  standards  and  ref¬ 
erence  samples  are  available.  Control 
limits  for  standards  and  reference 
samples  shall  be  recorded  and  displayed 
and  shall  include  the  course  of  action 
to  be  instituted  when  the  results  are  out¬ 
side  the  acceptable  limits. 

(ii)  Screening  or  qualitative  chemical 
urinalysis  shall  be  checked  daily  by  use 
of  suitable  reference  samples. 

(4)  Immuno-hematology.  (i)  ABO 
grouping  shall  be  performed  by  testing 
unknown  red  cells  with  anti-A  and  anti- 
B  grouping  serums  licensed  under  Part 
73,  Title  42,  Code  of  Federal  Regulations, 
or  possessing  equivalent  potency,  using 
the  technique  for  which  the  serum  is 
specifically  designed  to  be  effective.  For 
confirmation  of  ABO  grouping,  the  un¬ 
known  serum  shall  be  tested  with  known 
A1  and  B  red  cells. 

(ii)  The  Rh.  (D)  type  shall  be  deter¬ 
mined  by  testing  unknown  red  cells  with 
anti-RHo  (anti-D)  typing  serum  licensed 
under  42  CFR  Part  73,  or  possessing 
equivalent  potency,  using  the  technique 
for  which  the  serum  is  specifically  de¬ 
signed  to  be  effective.  Anti-Rho'  (CD), 
anti-RHo"  (DE),  and  anti-RHo  rh'rh" 
(CDE)  serums  licensed  pursuant  to  42 
CFR  Part  73,  or  possessing  an  equivalent 
potency  may  be  used  for  typing  donor 
blood.  All  Rh0  negative  donor  and  patient 
cells  shall  be  tested  for  the  Rh0  variant 
(D’1) .  A  control  system  of  patient’s  cells 
suspended  in  his  own  serum  or  in  albu¬ 
min  shall  be  employed  when  the  test  is 
performed  in  a  protein  medium. 

(iii)  The  potency  and  reliability  of 
reagents  (antisera  known  test  cells,  and 
antiglobulin-Coombs  serum)  which  are 
used  for  ABO  grouping,  RH  typing,  anti¬ 
body  detection  and  compatibility  deter¬ 
minations  must  be  tested  for  reactivity 
on  each  day  of  use  and  when  a  new  lot 
of  reagents  is  first  used. 
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(5)  Hematology.  Instruments  and 
other  devices  used  in  hematological  ex¬ 
amination  of  specimens  shall  be  recali¬ 
brated  or  retested  or  reinspected,  as  may 
be  appropriate,  each  day  of  use.  Bach 
procedure  for  which  standards  and  con¬ 
trols  are  available  shall  be  rechecked 
each  day  of  use  with  standards  or  con¬ 
trols  covering  the  entire  range  of  ex¬ 
pected  values.  Tests  such  as  the  one- 
stage  prothrombin  time  test  shall  be  run 
in  duplicate  unless  the  laboratory  can 
demonstrate  that  low  frequency  of  ran¬ 
dom  error  or  high  precision  makes  such 
testing  unnecessary.  Reference  ma¬ 
terials,  such  as  hemoglobin  pools,  and 
stabilized  cells,  shall  be  tested  at  least 
once  each  day  of  use  to  insure  accuracy 
of  results.  Standard  deviation,  coefficient 
of  variation,  or  other  statistical  esti¬ 
mates  of  precision  shall  be  determined 
by  random  replicate  testing  of  speci¬ 
mens.  The  accuracy  and  precision  of 
blood  cell  counts  and  hematocrit  and 
heme  globin  measurements  shall  be  tested 
eacn  day  of  use. 

(6)  Exfoliative  cytology;  histopathol - 
ogy;  oral  pathology — (i)  Exfoliative  cy¬ 
tology.  The  laboratory  director  or  super¬ 
visor  qualified  in  cytology  or  cytotech- 
nologist  shall  rescreen  for  proper  stain¬ 
ing  and  correct  interpretation  at  least  a 
10-percent  random  sample  of  gynecolog¬ 
ical  smears  which  have  been  interpreted 
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to  be  in  one  of  the  benign  categories  by 
personnel  not  possessing  director  or 
supervisor  qualifications.  All  gynecologi¬ 
cal  smears  interpreted  to  be  in  the  “sus¬ 
picious”  or  positive  categories  by  screen- 
erj  shall  be  confirmed  by  the  laboratory 
director  or  qualified  supervisor  and  the 
report  shall  be  signed  by  a  physician 
qualified  in  pathology  or  cytology.  All 
nongynecological  cytological  prepara¬ 
tions,  positive  and  negative,  shall  be  re¬ 
viewed  by  a  director  or  supervisor  quali¬ 
fied  in  cytology.  Nonmanual  methods 
shall  provide  quality  control  similar  to 
that  provided  in  other  nonmanual  lab¬ 
oratory  procedures.  All  smears  shall  be 
retained  for  not  less  than  2  years  from 
date  of  examination. 

(ii)  Histopathology  and  oral  pathol¬ 
ogy.  All  special  stains  shall  be  controlled 
for  intended  reactivity  by  use  of  positive 
slides.  Stained  slides  shall  be  retained  for 
not  less  than  2  years  from  date  of  exami¬ 
nation  and  blocks  shall  be  retained  for 
not  less  than  1  year  from  such  date. 
Remnants  of  tissue  specimens  shall  be 
retained  in  a  fixative  solution  until  those 
portions  submitted  for  microscopy  have 
been  examined  and  a  diagnosis  made  by 
a  pathologist. 

(7)  Radiobioassay.  The  counting 
equipment  shall  be  checked  for  stability 
at  least  once  on  each  day  of  use,  with 
radioactive  standards  or  reference 


sources.  Reference  samples  with  known 
activity  and  within  expected  levels  of 
normal  samples  shall  be  processed  in 
replicate  quarterly.  For  each  method, 
records  which  document  the  routine  pre¬ 
cision  and  the  recalibration  schedule 
shall  be  maintained  and  be  available  to 
the  staff  and  to  the  Secretary. 

[FR  Doc.74-21747  Filed  9-18-74;8:45  am] 

Title  29 — Labor 

CHAPTER  XXVI— PENSION  BENEFIT 
GUARANTY  CORPORATION 

PART  2602— PREMIUM  RATE  AND 
PAYMENT  OF  PREMIUMS 

Correction 

In  FR  Doc.  21626  appearing  at  page 
33357  of  the  issue  for  Tuesday,  Septem¬ 
ber  17,  1974,  a  line  was  inadvertantly 
omitted  in  the  penultimate  sentence  of 
the  first  paragraph.  As  corrected  that 
sentence  should  read:  “The  initial  rates 
for  basic  benefits  are  50  cents  for  each 
participant  in  a  multiemployer  plan  and 
$1.00  for  each  participant  in  each  other 
plan,  fractionalized  for  the  number  of 
months  remaining  in  the  plan  year  (i.e.. 
the  number  of  months  ending  between 
September  2,  1974,  and  the  beginning  of 
the  new  plan  year) ." 
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proposed  rules 


This  section  of  the  FEDERAL  REGISTER  contains  notices  to  the  public  ef  the  proposed  issuance  of  rules  and  regulations.  The  purpose  of 
these  notices  is  to  give  interested  persons  an  opportunity  to  participate  in  the  rulemaking  prior  to  the  adoption  of  the  final  rules. 


DEPARTMENT  OF  AGRICULTURE 
Animal  and  Plant  Health  Inspection  Service 
[  9  CFR  Part  71] 

CERTAIN  SWINE 

Proposed  Identification  Requirements, 
intent  to  Take  No  Further  Action 

On  May  10,  1974,  there  was  published 
In  the  Federal  Register  (39  FR  16894- 
16895),  a  proposed  rulemaking  which 
would  require  the  identification  of  all 
swine  moved  interstate. 

The  purpose  of  this  proposed  rulemak¬ 
ing  was  to  provide  for  the  uniform 
identification  of  all  swine  moved  inter¬ 
state  and  to  allow  for  the  tracing  of 
such  swine  to  the  herds  of  origin  if  such 
swine  were  found  to  be  diseased  while  at 
farms,  at  concentration  points,  or  at  the 
place  of  slaughter.  A  period  of  90  days 
was  allowed  for  submission  of  comments 
by  interested  persons.  Over  9,300  com¬ 
ments  were  received  with  approximately 
three  fourths  of  the  comments  expressing 
negative  opinions  on  the  proposal.  On 
the  basis  of  all  the  comments  received  it 
has  become  apparent  that  it  is  not  feasi¬ 
ble  to  effectively  implement  the  pro¬ 
posed  regulations  and  consequently  the 
Department  has  decided  to  take  no  fur¬ 
ther  action  on  this  proposal.  However, 
substantial  support  was  evidenced  for 
swine  identification  procedures  directly 
related  to  specific  swine  disease  eradica¬ 
tion  programs.  Therefore,  the  Depart¬ 
ment  will  instead  concentrate  on  im¬ 
proving  the  existing  and  developing  new 
identification  techniques  and  systems  re¬ 
lated  to  specific  disease  eradication  pro¬ 
grams  and  will  henceforth  incorporate 
identification  requirements  into  regula¬ 
tions  which  implement  these  specific 
swine  disease  eradication  programs. 

Done  at  Washington,  D.C.,  this  16th 
day  of  September  1974. 

Pierre  A.  Chaloux, 
Acting  Deputy  Administrator. 
Veterinary  Services.  Animal 
and  Plant  Health  Inspection 
Service. 

[FR  Doc.74-21787  Filed  9-18-74; 8: 45  am] 


DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 
Social  and  Rehabilitation  Service 
[45  CFR  Part  224] 

WORK  INCENTIVE  PROGRAMS  FOR  AFDC 
RECIPIENTS  UNDER  TITLE  IV  OF  THE 
SOCIAL  SECURITY  ACT 

Notice  of  Proposed  Rulemaking 

The  Department  of  Health,  Education, 
and  Welfare  and  the  Department  of  La¬ 


bor  are  proposing  new  WIN  regulations 
to  implement  the  Work  Incentive  Pro¬ 
gram  under  Title  IV  of  the  Social  Secu¬ 
rity  Act  (42  USCA  601-44) . 

The  proposed  regulations  make  the  fol¬ 
lowing  significant  changes  in  the  WIN 
Program:  (1)  the  WIN  registration  func¬ 
tion  is  transferred  from  the  local  welfare 
staff  to  the  local  WIN  sponsor  (generally 
the  employment  service) .  This  will  assist 
new  WIN  registrants  to  use  the  job 
referral  services  located  at  local  WIN 
sponsor  offices;  (2)  A  job  search  ac¬ 
tivity  is  added  for  AFDC  recipients 
registered  for  WIN,  but  not  yet  cer¬ 
tified  by  the  State  welfare  agency  for 
participation  in  WIN,  and  for  indi¬ 
viduals  who  are  certified  but  who  are 
not  actively  engaged  in  a  WIN  compo¬ 
nent;  (3)  The  WEN  sponsor  will  assume 
the  function  of  deregistering  all  indi¬ 
viduals  from  WIN.  This  change  places 
both  registration  for  WIN  and  deregis¬ 
tration  from  WIN  in  the  same  adminis¬ 
trative  unit;  (4)  A  new  Intensive  Man¬ 
power  Services  Component  has  been 
added  as  an  option  to  current  WIN  pro¬ 
grams.  This  new  component  is  intended 
to  provide  structured,  intensive  employ¬ 
ment  services  and  the  development  of 
job  seeking  skills  to  individuals  certified 
for  WIN  training;  (5)  The  WIN  hearing 
procedures  have  been  unified.  Instead  of 
dual  hearings  by  the  welfare  agency  and 
the  WIN  sponsor  on  the  respective  issues 
of  grant  adjustment  (including  vendor 
payments  and  selection  of  payee)  and 
failure  to  participate  in  WIN  without 
good  cause,  the  WIN  sponsor  will  adjudi¬ 
cate  both  issues.  (6)  Provision  has  been 
made  for  opportunity  by  the  National 
Coordination  Committee  through  the 
Solicitor  of  Labor  to  submit  briefs  and 
present  oral  argument  whenever  a  case 
is  before  the  National  Review  Panel. 

Interested  persons  may  submit  com¬ 
ments,  data,  or  arguments  on  these  pro¬ 
posed  regulations  until  October  21,  1974. 
Such  communications  should  be  ad¬ 
dressed  to:  William  H.  Kolberg,  Assist¬ 
ant  Secretary  of  Labor,  United  States 
Department  of  Labor,  6th  and  D  Streets, 
Washington,  D.C.  20213,  Attention  Mer- 
win  Hans. 

All  comments,  data,  and  arguments  re¬ 
ceived  prior  to  October  21,  1974,  shall 
be  evaluated  to  determine  whether  any 
change  in  the  proposed  regulations  is 
warranted.  Upon  completion  of  this 
evaluation,  final  regulations  shall  be 
published  in  the  Federal  Register. 

These  regulations  consolidate  29  CFR 
Parts  56,  57,  and  58,  and  integrate  cer¬ 
tain  sections  of  45  CFR  Parts  220,  233, 
and  234  into  a  new  45  CFR  Part  224. 
These  regulations  which  are  also  being 


published  as  29  CFR  Part  56,  read  as 
follows: 

Part  224  is  proposed  to  read  as  follows : 

PART  224 — WORK  INCENTIVE  PROGRAMS 
FOR  AFDC  RECIPIENTS  UNDER  TITLE 
IV  OF  THE  SOCIAL  SECURITY  ACT 
Subpart  A — Purpose  and  Scope 

Sec. 

224.1  Purpose  and  scope. 

Subpart  B — Administration 

224.10  General  administration  provisions. 

224.11  Annual  State  WIN  plans. 

224.12  Annual  local  WIN  plans. 

224.13  State  and  local  agreements  for  WIN 

activities  and  programs. 

224.14  Allocation  of  federal  funds. 

224.15  Use  of  federal  funds;  poUtlcal  activi¬ 

ties. 

224.16  Non-federal  contribution. 

224.17  Reports,  records,  financial  state¬ 

ments  and  audits. 

224.18  Adjustments  in  payments  to  WIN 

sponsors. 

224.19  Termination  of  contracts  or  grants. 

Subpart  C — Requirements  and  Procedures  for 
Registration  and  Certification 

224.20  Registration  requirements  for  AFDC 

applicants. 

224.21  Job  search  activity  for  WIN  regis¬ 

trants  who  are  AFDC  recipients. 

224.22  Appraisal  and  certification. 

Subpart  D — Supportive  and  Manpower  Services 
and  Protective  Provisions 

224.30  Supportive  services. 

224.31  Manpower  training  related  expenses 

224.32  Pay  and  allowances  for  individuals 

certified  for  WIN  training. 

224.33  Relocation  assistance. 

224.34  Appropriate  work  and  training 

criteria. 

224.35  Period  of  participation. 

224.36  Nondiscrimination. 

Subpart  E — The  WIN  Components  and  Activities 

224.40  Public  service  employment  (PSE). 

224.41  Intensive  manpower  services  compo¬ 

nent. 

224.42  On-the-job  training  (OJT). 

224.43  Institutional  and  other  work  experi¬ 

ence  training. 

224.44  WIN  individuals  enrolled  in  other 

employment  or  training  programs. 

224.45  Non-federal  employee  status. 

224.46  WIN  assignment  protests. 

Subpart  F — WIN  Disciplinary  Rules  and  Sanctions 

224.50  Deregistration  from  WIN. 

224.51  Refusal  to  participate  in  WIN. 

Subpart  G — The  WIN  Adjudication  System 

224.60  Rules  for  grievances  and  deregistra¬ 

tion;  WIN  restrictions. 

224.61  Complaints  and  grievances. 

224.62  Disputes  regarding  WIN  registra¬ 

tions. 

224.63  Kinds  of  disputes  handled  by  the 

WIN  adjudication  system. 

224.64  Requirement  of  conciliation  and 

notice. 

224.66  Request  for  hearing. 

224.66  Hearing  procedures. 

224.67  Conduct  of  WIN  hearings. 
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224.68  Decisions  of  the  WIN  hearing  officer. 

224.69  Appeals  from  WIN  hearing  officer’s 

decision. 

224.70  National  Review  Panel  (NRP) . 

224.71  Request  for  NRP  to  accept  certifica¬ 

tion. 

224.72  Requests  by  NRP  for  certification. 

224.73  Certification  of  the  record. 

224.74  Consideration  by  and  decisions  of  the 

NRP. 

224.75  Sixty-day  counseling  period  and  re¬ 

instatement  of  certified  individ¬ 
uals. 

224.76  Subsequent  WIN  registration  by  de¬ 

registered  individuals. 

Subpart  H — Definitions 

224.80  Definitions. 

Authority:  The  provisions  of  this  Part 
224  are  Issued  under  the  authority  contained 
In  sections  402(a)(7),  402(a)  (19),  and  430- 
444  of  the  Social  Security  Act,  as  amended, 
unless  otherwise  noted. 

Subpart  A — Purpose  and  Scope 

§  224.1  Purpose  and  scope. 

(a)  The  purpose  of  this  Part  224  is  to 
provide  for  a  Work  Incentive  Program 
(WIN)  under  Title  IV  of  the  Social  Se¬ 
curity  Act  (Act). 

(b)  This  part  contains  the  policies, 
rules,  and  regulations  pertaining  to  the 
WIN  program. 

(c)  Definitions  for  terms  used  in  this 
part  may  be  found  in  Subpart  H. 

Subpart  0 — Administration 

§  224.10  General  administration  provi¬ 
sions. 

(a)  The  WIN  program  is  administered 
jointly  by  the  Secretary  of  Labor  and  the 
Secretary  of  Health,  Education,  and 
Welfare.  To  carry  out  Department  of 
Labor  responsibilities  under  these  regu¬ 
lations,  the  Secretary  of  Labor  has  desig¬ 
nated  the  Assistant  Secretary  for  Man¬ 
power  (Assistant  Secretary).  To  carry 
out  Department  of  Health,  Education, 
and  Welfare  responsibilities  under  these 
regulations,  the  Secretary  of  Health, 
Education,  and  Welfare  has  designated 
the  Administrator  of  the  Social  and  Re¬ 
habilitation  Service  (Administrator). 

(b)  The  Assistant  Secretary  and  the 
Administrator  together  form  the  WIN 
National  Coordination  Committee 
(NCC)  which  is  responsible  for  the  ef¬ 
fective  national  administration  of  WIN. 

(c)  The  NCC  shall  establish  uniform 
reporting  procedures,  establish  and 
clarify  policy  under  these  regulations, 
and  establish  other  requirements  for  ef¬ 
fective  administration.  NCC  issuances 
shall  be  binding  on  all  regional,  State, 
and  local  WIN  operations. 

(d)  The  NCC  shall  designate  a  Na¬ 
tional  Executive  Director  to  administer 
the  program. 

(e)  The  Assistant  Secretary  of  Labor 
has  designated  the  Assistant  Regional 
Director  for  Manpower  in  each  region 
(ARDM)  to  carry  out  the  WIN  program 
in  each  region.  The  Administrator  of  the 
Social  and  Rehabilitation  Service  has 
designated  the  Regional  Commissioner 
(RC)  of  the  Social  and  Rehabilitation 
Service  to  carry  out  his  responsibilities 
under  these  regulations  in  each  region. 


(f )  Within  each  region  the  ARDM  and 
the  RC  shall  form  the  WIN  Regional  Co¬ 
ordination  Committee  (RCC) .  Each  RCC 
shall  determine  the  areas  in  each  of  the 
States  within  its  region  in  which  WIN 
projects  shall  be  operated,  taking  into 
consideration  such  factors  as  size  of 
welfare  caseload  and  budgetary  con¬ 
straints.  This  action  shall  have  the  con¬ 
currence  of  the  affected  State  and  shall 
be  so  reflected  in  the  Statewide  Opera¬ 
tional  WIN  Plan  (State  WIN  Plan) .  The 
RCC  shall  review  and  approve  all  State 
WIN  plans  and  modifications  of  such 
plans  covering  the  States  in  its  region. 
Consistent  with  directives  of  the  NCC  it 
shall  also  establish  and  clarify  policy  un¬ 
der  these  regulations  and  shall  establish 
other  requirements  for  effective  adminis¬ 
tration. 

(g)  Upon  determination  of  an  appro¬ 
priate  WIN  project  area  in  a  State,  the 
RCC  shall  enter  into  an  agreement  with 
the  State  WIN  sponsor  and  the  State  wel¬ 
fare  agency  under  which  they  shall  be 
responsible  for  the  overall  administra¬ 
tion  of  the  State  WIN  Plan. 

(h)  Within  each  state  the  welfare 
agency’s  Separate  Administrative  Unit 
(SAU)  shall  be  responsible  for  the  pro¬ 
vision  and  arrangement  of  supportive 
services.  The  Income  Maintenance  Unit 
(IMU)  of  each  single  State  welfare 
agency  is  responsible  for  determining  all 
questions  relating  to  eligibility  for  AFDC 
benefits,  including  whether  an  individual 
is  required  to  register  for  WIN. 

§  224.11  Annual  State  WIN  Plans. 

State  WIN  Plans  on  an  annual  basis 
shall  be  jointly  developed  and  approved 
by  the  State  WIN  sponsor  and  State  wel¬ 
fare  agency.  The  RCC  shall  issue  instruc¬ 
tions  to  the  State  WIN  sponsor  and  State 
welfare  agency  for  the  development  of 
a  single  State  WIN  Plan.  The  State  WIN 
Plan  will  describe  the  operation  to  be 
carried  out  by  the  State  WIN  sponsor  and 
the  State  welfare  agency  as  well  as  a 
summary  of  the  data  in  the  Local  WIN 
Plans,  as  required  in  §  224.12  of  these 
regulations. 

§  224.12  Annual  local  WIN  Plans. 

(a)  A  local  WIN  sponsor  and  a  local 
SAU  shall  jointly  develop  an  annual 
Local  WIN  Plan.  The  plan  shall  describe 
the  local  project’s  operation.  The  Na¬ 
tional  Coordination  Committee  will  issue 
instructions  from  time-to-time  setting 
guidelines  for  the  development  of  such 
plans. 

(b)  Local  WIN  Plans  shall  be  for¬ 
warded  to  the  State  WIN  sponsor  and 
State  SAU  for  consideration  in  the  de¬ 
velopment  of  the  State  WIN  Plan. 

(c)  The  State  WIN  sponsor  and  WIN/ 
SAU  shall  forward  copies  of  the  State 
WIN  Plan  (with  Local  WIN  plans  at¬ 
tached)  to  the  appropriate  RCC  for  ap¬ 
proval.  The  State  WIN  sponsor  shall  also 
forward  a  copy  of  the  plan  to  the  State 
Manpower  Services  Council,  established 
under  the  Comprehensive  Employment 
and  Training  Act  of  1973  (Pub.  L.  93- 
203),  or  its  equivalent,  for  review  and 
comment.  Any  comments  made  by  the 


Council  shall  be  forwarded  directly  to 
the  RCC.  Copies  of  such  comments  shall 
also  be  sent  by  the  RCC  to  the  State  WIN 
sponsor  and  State  WIN/SAU. 

(d)  Any  disagreement  concerning  the 
approval  or  disapproval  of  a  State  WIN 
Plan  between  the  Departmental  repre¬ 
sentatives  serving  as  members  of  the  RCC 
shall  be  referred  promptly  to  the  Na¬ 
tional  Coordination  Committee  for  reso¬ 
lution. 

§  224.13  State  and  local  agreements  for 

WIN  activities  and  programs. 

A  WIN  sponsor  may,  through  agree¬ 
ments  with  public  or  private  agencies  or 
organizations,  including  Indian  tribes 
with  respect  to  Indians  on  a  reserva¬ 
tion,  carry  out  such  activities  and  pro¬ 
grams  as  are  approved  or  developed  by 
the  Secretary  of  Labor,  including  but  not 
limited  to  public  service  employment  pro¬ 
grams,  intensive  manpower  services  pro¬ 
grams,  on-the-job  training  programs, 
work  experience  programs  and  job  search 
programs,  as  defined  in  §§224.21  and 
224.40-224.43  of  these  regulations.  No 
agreement,  however,  shall  be  entered  in¬ 
to  with  an  employer  for  profit  or  with 
a  private  employer  not  organized  for  a 
public  purpose,  for  purposes  of  a  work 
experience  program  or  a  public  serv¬ 
ice  employment  program. 

§  224.14  Allocations  of  federal  funds. 

(a)  The  Secretary  of  Labor  shall  al¬ 
locate  not  less  than  50  percent  of  the 
sums  appropriated  under  Part  C  to  carry 
out  the  WIN  program  among  the  States 
in  accordance  with  a  formula  under 
which  each  State  receives  (from  the 
total  available  for  such  allotment)  an 
amount  which  bears  the  same  ratio  to  the 
total  amount  available  as  the  average 
number  of  individuals  in  each  State  who, 
during  the  month  of  January  last  pre¬ 
ceding  the  commencement  of  such  fiscal 
year,  are  registered  pursuant  to  section 
402(a)  (19)  (A)  of  the  Act,  as  amended, 
bears  to  the  average  number  of  individ¬ 
uals  in  all  States  who,  during  that 
month,  are  so  registered. 

(b)  The  Secretary  of  Labor  shall  al¬ 
locate  the  balance  of  the  sums  not  allo¬ 
cated  under  paragraph  (a)  of  this  section 
in  such  manner  as  he  determines  will  best 
serve  the  objectives  of  the  program. 

(c)  Of  the  sums  expended  on  WIN  by 
the  Department  of  Labor  not  less  than 
33  Mi  percent  thereof  shall  be  expended 
for  carrying  out  the  programs  of  on-the- 
job  training  and  public  service  employ¬ 
ment  established  under  the  Act. 

(d)  The  Secretary  of  Health,  Educa¬ 
tion,  and  Welfare  shall  prescribe  meth¬ 
ods  for  the  allocation  of  funds  pursuant 
to  section  403(d)  of  the  Act. 

§  224.15  Use  of  federal  funds:  political 
activities. 

(a)  Federal  funds  under  Part  C  of 
Title  IV,  allocated  by  the  Secretary  of 
Labor  to  the  State  WIN  sponsor,  may  be 
used  to  meet  not  more  than  90  percent  of 
the  cost  of  carrying  out  the  regulations 
promulgated  under  this  part. 

(b)  WIN  funds  under  Part  C  of  Title 
IV  may  be  used  for  training,  supervision. 
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materials,  administration,  incentive  pay¬ 
ments,  transportation  and  other  items  as 
authorized  by  the  Secretary  of  Labor,  but 
may  not,  except  in  cases  of  WIN  PSE 
under  the  Act.  be  used  for  any  reim¬ 
bursement  to  the  employer  for  time  spent 
by  individuals  in  work,  training,  or  other 
participation  in  the  program. 

(c)  WIN  funds  under  section  403(d) 
of  the  Act  may  be  used  to  meet  90  per¬ 
cent  of  the  cost  of  supportive  services, 
including  child  care,  provided  by  or  ar¬ 
ranged  for  by  the  WIN/SAU.  and  re¬ 
lated  WIN/SAU  administrative  costs. 

(d)  Federal  funds  shall  be  expended 
only  for  costs: 

,  (1)  Permitted  under  the  provisions  of 
Subpart  1-15.7  of  Title  41  of  the  Code  of 
Federal  Regulations,  entitled  “Principles 
for  Determining  Costs  Applicable  to 
Grants  and  Contracts”;  and 

(2)  Not  barred  under  the  provisions  of 
this  part. 

(e)  Pursuant  to  section  403(c)  of  the 
Act,  notwithstanding  any  other  provision 
of  this  chapter,  the  Federal  share  of 
assistance  payments  under  Title  IV- A  of 
the  Act,  for  any  fiscal  year  beginning  on 
or  after  July  1,  1973,  shall  be  reduced 
by  1  percentage  point  for  each  percent¬ 
age  point  by  which  the  number  of  indi¬ 
viduals  certified  to  the  WIN  sponsor  as 
ready  for  employment  or  training  under 
the  WIN  program  falls  below  15  percent 
of  the  average  number  of  individuals  in 
the  State  who  are  required  to  be  reg¬ 
istered  during  such  fiscal  year. 

(f)  Political  activity.  No  fimds  allo¬ 
cated  under  the  Act  shall  be  used  for 
any  partisan  or  nonpartisan  political  ac¬ 
tivity  or  to  further  the  election  or  defeat 
of  any  candidate  for  public  office;  nor 
shall  they  be  used  to  provide  services,  or 
for  the  employment  or  assignment  of 
personnel  in  a  manner  supporting  or  re¬ 
sulting  in  the  identification  of  programs 
conducted  pursuant  to  the  Act  with: 

(1)  Any  partisan  or  nonpartisan  po¬ 
litical  activity  or  any  other  political  ac¬ 
tivity  associated  with  a  candidate,  or 
contending  faction  or  group,  in  an  elec- 
ton  for  public  or  party  office,  or  lobbying 
for  any  matter  at  public  issue; 

(2)  Any  activity  to  provide  voters  or 
prospective  voters  with  transportation  to 
the  polls  or  similar  assistance  in  connec¬ 
tion  with  any  such  election; 

(3)  Any  voter  registration  activity. 

§  224.16  Non-federal  contribution. 

(a)  The  State  welfare  agency  will  as¬ 
sure  a  non-federal  contribution  to  the 
Work  Incentive  programs  established  by 
Part  C  by  appropriate  agencies  of  the 
State  or  private  organizations  of  10  per¬ 
cent  of  the  total  cost  of  such  programs, 
in  cash  or  in-kind  fairly  evaluated.  For 
this  purpose,  the  State  welfare  agency 
will  plan  jointly  with  the  State  WIN 
sponsor  for  the  development  and  use  of 
in-kind  resources.  The  State  welfare 
agency  must  make  the  arrangements  for, 
but  need  not  itself  make,  the  contribu¬ 
tion.  An  in-kind  contribution  may  be 
made  in  the  form  of  the  provision  of 
services,  staff,  space,  equipment,  or  any 
other  goods  or  services  of  value  es¬ 
sential  to  the  operation  of  the  WIN 


program.  Where  such  contribution  is  in- 
kind,  the  amount  thereof  will  be  deter¬ 
mined  on  the  basis  of  its  reasonable 
value  as  established  by  suitable  docu¬ 
mentation. 

(b)  The  State  welfare  agency  shall 
assure  a  non-Federal  cash  contribution 
of  10  percent  of  the  cost  of  supportive 
services  and  related  administrative  ex¬ 
penses  incurred  by  the  WIN/SAU  under 
Title  IV  Part  A. 

(c)  The  WIN  sponsor  costs  of  opera¬ 
tion  of  the  WIN  program  which  may  be 
met  by  the  non-federal  contribution  may 
include  the  costs  of  training,  supervision, 
materials,  administration,  incentive 
payments,  transportation,  and  other 
items  as  are  authorized  by  the  WIN 
sponsor. 

(d)  Funds  from  other  Federal  sources, 
whether  in  cash  or  in-kind,  may  not  be 
used  for  the  non-federal  share,  except 
when  specifically  permitted  by  law.  State 
funds  or  resources  that  have  been  used 
to  match  other  federal  funds  also  may 
not  be  used  for  this  purpose. 

(e)  The  provisions  of  Office  of  Man¬ 
agement  and  Budget  (OMB)  Circular 
102,  Attachment  F,  must  be  met. 

§  224.17  Reports,  records,  financial 
statements  and  audits. 

(a)  State  and  local  WIN  sponsors  and 
welfare  agencies  shall  submit  periodic 
reports  as  required  by  the  Secretary  of 
Labor  and  the  Secretary  of  HEW  to  as¬ 
sure  proper  accounting  for  all  program 
funds,  including  the  non-Federal  share. 
Such  records  and  accounts  shall  be  made 
available  for  audit  purposes  to  DOL  and 
DHEW,  the  Comptroller  General  of  the 
United  States  or  any  authorized  repre¬ 
sentative  of  either,  and  shall  be  retained 
for  3  years  after  the  completion  of  or 
final  payment  under  the  agreement, 
whichever  is  later.  The  records  shall  be 
retained  beyond  the  3-year  period  if 
audit  findings  have  not  been  resolved. 
State  and  local  WIN  sponsors  and  WIN/ 
SAUs  shall  also  submit  periodic  reports 
as  required  by  the  Secretary  of  Labor 
and  the  Secretary  of  HEW  covering  non- 
financial  program  activities.  This  in¬ 
cludes  data  on  overall  program  activities 
and  data  required  to  be  reported  in  the 
Employment  Security  Automated  Re¬ 
porting  System  (ESARS).  All  such  re¬ 
ports  and  other  nonfinancial  records  used 
to  back  up  reporting  systems  (such  as 
completed  registration  cards,  participant 
records,  etc.)  shall  be  retained  for  3  years 
after  they  have  been  inactivated. 

(b)  Program  funds  and  activities  shall 
be  audited  in  conformity  with  the  Stand¬ 
ards  for  Audit  of  Government  Organiza¬ 
tions,  Program  Activities  and  Functions 
issued  by  the  Comptroller  General  of  the 
United  States. 

§  224.18  Adjustments  in  payments  to 
WIN  sponsors. 

(a)  If  any  funds  are  expended  by  a 
WIN  sponsor  or  by  a  public  service  em¬ 
ployer  in  violation  of  the  Act,  the  regula¬ 
tions,  grant  conditions  or  contract  pro¬ 
visions,  the  Secretary  of  Labor  may  make 
necessary  adjustments  in  payments  to 
the  sponsor  or  the  employing  agency  on 


account  of  such  unauthorized  expendi¬ 
tures.  He  may  draw  back  unexpended 
funds  which  have  been  made  available  in 
order  to  assure  that  they  will  be  used  in 
accordance  with  the  purposes  of  the  Act, 
or  to  prevent  further  unauthorized  ex¬ 
penditures,  and  he  may  withhold  funds 
otherwise  payable  under  the  Act  in  order 
to  recover  any  amounts  expended  for  un¬ 
authorized  purposes  in  the  current  or 
immediately  preceding  fiscal  year. 

(b)  No  action  taken  by  the  Secretary 
of  Labor  under  paragraph  (a)  of  this 
section  shall  entitle  the  WIN  sponsor  to 
reduce  program  activities  or  allowances 
for  any  participant  or  to  expend  less 
during  the  effective  period  of  the 
contract  or  grant  than  those  sums  called 
for  in  the  operational  plan.  Any  such  re¬ 
duction  in  expenditures  may  be  deemed 
sufficient  cause  for  termination. 

§  224.19  Termination  of  contracts  or 
grants. 

(a)  If  a  WIN  sponsor  or  an  Income 
Maintenance  Unit  (IMU)  violates  any 
provision  of  the  Act  or  the  regulations  or 
contract  provisions  or  grant  conditions 
which  the  Secretary  of  Labor  has  issued 
or  shall  subsequently  issue  during  the 
period  of  the  contract  or  grant,  the  Sec¬ 
retary  of  Labor  may  terminate  the  con¬ 
tract  or  grant  in  whole  or  in  part  unless 
the  agency  which  caused  the  violation 
corrects  it  within  a  period  of  30  days 
after  receipt  of  notice  specifying  the 
violation;  or 

(b)  In  his  discretion,  the  Secretary  of 
Labor  may  terminate  the  contract  or 
grant  in  whole  or  in  part; 

(c)  Termination  shall  be  effected  by  a 
notice  of  termination  which  shall  specify 
the  extent  of  termination  and  the  date 
upon  which  such  termination  becomes 
effective.  Upon  receipt  of  a  notice  of 
termination  the  agency  shall: 

(1)  Discontinue  further  commitments 
of  contract  or  grant  funds  to  the  extent 
that  they  relate  to  the  terminated  por¬ 
tion  of  the  contracts  or  grants; 

(2)  Promptly  cancel  all  contracts  or 
subcontracts  utilizing  funds  under  the 
contract  or  grant  to  the  extent  that  they 
relate  to  the  terminated  portion  of  the 
contract  or  grant; 

(3)  Settle,  with  the  approval  of  the 
Secretary  of  Labor,  all  outstanding 
claims  arising  from  such  termination; 

(4)  Submit,  within  6  months  after  the 
receipt  of  the  notice  of  termination,  a 
termination  settlement  proposal  which 
shall  include  a  final  statement  of  all  un¬ 
reimbursed  costs  related  to  the  termi¬ 
nated  portion  of  the  contract  or  grant 
but  in  case  of  terminations  under  para¬ 
graph  (a)  of  this  section  will  not  include 
the  cost  of  preparing  a  settlement  pro¬ 
posal.  Allowable  cost  shall  be  determined 
in  accordance  with  the  provisions  of  Part 
1-15.7  of  Title  41  of  the  Code  of  Federal 
Regulations  and  OMB  Circular  A-87. 

Subpart  C — Requirements  and  Procedures 
for  Registration  and  Certification 

§  221.20  -  Registration  requirements  for 
AFDC  applicants. 

(a)  A  State  welfare  plan,  under  Part 
A  of  Title  IV  of  the  Act,  shall  provide 
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that  all  welfare  applicants  and  recip¬ 
ients  who  are  required  to  register  by 
section  4012(a)  (19)  (A)  of  the  Act  shall 
register  with  the  WIN  sponsor  for  man¬ 
power  services,  training,  and  employ¬ 
ment  as  a  condition  of  eligibility  for 
AFDC.  At  the  time  of  registration  such 
registrants  shall  be  provided  information 
about  the  job  market  and  referrals  to 
available  employment.  Where  feasible, 
job  banks  shall  be  used  to  provide 
this  information  and  to  facilitate  such 
referrals. 

(b)  The  Income  Maintenance  Unit 
(IMU)  of  the  State  or  local  welfare 
agency  shall  determine  which  AFDC  ap¬ 
plicants  and  recipients  are  exempt  from 
registration  and  which  are  required  to 
register  with  the  WIN  sponsor  as  a  con¬ 
dition  of  eligibility  for  AFDC  benefits. 
The  IMU  shaL'.  inform  all  nonexempt  ap¬ 
plicants  and  recipients  that  failure  to 
register  shall  result  in  ineligibility  for 
AFDC.  Nonexempt  applicants  and  recip¬ 
ients  along  with  exempt  individuals  who 
volunteer  for  WIN  shall  be  informed  in 
writing  of  the  place  of  registration  and 
shall  be  immediately  referred  to  the  WIN 
sponsor  for  registration. 

(c)  The  determination  as  to  whether 
an  individual  is  required  to  register  is 
based  on  the  following  criteria:  Each 
AFDC  applicant  shall  register  unless  he 
is: 

(1)  Underage  16; 

(2)  Attending  school  full-time  and 
age  16  but  not  yet  21  years  of  age  (or  18 
years  of  age  if  the  State  AFDC  plan  lim¬ 
its  benefits  to  children  who  are  under  age 
18) .  There  must  be  verification  from  an 
appropriate  school  official  that  the  per¬ 
son  is  enrolled  or  has  been  accepted  for 
enrollment  for  the  next  school  term  as  a 
full-time  student; 

(3)  HI,  with  medical  evidence  provided 
by  a  physician  or  licensed  or  certified 
psychologist  that  the  illness  or  injury 
temporarily  prevents  entry  into  employ¬ 
ment  or  training; 

(4)  Incapacitated,  when  verified  by 
the  IMU  that  a  medically  determinable 
physical  or  mental  impairment,  deter¬ 
mined  by  a  physician  or  licensed  or  certi¬ 
fied  psychologist,  by  itself  or  in  con¬ 
junction  with  age,  prevents  the 
individual  from  engaging  in  employment 
or  training  under  WIN.  The  costs  of  a 
medical  determination  of  such  incapac¬ 
ity  will  be  reimbursable  by  WIN  sponsor 
funds; 

(5)  65  years  of  age  or  older; 

(6)  Residing  at  a  location  which  is 
so  remote  from  a  WIN  project  that  ef¬ 
fective  participation  in  the  program  is 
precluded.  The  individual  will  be  con¬ 
sidered  remote  if  more  than  a  total  of  10 
hours  would  be  required  for  a  normal 
8-hour  work  or  training  day  plus  a  round 
trip  of  more  than  2  homs  by  reasonably 
available  public  or  private  transporta¬ 
tion,  exclusive  of  time- necessary  to  trans¬ 
port  children  to  and  from  a  child  care 
facility,  unless  normal  round  trip  com¬ 
muting  time  in  the  area  is  more  than  2 
hours,  in  which  case  the  round  trip 
commuting  time  shall  not  exceed  the 
generally  accepted  community  stand¬ 
ards; 


(7)  A  caretaker  in  the  home,  and  the 
IMU  has  verified  that  a  medically  de¬ 
terminable  condition  of  another  mem¬ 
ber  of  the  household  requires  the  indi¬ 
vidual’s  presence  in  the  home  on  a 
substantially  continuous  basis,  and  that 
no  other  appropriate  member  of  the 
household  is  available; 

(8)  A  mother  or  other  caretaker  rela¬ 
tive  of  a  child  under  age  6; 

(9)  A  mother  or  other  female  care¬ 
taker  of  a  child,  when  the  nonexempt 
father  or  other  nonexempt  adult  male 
relative  in  the  home  is  registered  and 
has  not  refused  to  participate  in  the  pro¬ 
gram  or  employment  without  good 
cause. 

(d)  The  IMU  shall  inform  exempt 
persons  in  writing  of  their  obligation  to 
report  any  changes  affecting  their  ex¬ 
empt  status,  and  in  addition  shall  in¬ 
clude  a  determination  of  exemption  as 
a  part  of  the  AFDC  eligibility  redetermi¬ 
nation  process,  except  where  the  indi¬ 
vidual  has  been  determined  to  be  perma¬ 
nently  incapacitated.  Individuals  who 
have  been  determined  to  be  exempt  from 
registration  on  the  basis  of  Incapacity 
will  be  referred  to  the  appropriate  State 
vocational  rehabilitation  agency. 

(e)  The  IMU  shall  inform  an  indi¬ 
vidual  who  contests  a  determination  of 
non-exempt  status  of  his  right  to  request 
a  review  of  his  status.  The  individual 
shall  also  be  informed  of  his  right  to  a 
hearing  before  the  State  welfare  agency 
when  his  claim  for  AFDC  benefits  is  de¬ 
nied  by  reason  of  his  refusal  to  register 
for  WIN. 

(f )  The  IMU  shall  inform  exempt  per¬ 
sons  of  their  option  to  register  volun¬ 
tarily  for  manpower  services,  training 
and  employment,  and  their  option  to 
withdraw  such  registration  at  any  time 
without  loss  of  AFDC  benefits,  provided 
their  status  has  not  changed  in  such  a 
way  which  would  require  registration  in 
accordance  with  the  Act. 

(g)  When  an  AFDC  applicant  or  recip¬ 
ient  who  resides  in  an  area  which  would 
normally  be  determined  to  be  remote, 
wishes  to  volunteer  for  WIN,  the  in¬ 
dividual  shall  be  registered  by  WIN, 
and  the  SAU  shall  negotiate  for  any 
necessary  supportive  services  with  the 
appropriate  welfare  agency. 

(h)  The  WIN  sponsor  shall  register 
all  individuals  found  by  the  IMU  to  be 
nonexempt  and  all  individuals  who 
wish  to  volunteer  for  WIN,  in  an  inter¬ 
view  during  which  a  complete  work 
history  is  to  be  taken.  The  WIN  sponsor 
shall  register  all  individuals  in  a  timely 
manner  so  that  eligibility  determinations 
are  not  delayed. 

(i)  At  registration,  each  individual 
shall  be  informed  about  the  nature  of 
the  WIN  program  and  about  his  rights 
and  responsibilities  therein. 

(j)  If  the  IMU  determines  an  in¬ 
dividual  to  be  non-exempt,  and  the 
WIN  sponsor  disagrees,  the  WIN  spon¬ 
sor  will  register  the  individual  and  will 
request  the  IMU  to  reconsider  its  deter¬ 
mination.  If  the  IMU  reverses  its  deci¬ 
sion,  the  WIN  sponsor  shall  deregister 
the  individual  as  exempt  unless  the  in¬ 
dividual  volunteers  for  WIN.  The  IMU’s 


response  will  be  accepted  by  the  WIN 
sponsor.  If  the  IMU  does  not  respond 
within  30  days  of  the  request,  the  WIN 
sponsor  shall  deregister  the  individual 
as  exempt. 

(k)  The  WIN  sponsor  shall  notify  the 
IMU  of  any  employment  or  other  change 
of  status  which  may  affect  an  individ¬ 
ual’s  eligibility  or  the  amount  of  the 
AFDC  payment. 

(l)  The  WIN  sponsor  must  notify  the 
IMU,  within  3  work  days  of  the  registra¬ 
tion,  that  registration  has  been  com¬ 
pleted  so  that  the  IMU’s  completion  of 
the  eligibility  determination  shall  not  be 
delayed. 

(m)  The  IMU  shall  notify  the  WIN 
sponsor  within  3  work  days  after  each 
determination  is  made  of  initial  and 
subsequent  determinations  of  eligibility 
for  AFDC. 

§  224.21  Job  search  activity  for  WIN 
registrants  who  are  AFDC  recipients. 

(a)  A  job  search  activity  shall  be  pro¬ 
vided  for  AFDC  recipients  who  are  regis¬ 
tered  for  the  WIN  program  but  who  have 
not  yet  been  certified  to  the  WIN  pro¬ 
gram  by  the  welfare  agency,  and  for 
certified  Individuals  who  are  not  actively 
engaged  in  a  WIN  component. 

(b)  The  nature  and  scope  of  a  job 
search  activity  shall  be  the  responsibility 
of  each  State,  consistent  with  the 
requirements  of  this  part.  A  complete 
description  of  the  job  search  activity 
shall  be  included  in  the  State  WIN  plan 
and  shall  be  subject  to  RCC  approval. 

(c)  Individuals  participating  in  a  job 
search  activity  shall  accept  employment 
under  the  same  terms  and  conditions  as 
are  required  of  individuals  certified  to  a 
WIN  component  and  shall  be  provided 
with  supportive  services  necessary  to 
enable  them  to  engage  in  the  job  search 
activity. 

(d)  Sanctions  for  refusal  without 
good  cause  to  participate  in  a  job  search 
activity  shall  be  set  forth  in  the 
State  WIN  plan.  The  WIN  sanctions  in 
Subpart  F  and  the  WIN  adjudication 
system  in  Subpart  G  of  this  part  shall 
apply  to  certified  individuals  engaged  in 
job  search  and,  at  the  option  of  the 
State,  may  be  designated  in  the  State 
WIN  plan  as  applying  to  uncertified  in¬ 
dividuals  engaged  in  the  job  search 
activity. 

§  224.22  Appraisal  and  certification. 

(a)  On  the  basis  of  information  ob¬ 
tained  during  the  registration  process, 
registrants  will  be  selected,  jointly  when 
possible,  by  WIN  sponsor  and  WIN/SAU 
staff  for  appraisal  of  their  employability 
potential.  The  final  selection  of  an  in¬ 
dividual  into  a  specific  work  or  training 
component  rests  with  the  WIN  sponsor. 

(b)  All  unemployed  fathers  shall  be 
appraised  within  2  weeks  of  the  deter¬ 
mination  of  eligibility  for  AFDC  bene¬ 
fits,  and  certification  shall  be  completed 
no  later  than  30  days  from  the  receipt  of 
AFDC  benefits. 

(c)  All  other  individuals  will  be  ap¬ 
praised  according  to  the  following  priori¬ 
ties,  taking  into  account  the  individual’s 
employment  potential: 
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(1)  Mothers,  whether  or  not  required 
to  register,  who  volunteer; 

(2)  Other  mothers,  and  pregnant 
women  under  19  years  of  age,  who  are 
required  to  register; 

(3)  Dependent  children  and  relatives 
who  have  attained  age  16  and  who  are 
not  in  school  full-time  or  engaged  in 
work  or  manpower  training;  and 

(4)  All  others; 

(d)  The  appraisal  interview  shall  be 
conducted  jointly,  to  the  extent  possible, 
or  sequentially  as  appropriate,  by  the 
WIN  sponsor  and  the  WIN/SAU.  When¬ 
ever  possible,  appraisal  shall  occur  at  the 
time  of  registration.  An  employability 
plan  shall  be  initiated  by  the  WIN  spon¬ 
sor  and  the  WIN/SAU  at  the  appraisal 
interview  for  each  registrant  who  is 
found  suitable  for  participation  in  a  WIN 
component. 

(e)  The  employability  plan  shall  con¬ 
tain  a  manpower  services  plan  and  a  sup¬ 
portive  services  plan,  and  shall  be 
designed  to  lead  to  employment  and  ulti¬ 
mately  to  self-support.  It  shall  contain  a 
definite  employment  goal,  attainable  in 
the  shortest  time  period  consistent  with 
the  supportive  services  needs,  project  re¬ 
sources,  and  job  market  opportunities. 
Final  approval  of  the  employability  plan 
rests  with  WIN  sponsor. 

(f)  As  appropriate  WIN  sponsor  serv¬ 
ices  become  available  to  individuals,  the 
WIN  sponsor  shall  request  the  WIN/SAU 
to  certify  in  writing  that  the  necessary 
immediate  and  on-going  supportive  serv¬ 
ices  have  been  provided  or  arranged,  or 
that  no  such  services  are  required.  When 
certified,  the  individual  shall  be  placed 
by  the  WIN  sponsor  on  the  following 
basis:  The  individual  shall  be  placed  in 
employment  if  appropriate  work  that  the 
individual  can  perform  is  available.  If  the 
individual  cannot  be  immediately  placed 
in  employment,  he  shall  be  placed  in  on- 
the-job  training,  intensive  manpower 
services,  public  service  employment,  in¬ 
stitutional  training,  or  in  any  other  man¬ 
power  program  or  activity. 

(g)  AFDC  grants  and  social  services 
for  individuals  under  the  State  AFDC 
plan  shall  not  be  denied  by  reason  of  the 
individual's  referral  to  a  job  or  to  a  WIN 
program,  or  solely  by  reason  of  an  in¬ 
dividual's  participation  therein. 

Subpart  D — Supportive  and  Manpower 
Services  and  Protective  Provisions 
§  224.30  Supportive  services. 

(a)  The  SAU  shall  be  responsible  for 
the  development  of  necessary  supportive 
services  and  for  supplying  those  serv¬ 
ices. 

(b)  Supportive  services  under  the  WIN 
program  must  include: 

( 1 )  Child  care  which  meets  the  stand¬ 
ards  specified  in  45  CFR  220.18.  When 
more  than  one  kind  of  child  care  is  avail¬ 
able,  the  mother  or  other  caretaker  rela¬ 
tive  may  choose  the  type,  but  may  not 
refuse  to  accept  child  care  services  if 
they  are  available.  Such  services  must  be 
responsive  to  breakdowns  in  prior  ar¬ 
rangements  in  order  to  ease  or  avoid  dis¬ 
ruption  of  employment  or  participation 
in  manpower  services; 
v  (2>  Family  planning  services: 


(3)  Home  management  and  other 
functional  educational  services; 

(4)  Homemaker; 

(5)  Housing  improvement  services; 

(6)  Employment  related  medical,  re¬ 
medial,  and  health-related  care  services 
not  included  under  the  State’s  Title  XIX 
plan  or  otherwise  available  under  any 
other  federally  assisted  program; 

(7)  Selected  vocational  rehabilitation 
services,  as  defined  by  the  Rehabilita¬ 
tion  Act  of  1973,  which  cannot  otherwise 
be  funded  by  the  vocational  rehabilita¬ 
tion  agency; 

(8)  Transportation  services  as  needed 
to  make  supportive  services  accessible; 
and 

(9)  Other  supportive  services  neces¬ 
sary  to  enable  such  individuals  to  par¬ 
ticipate  in  job  search,  accept  employ¬ 
ment  or  receive  manpower  training  pro¬ 
vided  under  the  WIN  program. 

§  224.31  Manpower  training  related 
expenses. 

Individuals  shall  receive  not  only  wel¬ 
fare  supportive  services  but  also  man¬ 
power  training  related  expenses  such  as 
lunches  and  transportation  to  enable 
them  to  participate  in  job  search  and  in 
the  WIN  training  components. 

§  224.32  Pay  and  allowances  for  indi¬ 
viduals  certified  for  WIN  training. 

(a)  An  individual  assigned  to  a  WIN 
institutional  or  work  experience  training 
component,  including  the  Intensive  Man¬ 
power  Services  Component,  in  which  no 
salary  is  paid,  shall  receive  incentive  pay¬ 
ments  at  a  rate  not  to  exceed  $30  a 
month  provided  he  meets  the  require¬ 
ments  of  the  component  relative  to  hours 
of  participation. 

(b)  Individuals  placed  in  employ¬ 
ment,  OJT,  or  PSE,  shall  be  authorized 
to  receive  training  related  expenses  un¬ 
til  their  first  full  paycheck  or  not  to  ex¬ 
ceed  two  WIN  pay  periods,  whichever 
occurs  first. 

(c)  Reasonable  subsistence  allowance, 
in  addition  to  a  training-related  expense 
payment,  shall  be  paid  to  qualified  indi¬ 
viduals  for  their  separate  maintenance 
when  they  are  assigned  to  training  fa¬ 
cilities  beyond  dally  commuting  distance 
from  their  homes  for  each  calendar  day 
within  the  training  payment  period  dur¬ 
ing  which  they  are  participating  in  such 
training  and  are  residing  away  from 
home. 

(d)  An  Individual  shall  be  paid  trans¬ 
portation  allowance  to  a  training  facility 
located  beyond  commuting  distance  for 
the  cost  of  his  initial  trip  to  the  training 
facility  and  for  his  final  trip  home  at 
the  completion  or  other  termination  of 
such  training. 

(e)  Individuals  may  be  paid  allow¬ 
ances  for  nonrecurring  expenses  as  au¬ 
thorized  by  the  Secretary  of  Labor. 

(f)  WIN  sponsor  offices  may  establish 
petty  cash  funds  to  meet  emergency 
heeds  for  cash  for  allowable  expendi¬ 
tures. 

§  224.33  Relocation  assistance. 

The  Secretary  of  Labor  may  assist 
certified  individuals  to  relocate  their 
place  of  residence  when  he  determines 


such  relocation  is  necessary  in  order  to 
enable  them  to  become  permanently  em¬ 
ployed  and  self-supporting.  Such  assist¬ 
ance  shall  be  given  only  to  individuals 
who  concur  in  the  relocation  and  who 
have  received  a  bona  fide  job  offer  at 
their  place  of  relocation  at  wage  rates 
which  will  meet  at  least  their  full  need 
as  determined  by  the  State  to  which 
they  will  be  relocated.  Assistance  under 
this  section  shall  not  exceed  the  reason¬ 
able  costs  of  transportation  for  such  in¬ 
dividuals,  their  dependents,  and  their 
household  belongings,  plus  such  reloca¬ 
tion  allowance  as  the  Secretary  of  Labor 
determines  to  be  reasonable. 

§  224.34  Appropriate  work  and  training 
criteria. 

(a)  Standards  for  appropriate  work 
or  training:  certified  individuals  must 
accept  assignment  to  employment  or 
WIN  training  as  determined  appropriate 
by  the  WIN  sponsor  or  face  deregistra¬ 
tion  action.  The  standards  in  paragraph 
(b)  of  this  section  must  be  met  before 
any  such  individuals  can  be  required  to 
accept  a  work  or  training  assignment. 

(b)  The  following  standards  gre  com¬ 
mon  to  assignments  to  both  work  and 
training  including  PSE  and  OJT: 

(1)  All  assignments  for  those  in  WIN 
training  shall  be  within  the  scope  of  an 
individual’s  employability  plan.  This 
plan  may  be  modified  to  reflect  changed 
employment  conditions. 

(2)  The  job  or  training  assignment 
must  be  related  to  the  capability  of  the 
individual  of  performing  the  task  on  a 
regular  basis.  Any  claim  of  adverse  effect 
on  physical  or  mental  health  shall  be 
based  on  an  adequate  medical  testimony 
from  a  physician  or  licensed  or  certified 
psychologist  indicating  that  participation 
would  impair  the  individual’s  physical  or 
mental  health. 

(3)  The  total  daily  commuting  time  to 
and  from  home  to  the  work  or  training 
site  to  which  the  individual  is  assigned 
shall  not  normally  exceed  2  hours,  not 
including  the  transporting  of  a  child  to 
and  from  a  child  care  facility,  unless  a 
longer  commuting  distance  and  time  is 
generally  accepted  in  the  community,  in 
which  case  the  round  trip  commuting 
time  shall  not  exceed  the  generally  ac¬ 
cepted  community  standards. 

(4)  When  child  care  is  required,  it 
must  meet  the  standards  specified  in  45 
CFR  220.18(c)  and  must  be  available 
during  the  hours  the  individual  is  en¬ 
gaged  in  a  WIN  component  or  manpower 
activity  plus  any  additional  necessary 
commuting  time. 

(5)  The  work  or  training  site  to  which 
the  individual  is  assigned  must  not  be 
in  violation  of  applicable  federal.  State 
and  local  health  and  safety  standards. 

(6)  Assignments  shall  not  be  made 
which  are  discriminatory  in  terms  of  age, 
sex,  race,  creed,  color,  or  national  origin. 

(7)  The  individual  shall  not  be  ref¬ 
erred  to  work,  job  search,  or  training  un¬ 
less  supportive  and  manpower  services 
necessary  for  participation  are  available, 
even  in  cases  where  the  State  WIN  plaa 
does  not  specifically  provide  for  the 
needed  services.  The  cessation  or  witfc- 
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drawal  of  such  necessary  services  while 
the  individual  is  in  job  search  or  in  a 
WIN  component  shall  constitute  good 
cause  for  refusal  to  participate. 

(c)  The  determination  of  “appropriate 
work”  shall  be  made  at  local  project  level. 
The  following  criteria  shall  be  applied 
in  addition  to  the  above,  in  determining 
“appropriate  work”: 

(1)  Appropriate  work  may  be  tempor¬ 
ary,  permanent,  full-time,  part-time  or 
seasonal  work  which  meets  the  appropri¬ 
ate  work  standards  of  this  section. 

(2)  When  an  income  disregard  is 
available,  the  wage  shall  meet  or  ex¬ 
ceed  the  Federal  or  State  minimum  wage 
law,  whichever  is  applicable,  or  if  such 
laws  are  not  applicable,  the  wage  shall 
not  be  substantially  less  favorable  than 
the  wage  normally  paid  for  similar  work 
in  that  labor  market  but  in  no  event 
shall  it  be  less  than  three-fourths  of 
the  minimum  wage  rate  set  forth  in 
section  6(a)  (1)  of  the  Fair  Labor  Stand¬ 
ards  Act  as  amended. 

(3)  When,  as  a  result  of  becoming 
employed,  no  income  disregard  is  avail¬ 
able  to  the  individual,  the  wage,  less 
mandatory  payroll  deductions  and  a 
reasonable  allowance  for  necessary  em¬ 
ployment  related  expenses,  shall  provide 
an  income  equal  to  or  exceeding  the 
family’s  AFDC  cash  benefit.  The  wage 
shall  in  no  case,  be  less  than  that  re¬ 
quired  by  any  applicable  minimum  wage 
law. 

(4)  The  daily  hours,  of  work  and  the 
weekly  hours  of  work  shall  not  exceed 
those  customary  to  the  occupation;  and 

(5)  No  individual  shall  be  required 
to  accept  employment  if — 

(i)  The  position  offered  is  vacant  due 
to  a  strike,  lockout,  or  other  bona  fide 
labor  dispute; 

(ii)  As  a  condition  of  being  employed, 
the  individual  would  be  required  to  join 
a  company  union  or  to  resign  from  or 
refrain  from  joining  any  bona  fide  labor 
organization; 

(Hi)  The  job  offered  would  interrupt 
a  program  in  progress  under  an  ap¬ 
proved  employability  plan  leading  to  self- 
support  or  to  the  resumption  of  his  reg¬ 
ular  job  within  a  short  period  of  time. 
This  does  not,  however,  preclude  tem¬ 
porary  employment  during  the  interval 
prior  to  his  re-employment  in  his  reg¬ 
ular  job. 

(d)  In  addition  to  meeting  the  criteria 
in  subpart  (b)  above,  for  training  to  be 
appropriate,  the  quality  of  the  training 
must  meet  local  employers’  requirements 
so  that  the  individual  will  be  in  a  com¬ 
petitive  position  within  the  local  labor 
market.  The  training  must  also  be  likely 
to  lead  to  employment  which  will  meet 
the  appropriate  work  criteria. 

§  224.35  Period  of  participation. 

(a)  The  duration  of  institutional 
training  established  pursuant  to  section 
432(b)  (2)  of  the  Act  shall  average  no 
more  than  six  months  for  any  individual, 
with  a  maximum  duration  of  one  year. 
The  RCC,  for  good  cause,  may  allow  an 
exception  to  either  limitation. 

(b)  Participation  in  Work  Experience 
shall  not  exceed  13  weeks  for  any  indi¬ 


vidual.  The  RCC  may,  for  good  cause, 
allow  an  exception  to  this  limitation. 

(c)  Supportive  services  may  be  pro¬ 
vided  for  up  to  two  weeks  to  an  individual 
between  participation  in  WIN  compo¬ 
nents,  at  the  discretion  of  the  WIN  spon¬ 
sor  and  the  WTN/SAU,  when  necessary 
to  ensure  continued  availability  of  the 
service  in  order  to  avoid  interruption  of 
the  employability  process. 

(d)  Manpower  and  supportive  serv¬ 
ices  under  the  WIN  program  may  be  pro¬ 
vided  to  an  individual  until  he  has  com¬ 
pleted  his  employability  plan,  and  may 
continue  for  up  to  30  days  beyond  the 
completion  of  the  plan  if  WIN  sponsor 
and  SAU  staff  determine  that  these  serv¬ 
ices  are  necessary  to  sustain  the  indi¬ 
vidual  in  employment  status. 

§  224.36  Nondiscrimination. 

(a)  No  person  in  the  United  States 
shall,  on  the  grounds  of  age,  race,  creed, 
color,  sex,  or  national  origin,  be  excluded 
from  participation  in,  be  denied  the  bene¬ 
fits  of,  or  be  subjected  to  discrimination 
under  any  program  or  activity  receiving 
Federal  financial  assistance  under  these 
regulations. 

(b)  Grievances  involving  discrimina¬ 
tion  under  paragraph  (a)  of  this  section 
shall  be  processed  according  to  equal  op¬ 
portunity  provisions  established  by  the 
Secretaries  of  Labor  and  HEW  and,  to 
the  extent  applicable,  in  compliance  with 
Title  VI  of  the  Civil  Rights  Act  of  1964 
(78  Stat.  252)  and  the  regulations  issued 
thereunder. 

Subpart  E — The  WIN  Components  and 
Activities 

§  224.40  Public  service  employment 
(PSE). 

(a)  WIN/PSE:  WIN/PSE  consists  of 
WIN  subsidized  jobs  in  the  public  and 
private  non-profit  sectors.  All  WIN/ 
PSE  jobs  must  meet  the  criteria  for 
appropriate  work,  and  must  be  jobs 
which  would  not  otherwise  be  performed 
by  regular  employees.  The  WIN/PSE 
component  provides  transitional  employ¬ 
ment  intended  to  move  individuals  from 
AFDC  into  unsubsidized  jobs. 

Cb)  Eligibility:  All  certified  registrants 
for  whom  appropriate  unsubsidized  em¬ 
ployment  cannot  be  found,  are  eligible 
for  placement  in  PSE. 

(c)  Eligible  employers:  An  eligible  em¬ 
ployer  may  be: 

(1)  Any  unit  of  State  or  local  govern¬ 
ment; 

(2)  Any  public  agency  or  institution 
which  is  a  State  or  local  government 
subdivision; 

(3)  An  Indian  tribe  or  combination  of 
tribes  on  a  Federal  or  State  reservation; 
or 

(4)  Any  private  non-profit  organiza¬ 
tion  established  to  serve  a  public  purpose. 

(d)  WIN  status  of  PSE  participants: 
For  the  purpose  of  AFDC  benefits,  PSE 
participants  are  considered  to  be  em¬ 
ployed.  However,  PSE  participants  shall 
not  be  deregistered  because  of  participa¬ 
tion  in  PSE  until  they  complete  the  job 
entry  period,  since  they  are  still  an  active 
part  of  the  WIN  program  during  job 
entry.  PSE  participants  are  not  eligible 


to  receive  either  a  WIN  incentive  pay¬ 
ment  or  the  income  disregard. 

(e>  Displacement  of  workers:  Individ¬ 
uals  shall  not  be  assigned  to  a  PSE  Job 
if  this  will  result  in  the  displacement 
of  already  employed  full-time  workers. 

§  224.41  Intensive  manpower  services 
component. 

(a)  A  State  may  establish  as  one  work 
experience  component  an  Intensive 
Manpower  Services  Component  to  assist 
certified  individuals  to  obtain  employ¬ 
ment.  The  State  WIN  agency  shall  de¬ 
velop  standards  of  participation  in  the 
Intensive  Manpower  Services  Compo¬ 
nent,  taking  into  account  local  condi¬ 
tions,  including,  but  not  limited  to,  geo¬ 
graphic  factors,  availability  of  public 
transportation,  and  local  labor  market 
characteristics.  If  the  state  selects  this 
component,  such  standards  of  participa¬ 
tion  shall  be  included  in  the  State  WIN 
Plan  submitted  to  the  RCC. 

(b)  The  Intensive  Manpower  Services 
Component  shall  provide  manpower  and 
employment  services,  which  may  include 
orientation,  and  must  include  job  de¬ 
velopment,  exposure  to  labor  market  in¬ 
formation,  job  placement  and  job-seek¬ 
ing  skills  development  to  assist  Individ¬ 
uals  in  obtaining  unsubsidized  employ¬ 
ment. 

§  224.42  On-the-job-train ing  (OJT). 

WIN/On  -  the  -  job  -  training  (WIN/ 
OJT)  is  an  employment  opportunity 
which  includes  skill  training.  Under  this 
component,  a  certified  registrant  is  hired 
by  a  private  or  public  employer  and  pro¬ 
vided  skill  training  which  is  either  sub¬ 
sidized  under  contract  between  the  em¬ 
ployer  and  the  WIN  sponsor,  or  is  un¬ 
subsidized.  Employers  are  encouraged  to 
provide  increased  supervision  and  train¬ 
ing  either  voluntarily  or  through  con¬ 
tracts  with  the  WIN  sponsor,  pursuant  to 
which  the  WIN  sponsor  will  reimburse 
the  employer  for  the  extraordinary  costs 
of  such  training  and  supervision. 

§  224.43  Institutional  and  other  work 
experience  training. 

(a)  Institutional  training  is  a  com¬ 
ponent  involving  vocational  or  other 
classroom  training  conducted  by  an  in¬ 
structor  in  a  non-worksite  setting. 

(b)  A  work  experience  component  is 
to  provide  a  clearly  defined,  well- 
supervised,  assignment  with  a  private 
non-profit  or  public  employer  in  which 
an  Individual  has  the  opportunity  to  de¬ 
velop  basic  work  habits,  to  practice  skills 
learned  in  classroom  training,  and  to 
demonstrate  skills  to  a  prospective  em¬ 
ployer. 

§  224.44  WIN  individuals  enrolled  in 
other  employment  or  training  pro¬ 
grams. 

Certified  individuals  referred  to  slots 
in  other  eligible  Federal  or  State  funded 
employment  or  training  programs,  and 
meeting  all  the  eligibility  requirements 
under  those  programs,  shall  be  tem¬ 
porarily  suspended  from  the  WIN  pro¬ 
gram.  Such  individuals  shall  normally  be 
compensated  In  accordance  with  and 
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through  the  provisions  of  those  programs. 
However,  when  such  compensation  te 
not  available  or  would  be  disadvanta¬ 
geous  to  the  individual,  he  may  accept 
regular  WIN  benefits  instead.  Notwith¬ 
standing  such  suspension,  necessary  sup¬ 
portive  and  manpower  services  which  are 
not  provided  under  the  training  pro¬ 
gram,  but  which  are  necessary  to  per¬ 
mit  the  individual  to  continue  in  the  pro¬ 
gram,  will  be  provided  by  the  WIN/SAU 
and  the  WIN  sponsor. 

§  224.45  Non -federal  employee  status. 

An  individual  in  a  WIN  component 
shall  not  be  deemed  an  employee  of  the 
Federal  Government,  and  shall  not  be 
subject  to  the  provisions  of  laws  relat¬ 
ing  to  Federal  employees,  including  those 
relating  to  hours  of  work,  rates  of  com¬ 
pensation,  leave,  unemployment  com¬ 
pensation,  and  Federal  employee  bene¬ 
fits. 

§  224.46  WIN  assignment  protests. 

A  certified  individual  may  accept  any 
work,  job  search,  or  training  assignment 
under  WIN  without  prejudicing  his  right 
to  protest  such  an  assignment.  Such  pro¬ 
tests  shall  be  handled  through  the  WIN 
adjudication  process. 

Subpart  F — WIN  Disciplinary  Rules  and 
Sanctions 

§  224.50  Deregistration  from  WIN. 

(a)  All  deregistrations  shall  be  per¬ 
formed  by  the  WIN  sponsor. 

(b)  A  deregistration  may  be  neces¬ 
sary  because  the  individual  has  become 
ineligible  for  AFDC,  or  exempt  from  reg¬ 
istration,  or  adjudicated  to  have  refused 
to  participate  without  good  cause,  or  be¬ 
cause  an  incorrect  exemption  determina¬ 
tion  was  made. 

(c)  The  welfare  agency  shall  notify 
the  WIN  sponsor  of  changes  in  an  AFDC 
receipient’s  welfare  or  exemption  status 
which  would  warrant  deregistration. 

(d)  Except  in  those  cases  where  the 
WIN  sponsor  has  been  notified  that  an 
AFDC  grant  has  been  closed,  the  WIN 
sponsor  shall  notify  the  IMU  of  all 
deregistrations. 

§  224.51  Refusal  to  participate  in  WIN. 

(a)  Any  WIN  registrant,  except  a  vol¬ 
unteer,  who  refuses  to  participate  by  re¬ 
fusing  without  good  cause  to  appear  for 
appraisal,  or  any  certified  WIN  regis¬ 
trant,  except  a  volunteer,  who  refuses  to 
participate  in  the  WIN  program  without 
good  cause,  shall  be  deregistered  from 
WIN  and  removed  from  the  AFDC  grant 
for  failure  to  participate.  After  notice, 
and  after  an  adverse  hearing  decision 
if  a  hearing  is  requested,  the  WIN  spon¬ 
sor  shall  deregister  the  individual  and 
shall  advise  the  IMU  of  its  action.  A  WIN 
hearing,  if  one  is  requested,  shall  deal 
not  only  with  the  issue  of  failure  to  par¬ 
ticipate  but  also  with  the  issue  of  grant 
adjustment,  including  protective  or  ven¬ 
dor  payment  and  selection  of  payee.  The 
IMU  shall  offer  testimony  on  the  latter 
issues.  The  decision  of  the  WIN  hearing 
officer  shall  be  binding  on  the  welfare 
agency  and  dispositive  of  all  Issues.  In 
the  adjudication  of  adjustment  of  grant 


issues,  the  WIN  sponsor  is  deemed  the 
agent  of  the  welfare  agency. 

(b)  Volunteers  who  decide  to  with¬ 
draw  from  the  WIN  program  shall  be 
deregistered. 

(c)  Volunteers  who  are  found  to  refuse 
to  participate  after  notice  and  an  ad¬ 
verse  hearing  decision,  if  a  hearing  is 
requested,  shall  be  deregistered.  Only  the 
issue  of  failure  to  participate  in  WIN 
shall  be  adjudicated. 

(d)  When  an  individual,  except  a  vol¬ 
unteer,  as  a  result  of  a  WIN  hearing  of¬ 
ficer’s  decision  has  been  determined  by 
the  Secretary  of  Labor  to  have  refused 
without  good  cause  to  participate  in  a 
WIN  component  or  to  accept  a  bona  fide 
offer  of  employment  in  which  he  is  able 
to  engage: 

(1)  If  such  individual  is  a  caretaker 
relative  receiving  AFDC,  his  needs  will 
not  be  taken  into  account  in  determining 
the  family’s  need  for  assistance,  and  as¬ 
sistance  in  the  form  of  protective  or 
vendor  payments  or  of  foster  care  will  be 
provided  to  the  remaining  members  of 
the  assistance  unit.  Under  such  circum¬ 
stances,  the  caretaker  relative  may  not 
be  the  protective  payee; 

(2)  If  such  individual  is  the  only  de¬ 
pendent  child  in  the  family,  assistance 
for  the  family  will  be  denied; 

(3)  If  such  individual  is  one  of  sev¬ 
eral  dependent  children  in  the  family, 
assistance  for  such  child  will  be  denied 
and  his  needs  will  not  be  taken  into  ac¬ 
count  in  determining  the  family’s  need 
for  assistance; 

(4)  The  specified  sanctions  shall  not 
be  applied  during  a  period  of  60  days 
after  such  adverse  adjudication,  pro¬ 
vided  the  individual  is  accepting  counsel¬ 
ing  and  other  necessary  services  aimed 
at  persuading  him  to  participate  in  the 
WIN  program.  Meanwhile,  assistance  to 
his  family  in  the  form  of  protective  or 
vendor  payments  and  counseling  and 
other  necessary  services  shall  be  provided 
by  the  State  welfare  agency.  Once  a  pe¬ 
riod  of  counseling  and  other  necessary 
services  has  been  provided  to  an  individ¬ 
ual,  and  he  has  again  been  found  by  the 
Secretary  of  Labor  to  have  refused  train¬ 
ing,  employment,  or  manpower  services 
without  good  cause,  the  WIN/SAU  shall 
not  provide  another  period  of  counseling 
and  other  necessary  services. 

Subpart  G — The  WIN  Adjudication  System 

§  224.60  Rules  for  grievances  and  de¬ 
registration  ;  WIN  restrictions. 

The  State  WIN  sponsor  shall  establish 
rules,  subject  to  the  approval  of  the  RCC, 
governing  participation,  attendance,  con¬ 
duct,  disputes  and  deregistration  actions 
which  shall  be  incorporated  into  the- 
State  WIN  Plan.  At  registration  each  in¬ 
dividual  shall  be  given  a  copy  of  these 
rules.  The  registrant  shall  also  be  given 
the  names  of  local  project  staff,  and 
addresses  and  phone  numbers  of  persons 
to  be  contacted  if  some  problem  arises. 

§  224.61  Complaints  and  grievances. 

Initially,  written  complaints  and  griev¬ 
ances  shall  be  handled  outside  of  the 
formal  WIN  adjudication  system.  They 
shall  be  processed  and,  if  possible,  re¬ 


solved  within  14  calendar  days  at  the 
local  project  level.  An  individual  who  is 
not  satisfied  with  the  disposition  of  his 
complaint  may  then  initiate  a  formal 
protest  at  the  local  project  level.  The 
protest  will  then  be  handled  by  the  formal 
WIN  adjudication  system. 

§  224.62  Disputes  regarding  WIN  reg¬ 
istrations. 

(a)  The  welfare  agency  shall  provide 
an  opportunity  for  a  hearing  in  the  case 
of  a  disputed  registration  determination 
in  which  the  AFDC  applicant  claims  that 
he  is  exempt  from  WIN  by  the  statutory 
criteria.  Such  an  applicant  shall  tem¬ 
porarily  be  considered  as  exempt  until 
his  status  is  finally  determined. 

(b)  A  welfare  hearing  officer  shall 
conduct  hearings  under  this  section, 
pursuant  to  the  procedures  prescribed 
in  45  CFR  205.10.  Where  the  local  WIN 
sponsor  becomes  involved  in  the  deter¬ 
mination  of  a  disputed  registration,  a 
representative  of  the  local  WIN  sponsor 
shall  appear  as  a  party  at  the  hearing. 

§  224.63  Kinds  of  disputes  handled  l*y 
the  WIN  adjudication  system. 

The  WIN  adjudication  system  will  hear 
and  decide  the  following  issues:  disputed 
failure  or  refusal  to  appear  for  appraisal ; 
unresolved  complaints  and  grievances; 
disputed  assignment  to  a  WIN  compo¬ 
nent;  disputed  removal  from  a  compo¬ 
nent;  disputed  deregistration  of  an  in¬ 
dividual  for  failure  or  refusal  without 
‘good  cause  to  accept  employment  or 
otherwise  participate  in  the  WIN  pro¬ 
gram;  and  grant  adjustment  including 
protective  or  vendor  payments  and  selec¬ 
tion  of  payee. 

§  224.64  Requirement  of  conciliation 
and  notice. 

(al  All  efforts  toward  conciliatory  res¬ 
olution  of  disputes  between  the  WIN 
sponsor  and  the  individual  must  be  ex¬ 
hausted  prior  to  the  issuance  of  a  Notice 
of  Intended  Deregistration  and  Grant 
Adjustment  or  other  Action.  If  the  dis¬ 
pute  is  still  unresolved  after  30  days,  the 
WIN  sponsor  shall  mail  a  written  notice 
of  the  intended  action  to  the  individual. 

(b)  The  Notice  of  Intended  Deregistra¬ 
tion  and  Grant  Adjustment  or  other  Ac¬ 
tion  shall  include: 

(1)  The  reasons  for  the  action;  and 
-  (2)  An  explanation  of  the  conse¬ 
quences  of  the  refusal  or  failure  to  co¬ 
operate  in  a  WIN  prescribed  program 
without  good  cause  (where  this  is  the 
issue) ; 

(3)  Notification  of  the  right  to  re¬ 
quest  a  hearing  before  a  WIN  hearing  of¬ 
ficer  that  will  cover  both  the  WIN  issue 
and  the  issue  of  grant  adjustment.  The 
hearing  must  be  requested  within  10 
calendar  days  after  mailing  of  the  no¬ 
tice.  The  notice  shall  state  that  failure 
to  respond  to  the  notice  within  10  days 
of  the  date  the  notice  was  mailed  will  re¬ 
sult  in  an  adjustment  in  the  method  or 
amount  of  the  assistance  payment  (the 
specific  amount  shall  be  included  in  the 
notice  whenever  possible) ; 

(4)  Instructions  and  required  forms 
for  requesting  a  hearing; 
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(5)  An  offer  to  assist  with  preparation 
of  the  hearing  request; 

(6)  An  offer  of  an  opportunity  to  dis¬ 
cuss  the  intended  action  with  the  proj¬ 
ect  WIN  sponsor  prior  to  expiration  of 
the  prescribed  period  for  filing  a  re¬ 
quest  for  a  hearing; 

(7)  Notice  that  the  individual  has  a 
right  to  have  counsel  or  representative 
present  at  the  hearing; 

(8)  Notice  that  the  individual  will 
have  an  opportunity  to  confront  opposi¬ 
tion  witnesses  and  to  cross-examine 
them; 

(9)  Notice  that  the  individual  will 
be  able  to  offer  both  oral  and  documen¬ 
tary  evidence  on  his  behalf ; 

(c)  When  written  notification  is  mailed 
to  the  individual,  the  WIN  sponsor 
shall  inform  him  of  the  intended  action 
personally  or  by  telephone,  if  possible; 

(d)  The  requirements  of  this  section 
do  not  apply  if  the  individual: 

(1)  has  successfully  completed  the  job 
entry  period  and  is  regularly  employed; 

(2)  is  deregistered  as  exempt;  or 

(3)  is  deregistered  as  a  result  of  be¬ 
coming  ineligible  for  welfare. 

§  224.65  Request  for  hearing. 

(a)  An  individual  who  believes  the  in¬ 
tended  action  is  wrong  may  request  a 
hearing  before  a  WIN  hearing  officer 
within  14  calendar  days  after  mailing 
of  Notice  of  Intended  Deregistration  and 
Grant  Adjustment  or  other  Action.  The 
request  for  a  hearing  may  be  made  either 
orally  or  in  writing  by  the  individual 
or  his  authorized  representative  to  the 
WIN  sponsor  staff.  Where  the  request 
is  oral,  the  WIN  sponsor  staff  shall  pre¬ 
pare  the  required  forms  on  behalf  of  the 
individual  and  obtain  the  individual’s 
signature  on  the  forms.  A  copy  of  the 
hearing  request  shall  be  sent  to  the  RCC. 

(b)  Hearing  procedures  shall  be  pub¬ 
lished  and  shall  be  made  available  to 
the  individuals  requesting  hearings  in 
advance  of  such  hearings.  The  proce¬ 
dures  shall  conform  to  standards  pre¬ 
scribed  by  the  RCC  and  shall  be  sub¬ 
mitted  to  the  appropriate  RCC  for  re¬ 
view  and  approval  prior  to  publication. 

§  224.66  Hearing  procedures. 

(a)  The  hearing  shall  be  conducted 
by  WIN  hearing  officer  and  shall  include 
the  disputant,  his  duly  authorized  rep¬ 
resentative  or  counsel  if  any,  witnesses 
on  his  behalf,  and,  where  necessary, 
members  of  the  project  WIN  sponsor, 
WIN/SAU,  IMU  or  other  welfare  agency 
staff  and  other  witnesses.  The  IMU  shall 
be  required  to  have  in  its  possession  at 
the  hearing  all  relevant  financial  data 
concerning  any  grant  in  question  and 
any  adjustments  which  may  be  neces¬ 
sary  as  a  result  of  the  hearing.  The  WIN 
staff  or  its  legal  representative  shall  have 
primary  responsibility  for  presenting  the 
case  before  the  WIN  hearing  officer. 

<b)  In  a  timely  manner,  the  WIN 
sponsor  shall  mail  to  the  disputant  and 
to  other  interested  parties  a  Notice  of 
Scheduled  Hearing,  stating  the  date, 
time  and  place  of  the  hearing,  the  issues 
to  be  heard  and  a  copy  of  the  hearing 
procedures.  All  hearings  shall  be  held 


within  10  working  days  after  the  mailing 
of  the  Notice  of  Scheduled  Hearing. 

<c)  Hie  WIN  hearing  officer  may,  at 
his  discretion,  reschedule  or  approve  a 
request  for  rescheduling  a  hearing. 

§  224.67  Conduct  of  WIN  hearings. 

(a)  The  WIN  hearing  officer  shall — 

(1)  Administer  oaths  and  affirmation; 

(2)  Issue  subpoenas  authorized  by 
law; 

(3)  Determine  that  all  relevant  issues 
are  considered,  including  the  timeliness 
of  any  request  for  a  hearing; 

(4)  Riile  on  offers  of  proof  and  re¬ 
ceive  relevant  evidence  on  all  issues  rela¬ 
tive  to  refusal  without  good  cause  and 
sanctions  which  may  be  imposed  if  the 
decision  is  adverse  to  the  claimant; 

(5)  Regulate  the  course  of  the  hear¬ 
ing:  and 

(6)  Take  any  other  action  necessary 
to  insure  an  orderly  hearing,  including 
disqualification  of  a  representative  (but 
not  of  counsel)  for  improper  conduct  at 
the  hearing. 

(b)  The  testimony  at  the  hearing  shall 
be  machine  recorded.  It  shall  be  tran¬ 
scribed  only  when  the  WIN  hearing  of¬ 
ficer’s  decision  is  to  be  reviewed  by  an 
appellate  body. 

(c)  The  individual,  his  counselor  or 
representative,  and  the  designated  WIN 
sponsor  and  WIN/SAU  and  IMP  repre¬ 
sentatives,  shall  be  afforded  the  oppor¬ 
tunity  to  present,  examine,  and  cross- 
examine  witnesses. 

(d)  The  WIN  hearing  officer  may  elicit 
testimony  of  witnesses,  but  shall  not  act 
as  advocate  for  any  party. 

<e)  The  WIN  hearing  officer  shall  re¬ 
ceive,  and  make  part  of  the  record  docu¬ 
mentary  evidence  offered  by  any  party 
and  accepted  at  the  hearing.  Copies 
thereof  shall  be  made  available  to  other 
interested  parties  upon  request. 

(f)  The  case  record,  or  any  portion 
thereof,  shall  be  available  for  inspection 
and  copying  by  any  party  with  a  direct 
interest  therein,  at,  prior  to,  or  subse¬ 
quent  to  the  hearing  upon  request. 

(g)  The  WIN  hearing  officer  shall,  if 
feasible,  resolve  the  dispute  by  concil¬ 
iation  at  any  time  prior  to  the  conclusion 
of  the  hearing. 

§  224.68  Decisions  of  the  W7IN  hearing 
officer. 

(a)  The  WIN  hearing  officer  may  rule 
in  any  of  the  following  ways: 

(1)  That  the  disputant  has  failed  to 
appear  for  appraisal,  or  has  failed  or 
refused  to  participate  without  good 
cause,  and  that  appropriate  deregistra¬ 
tion  and  grant  adjustment  actions  shall 
be  initiated; 

(2)  That  the  certified  individual  should 
be  assigned  to  job  search  without  prej¬ 
udice  because  he  lacks  the  capacity  to 
benefit  from  WIN  program  components; 
or 

(3)  That  good  cause  has  been  shown 
for  failure  or  refusal  to  participate  and 
the  individual  should  be  retained  in  the 
program;  or 

(4)  That  the  individual  is  found  to  be 
exempt  from  the  registration  require¬ 
ment  and  should  be  deregistered ;  or 


(5)  That  the  request  for  a  hearing  is 
dismissed  because : 

(i)  It  was  filed  untimely  without  good 
cause; 

(ii)  It  has  been  withdrawn  in  writing 
by  the  disputant  or  by  his  duly  author¬ 
ized  counsel  or  representative; 

(iii)  The  disputant  has  failed  to  ap¬ 
pear  at  the  hearing  without  good  cause ; 
or 

(iv)  Reasonable  cause  exists  to  believe 
that  the  request  has  been  abandoned  or 
that  repeated  requests  for  rescheduling 
are  arbitrary  and  for  the  purpose  of  un¬ 
duly  delaying  or  avoid  a  hearing,  in 
which  case  the  welfare  agency  may  pro¬ 
ceed  to  impose  appropriate  sanction; 

(6)  That  the  individual  was  appro¬ 
priately  or  inappropriately  assigned;  or 

(7)  Render  such  other  rulings  as  are 
appropriate  to  the  issues  in  question. 
However,  the  WIN  hearing  officer  shall 
not  consider  the  actual  validity  or  con¬ 
stitutionality  of  the  WIN  regulations  or 
statute. 

(b)  The  WIN  hearing  officer  shall,  if 
possible,  render  an  oral  decision  at  the 
conclusion  of  the  hearing.  On  the  basis 
of  the  record  compiled  at  the  hearing 
he  shall,  within  3  working  days  of  the 
close  of  the  hearing,  mail  a  written  deci¬ 
sion  stating  his  findings  to  the  dis¬ 
putant,  his  authorized  representative  or 
counsel,  the  appropriate  WIN  sponsor 
and  WIN/SAU,  the  RCC,  and  the  local 
IMU.  The  case  record  shall  be  returned 
to  the  project  WIN  sponsor.  Instructions 
for  appealing  an  adverse  decision  to  the 
appropriate  appellate  body  shall  be  at¬ 
tached  to  the  disputant’s  copy. 

(c)  In  cases  involving  novel  questions 
of  law  or  policy  the  WIN  hearing  officer 
may,  within  5  days  after  issuing  his  writ¬ 
ten  decision,  certify  the  case  for  review 
and  decision  to  the  State  appellate  body 
or  to  the  National  Review  Panel  where 
the  State  does  not  provide  for  a  State 
WIN  appellate  procedure. 

§  224.69  Appeals  from  WIN  hearing  of¬ 
ficer’s  decision. 

(a)  After  issues  of  grant  adjustment 
are  heard  and  decided  at  a  WIN  hear¬ 
ing,  the  state  welfare  agency  may  re¬ 
fuse  to  allow  an  appeal  on  this  issue  pur¬ 
suant  to  a  State  welfare  appeals 
procedure. 

(b)  On  a  WIN  participation  issue 
where  the  State  provides  for  a  WIN  ap¬ 
pellate  procedure,  a  disputant,  whether 
the  individual,  WIN  sponsor,  or  welfare 
agency,  who  disagrees  with  the  decision 
of  a  WIN  hearing  officer  on  the  WIN  is¬ 
sue  may,  within  14  calendar  days  after 
receiving  the  WIN  hearing  officer’s 
UTitten  decision,  request  a  review  of 
such  decision  by  the  appropriate  State 
appellate  body.  A  request  for  appellate 
review  shall  not  stay  implementation  of 
the  decision  of  the  WIN  hearing  officer. 

(c)  Each  State  WIN  appellate  body 
shall  develop  Its  hearing  procedures  and 
shall  submit  them  to  the  RCC  for  review 
and  approval.  After  approval,  such  rules 
shall  be  published.  In  all  cases,  the  in¬ 
dividual,  whether  he  is  the  appellant  or 
the  appellee,  shall  be  furnished  a  copy 
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of  the  hearing  procedures  along  with  the 
notification  of  the  receipt  of  the  request 
for  review. 

(3)  The  State  WIN  appellate  body 
shall  consider  and  decide  appeals  filed 
within  the  time  period  prescribed  by 
paragraph  (b)  of  this  section.  It  shall, 
within  30  days  after  receipt  of  the  re¬ 
quest  for  review,  prepare  a  written  deci¬ 
sion  either  affirming  or  reversing  the 
WIN  hearing  officer’s  decision,  or  it  may 
remand  the  case  for  further  evidence. 
The  decision  shall  be  based  on  its  review 
of  the  hearing  record  and  any  additional 
evidence  submitted  or  obtained  in  con¬ 
nection  with  its  consideration  of  the 
appeal.  However,  in  no  case  shall  new 
evidence  be  introduced  if  it  goes  to  the 
issue  of  the  validity  or  constitutionality 
of  the  WIN  regulations  or  statutes.  The 
decision  shall  state  the  findings  and  the 
reasons  for  the  finding  reached.  Copies 
of  the  decision  shall  be  mailed  to  the 
individual,  his  authorized  representative, 
the  appropriate  WIN  sponsor  and  WEN/ 
SAU,  the  IMU,  the  RCC,  and  the  Na¬ 
tional  Review  Panel.  Instructions  for 
appealing  a  decision  to  the  National  Re¬ 
view  Panel  and  the  rules  under  which  the 
National  Review  Panel  considers  appeals 
shall  be  attached  to  the  individual’s  copy 
of  the  decision. 

(e)  A  State  WIN  appellate  body  may, 
in  appeals  involving  novel  questions  of 
law  or  policy,  certify  the  case  within  5 
days  after  rendering  its  decision  to  the 
National  Review  Panel  for  review  and 
decision. 

§  224.70  National  Review  Panel  (NRP). 

(a)  The  National  Review  Panel  shall 
be  composed  of  the  DOL  Chief  Adminis¬ 
trative  Law  Judge  and  8  Administrative 
Law  Judges  appointed  pursuant  to 
Administrative  Procedure  Act  require¬ 
ments  and  designated  by  the  Chief 
Administrative  Law  Judge  to  serve  as 
members  of  the  panel.  The  panel  shall  be 
located  in  Washington,  D.C.,  and  shall, 
unless  equity  requires  otherwise,  hold  its 
reviews  in  Washington. 

(b)  The  NRP  has  jurisdiction  to — 

(1)  Consider  appeals  where  a  State 
does  not  provide  for  a  WIN  appellate 
procedure  in  all  cases  in  which  a  com¬ 
pelling  reason  exists,  including,  but  not 
limited  to,  cases  raising  novel  and  or 
substantial  issues  of  law  or  policy. 

(2)  Consider  and  decide  cases  wherein, 
in  the  exercise  of  its  discretion,  it  has 
accepted  certification  of  the  cases  to  it 
by  the  State  WIN  appellate  body,  or  in 
the  absence  of  a  State  WIN  appellate 
body,  by  the  WIN  hearing  officer  because 
they  involve  novel  questions  of  law  or 
policy; 

(3)  Consider  and  decide  cases  which, 
on  its  own  motion,  it  has  requested  from 
a  State  WIN  appellate  body  or,  in  the 
absence  of  a  State  WIN  appellate  body, 
from  the  WIN  hearing  officer. 

(4)  At  its  discretion,  consider  and 
decide  appeals  filed  by  individuals,  the 
WIN  sponsor  or  welfare  agencies  from 
State  WIN  appellate  body  decisions. 

(5)  Monitor  the  consistency,  legal 
sufficiency,  and  quality  of  cases  handled 
by  the  WIN  local  and  appellate  adjudi¬ 
cative  bodies. 


(6)  However,  the  National  Review 
Panel  shall  not  have  jurisdiction  to  ex¬ 
amine  the  issue  of  either  the  validity  or 
constitutionality  of  WIN  regulations  or 
statute. 

(c)  Appeals  to  the  NRP  may  be  filed 
by  an  interested  party.  Such  appeals 
must  be  filed  within  15  days  of  the  date 
of  the  written  decision  from  which  the 
appeal  is  taken.  Appeals  by  persons  re¬ 
siding  in  the  Commonwealth  of  Puerto 
Rico,  the  Virgin  Islands,  or  Guam  shall 
be  filed  within  30  days  of  the  date  of  an 
appealabl  edecision. 

(d)  Contents  of  the  appeal.  The  appeal 
must  be  in  writing,  identify  reasons  in 
support  of  the  appeal,  and  be  addressed 
to  the  National  Review  Panel  along  with 
a  copy  of  the  WIN  hearing  officer’s  deci¬ 
sion.  Notice  of  the  appeal  and,  where 
possible,  copies  of  the  appeal  shall  be  sent 
by  the  NRP  to  all  other  interested  parties 
in  the  dispute. 

(e)  Response  to  appeal.  Any  other 
party  to  the  proceeding  may  respond  to 
the  appeal  or  comment  in  support  of  or 
in  opposition  to  the  appeal,  directly  to 
the  National  Review  Panel,  U.8.  Depart¬ 
ment  of  Labor,  Washington,  D.C.  20210. 

The  submitting  party  must  send  its 
response  to  the  NRP  within  7  days  after 
having  received  notification  that  an  ap¬ 
peal  has  been  filed. 

§  224.71  Request  for  NRP  to  accept 
certification. 

(a)  Who  may  request  the  NRP  to  ac¬ 
cept  certification.  The  State  WIN  appel¬ 
late  body,  or,  in  the  absence  of  a  State 
WIN  appellate  body,  the  WIN  hearing 
officer  may  file  a  request  that  the  NRP 
accept  certification  of  a  case. 

(b)  Contents  of  request  for  certifica¬ 
tion.  The  request  must  contain  the  fol¬ 
lowing: 

(1)  A  concise  statement  of  the  novel 
question  of  law  or  policy  which  is  the 
basis  for  the  request  to  accept  certifica¬ 
tion; 

(2)  A  brief  summary  of  the  relevant 
facts  and  evidence; 

(3)  Pertinent  rulings,  conclusions,  and 
decisions  by  the  hearing  officer  and/or 
the  WIN  appellate  body,  as  the  case  may 
be;  and 

(4)  All  reasons  and  arguments  in  sup¬ 
port  of  the  request,  including  citation  of 
applicable  laws  and  case  decisions.  A 
copy  of  any  written  decisions  by  the  WIN 
hearing  officer  or  WIN  appellate  body 
must  be  attached  to  the  request. 

(c)  Time  of  filing.  A  request  for  the 
NRP  to  accept  certification  shall  be  filed 
as  follows : 

(1)  By  the  State  WIN  appellate  body 
within  5  days  following  issuance  of  its 
written  decision; 

(2)  In  the  absence  of  a  State  WIN 
appellate  body,  by  the  WIN  hearing 
officer  within  5  days  after  issuance  of  his 
written  decision; 

(d)  Place  of  filing  and  number  of 
copies.  The  party  filing  a  request  to  the 
NRP  to  accept  certification  of  a  case 
shall  file  the  original  and  3  copies  with 
the  National  Review  Panel,  U.S.  Depart¬ 
ment  of  Labor,  Washington,  D.C.  20210, 
and  simultaneously  shall  serve  copies 


on  every  other  party  to  the  proceeding, 
including  the  State  agency  administer¬ 
ing  hearings  in  that  State. 

(e)  Response  to  request  that  NRP  ac¬ 
cept  certification.  Any  party  to  the  pro¬ 
ceeding  who  wishes  to  respond  to  the 
request  or  to  comment  thereon  may  file 
a  response  with  the  NRP  in  support  of  or 
in  opposition  to  the  request  within  7  days 
following  service  of  a  request  that  the 
NRP  accept  certification.  Whenever  pos¬ 
sible,  a  copy  of  the  response  shall  be 
served  on  all  parties  to  the  proceeding, 
including  the  State  agency  administer¬ 
ing  hearings  in  that  State. 

§  224.72  Requests  by  NRP  for  certifi¬ 
cation. 

(a)  Contents  of  request  and  time  for 
filing.  Requests  by  NRP  for  certification 
of  a  case  to  it  shall  be  made  in  writing 
no  later  than  30  days  after  issuance  of  a 
written  decision  by  the  State  WIN  appel¬ 
late  body  or  WIN  hearing  officer,  which¬ 
ever  is  applicable.  The  request  shall  be 
in  writing  and  served  on  the  State  appel¬ 
late  body  or  WIN  hearing  officer,  which¬ 
ever  is  appropriate,  on  the  State  agency 
administering  hearings  in  that  State, 
and  on  all  parties  to  the  proceeding. 

(b)  Briefs.  In  all  cases,  any  party  to 
a  proceeding  may  file  briefs  with  the 
NRP  in  support  of  its  position.  The  NRP. 
if  it  deems  it  necessary  to  its  considera¬ 
tion  of  a  particular  case,  may  request 
briefs  from  all  the  parties. 

(c)  Time  for  briefs.  Briefs  should  be 
filed  within  30  days  from  the  date  of 
service  by  the  NRP  of  its  request  that  a 
case  be  certified  to  it.  However,  in  cases 
where  the  NRP  itself  requests  briefs,  a 
different  time  limit  may  be  established 
by  the  NRP. 

§  224.73  Certification  of  the  record. 

Upon  receipt  of  written  notice  from 
the  NRP  that  an  appeal  has  been  filed, 
that  it  has  accepted  certification  of  a 
case,  or  that  it  has  requested  certifica¬ 
tion  of  a  case,  the  State  WIN  appellate 
body  or  the  WIN  hearing  officer,  which¬ 
ever  is  applicable,  within  15  days  of 
receipt  of  the  notification,  shall  certify 
and  file  with  the  NRP  a  complete  rec¬ 
ord  of  the  proceedings  below  including 
the  transcript  in  writing  of  the  hear¬ 
ing  before  the  WIN  hearing  officer  to¬ 
gether  with  all  documents  and  exhibits; 
a  copy  of  the  WIN  hearing  officer’s  deci¬ 
sion;  where  appropriate,  a  copy  of  the 
decision  of  the  State  appellate  body;  and, 
any  other  papers  and  documents  rele¬ 
vant  to  the  proceedings.  The  State  WIN 
appellate  body  or  WIN  hearing  officer, 
whichever  is  appropriate,  shall  prepare 
and  include  an  index  of  the  documents 
transmitted  and  shall  serve  immediately 
a  copy  of  said  index  on  every  party  to 
the  proceeding. 

§  224.74  Consideration  by  and  decisions 
of  the  NRP. 

(a)  In  considering  appeals  before  it, 
the  NRP  may  sit  in  panels  of  three  mem¬ 
bers.  The  DOL  Chief  Administrative  Law 
Judge  may  designate  any  Administrative 
Law  Judge  employed  by  DOL  to  review 
or  hear  a  particular  case  and  to  submit 
his  findings  and  recommendation  to  the 
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NRP  or  any  duly  designated  panel 
thereof. 

(b)  In  considering  appeals  before  It, 
the  NRP,  a  duly  designated  panel  thereof, 
or  the  designated  Administrative  Law 
Judge  may  request  the  parties  to  submit 
additional  written  statements  of  posi¬ 
tion,  hear  oral  argument  or  hold  addi¬ 
tional  hearings  where  deemed  necessary 
in  the  interest  of  justice. 

(c)  Hearing  or  oral  presentation.  (1) 
Any  party  to  an  appeal  may  make  ap¬ 
plication  in  writing  for  a  hearing  or  oral 
presentation  before  the  NRP.  Such  ap¬ 
plication  shall  set  forth  the  reasons  in 
support  thereof  and  be  made  within  5 
days  after: 

(1)  Service  of  notification  of  the  filing 
of  an  appeal  from  the  decision  of  a  WIN 
hearing  officer  where  the  State  does  not 
provide  for  an  appellate  body;  or 

(ii)  Service  of  notification  that  the 
NRP  at  its  discretion  has  accepted  an 
appeal  from  the  decision  of  a  State  ap¬ 
pellate  body;  or 

(iii)  Service  of  notification  that  the 
NRP  has  accepted  certification  of  a  case 
whether  at  its  request  or  upon  the  ap¬ 
plication  of  a  State  appellate  body  or 
WIN  hearing  officer. 

(2)  If  a  hearing  or  oral  argument  is 
directed,  the  notice  thereof  shall  state 
the  date,  time,  place,  nature,  and  pur¬ 
pose  of  the  hearing  or  oral  argument. 
Such  notice  shall  be  served  on  the  ap¬ 
pellant  and  all  other  parties  to  the 
proceeding. 

(3)  At  any  hearing  or  oral  argument 
so  ordered,  the  NRP,  or  the  designated 
Administrative  Law  Judge,  may  require 
or  direct  any  party  or  person  to  appear 
to  testify  or  produce  evidence. 

(4)  Any  party  to  the  proceeding  may 
appear  personally  or  be  represented  by 
an  attorney  or  agent. 

(5)  If  a  hearing  is  directed  before  an 
Administrative  Law  Judge,  the  findings 
and  recommendations  of  the  Administra¬ 
tive  Law  Judge  designated  to  conduct  the 
hearing  shall  be  served  on  the  appellant 
and  all  other  parties  may  file  with  the 
NRP  written  exceptions  and  briefs  in 
support  thereof  within  10  days  of  serv¬ 
ice  of  the  Administrative  Law  Judge’s 
findings  and  recommendations  and  shall 
at  the  same  time  serve  copies  of  such 
exceptions  and  briefs  on  all  other  par¬ 
ties  to  the  proceeding.  Any  exceptions 
filed  shall  refer  to  specific  findings  and 
recommendations  of  the  Administrative 
Law  Judge  and  shall  be  served  on  all 
other  parties  to  the  proceeding. 

(6)  The  panel  may  hold  additional 
hearings  where  it  deems  necessary,  in  the 
interest  of  justice,  to  do  so. 

<d)  In  all  cases  which  are  accepted  for 
adjudication  by  the  National  Review 
Panel,  the  NRP  shall  send  a  copy  of  all 
relevant  materials  to  the  National  Co¬ 
ordination  Committee  and  to  the  Solici¬ 
tor  of  Labor,  in  order  to  afford  a  30-day 
period  for  the  submittal  of  briefs  rela¬ 
tive  to  the  law  and  policy  issues  involved 
and/or  requests  for  oral  argument. 

(e)  Decisions  by  the  National  Review 
Panel.  The  NRP  shall  prepare  as  expedi¬ 
tiously  as  possible  a  written  decision  set¬ 
ting  forth  its  findings,  the  reasons  for  its 


conclusions,  and  an  appropriate  order. 
The  decision  shall  be  based  on  the  rec¬ 
ord  below  and  any  additional  evidence 
submitted  to  or  obtained  by  the  NRP. 
The  decision  may  consist  of  affirmation, 
reversal,  remand  for  further  develop¬ 
ment  of  the  evidence  or  other  appropri¬ 
ate  action.  Copies  of  the  NRP  decisions. 
Including  notification  that  the  NRP 
had  denied  a  request  that  it  review  a  de¬ 
cision  of  a  State  WIN  appellate  body  and 
notification  that  NRP  has  accepted  cer¬ 
tification  of  a  case,  shall  be  served  on 
all  parties  to  the  proceeding  and  such 
other  persons  as  may  be  appropriate. 

§  224.75  Sixty-day  counseling  period 

and  reinstatement  of  certified  indi¬ 
viduals. 

(a)  WIN  benefits  under  Part  C  of  the 
Act  (not  AFDC  benefits)  shall  cease  and 
the  60-day  counseling  period  by  WIN/ 
SAU  shall  commence  to  run  on  the  fifth 
business  day  following: 

(1)  The  expiration  of  the  prescribed 
time  period  for  filing  a  request  for  a 
hearing  on  a  proposed  deregistration 
from  WIN,  or  the  date  on  which  the  re¬ 
quest  for  such  hearing  is  dismissed;  or 

(2)  The  date  of  the  WIN  hearing  offi¬ 
cer’s  written  decision  that  the  disputant 
has  refused  or  failed  to  accept  employ¬ 
ment  or  participate  in  the  WIN  program 
without  good  cause;  or 

(3)  A  decision  rendered  by  the  State 
appellate  body  or  the  National  Review 
Panel  upon  appeal  by  the  State  WIN 
sponsor  which  is  adverse  to  a  WIN  dis¬ 
putant. 

(b)  The  WIN/SAU  and  the  IMU  will 
be  notified  Immediately  by  the  WIN 
sponsor  of  all  of  the  foregoing  actions. 

(c)  Counseling  and  other  services  shall 
be  provided  by  WIN/SAU  for  a  period 
•f  60  days  to  individuals  who  have  been 
determined  by  the  Secretary  of  Labor 
to  have  refused  training  or  employment 
under  the  WIN  program  without  good 
cause,  for  the  purpose  of  persuading 
them  to  accept  appropriate  training  or 
employment.  Once  a  period  of  counsel¬ 
ing  and  other  services  has  been  provided 
to  an  individual,  and  he  has  again  been 
found  by  the  Secretary  of  Labor  to  have 
refused  training  or  employment  under 
WIN  without  good  cause,  the  WIN/SAU 
shall  not  provide  another  period  of  coun¬ 
seling  and  other  services. 

(d)  If  a  WIN  hearing  officer’s  adverse 
decision  is  reversed  on  appellate  review, 
the  disputant  shall  be  paid  such  retro¬ 
active  WIN  and  welfare  benefits  as  may 
be  applicable  and,  where  appropriate, 
shall  be  reinstated  in  the  program. 

§  224.76  Subsequent  WIN  registration 
by  deregistered  individuals. 

(a)  Individuals  who  were  deregistered 
on  the  basis  of  a  “without  good  cause” 
determination  may,  upon  application, 
again  register  for  WIN,  provided  90  days 
have  elasped  since  their  deregistration 
and  they  have  given  evidence  to  the  WIN 
project  staff  of  willingness  to  participate. 

(b)  An  individual  who  has  been  reac¬ 
cepted  into  the  WIN  program  after  such 
deregistration  shall  have  the  same  rights 
as  an  individual  who  registers  for  the 
first  time.  If  he  is  subsequently  dereg¬ 


istered  following  a  “without  good  cause 
finding”  he  shall  not  be  registered  or 
reaccepted  in  the  WIN  program  unless 
satisfactory  evidence  is  given  of  willing¬ 
ness  to  participate  and  6  months  have 
elapsed  since  the  effective  date  of  the 
latest  deregistration. 

(c)  Reacceptance  into  the  WIN  pro¬ 
gram  may  be  denied  where  the  termina¬ 
tion  action  was  the  result  of  the  individ¬ 
ual’s  disruptive  behavior  or  of  criminal 
or  other  activities  which  presented  a  haz¬ 
ard  to  the  staff  or  others. 

Subpart  H — Definitions 
§  224.80  Definitions. 

(a)  “Act”:  Title  IV  of  the  Social  Se¬ 
curity,  Act  as  amended  by  Pub.  L.  92-223, 
December  28, 1971. 

(b)  “AFDC”  (Aid  to  Families  with 
Dependent  Children) :  The  program  au¬ 
thorized  by  Title  IV  of  the  Act  to  provide 
financial  assistance  and  social  services 
to  needy  families  with  children. 

(c)  “AFDC  Applicants”:  A  person  who 
applies  to  the  State  or  local  welfare 
agency  for  AFDC  benefits. 

(d)  “Appraisal”:  The  interview  of  a 
WIN  registrant  by  WIN  sponsor  staff 
and  WIN/Separate  Administrative  Unit 
staff  to  determine  employability  poten¬ 
tial,  to  determine  the  need  for  necessary 
supportive  services,  and  to  develop  an 
employability  plan. 

(e)  “ARDM”:  Assistant  Regional  Di¬ 
rector  for  Manpower,  U.S.  Department 
of  Labor. 

(f)  “Certification”:  A  written  notice 
from  the  Separate  Administrative  Unit 
that  necessary  supportive  services  have 
been  arranged  or  are  available  to  enable 
a  WIN  registrant  to  accept  employment, 
training,  or  manpower  services,  or  that 
no  supportive  services  are  needed  and 
that  the  individual  is  at  that  time  ready 
for  employment  or  training. 

(g)  “Commuting  time”:  The  time 
spent  each  day  traveling  to  and  from  a 
place  of  residence  and  an  employment 
or  training  site,  not  including  time  spent 
in  transporting  children  to  and  from  a 
day  care  facility. 

(h)  “Deregistration”:  The  removal  of 
an  Individual  from  the  WIN  program. 

(i)  “DHEW”:  The  U.S.  Department  of 
Health,  Education  and  Welfare. 

(j)  “DOL”:  The  U.S.  Department  of 
Labor. 

(k)  “Employability  Plan”:  A  written 
plan  for  a  WIN  registrant  that  sets  forth 
that  individual’s  occupational  goal  and 
the  manpower  and  supportive  services 
necessary  for  him  to  reach  that  goal. 

(l)  “Exempt”:  Refers  to  an  AFDC  ap¬ 
plicant  or  recipient  who  is  not  required 
by  the  Act  to  register  for  employment  or 
training  under  the  WIN  program  as  a 
condition  of  eligibility  for  AFDC 
benefits. 

(m)  “Income  Maintenance  Unit” 
(IMU) :  The  unit  of  the  State  or  local 
welfare  agency  which  determines  individ¬ 
uals’  eligibility  for  AFDC  benefits. 

(n)  “Institutional  Training”:  Voca¬ 
tional  or  other  classroom  training  con¬ 
ducted  by  an  instructor  in  a  nonworksite 
setting. 
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(o)  “Intensive  Manpower  Services 
Component”:  A  structured  work  experi¬ 
ence  component  providing  manpower  and 
employment  services  to  individuals  cer¬ 
tified  for  WIN  training  to  assist  them 
in  obtaining  unsubsidized  employment. 

(p)  “Job  Entry  Period”:  The  first  90 
calendar  days  of  permanent,  unsubsi¬ 
dized,  full-time  employment  of  100  hours 
or  more  per  month. 

(q)  “Job  search  activity”:  An  activity, 
incident  to  WIN  registration,  pursuant  to 
which  WIN  registrants  who  are  welfare 
recipients,  as  well  as  certified  individuals 
who  are  not  actively  engaged  in  a  WIN 
component,  shall  search  for  jobs.  This 
job  search  activity  is  in  addition  to  the 
normal  employment  service  job  referral 
services  afforded  to  WIN  registrants  at 
registration,  and  in  addition  to  the  job 
seeking  efforts  required  by  certified  in¬ 
dividuals  who  are  in  an  Intensive  Man¬ 
power  Services  Component. 

(r)  “Local  WIN  Plan”:  The  plan  de¬ 
veloped  annually  by  local  WIN  personnel 
which  describes  the  operation  of  the 
WIN  program  for  that  area. 

(s)  “Mandatory  or  Nonexempt  Reg¬ 
istrant”:  An  AFDC  applicant  or  re¬ 
cipient  who  is  required  by  the  Act  to 
register  for  manpower  services,  training 
or  employment  as  a  condition  of 
eligibility  for  AFDC  benefits. 

(t)  “Manpower  Services”:  Employ¬ 
ment  related  and  training  services  pro¬ 
vided  by  the  WIN  sponsor,  designed  to 
improve  the  work  skills  of  an  Individual 
and  aid  him  to  find  employment. 

(u)  “National  Coordination  Commit¬ 
tee”  (NCC) :  The  national  committee 
established  to  administer  the  WIN  pro¬ 
gram,  consisting  of  the  Assistant  Secre¬ 
tary  for  Manpower  (DOL)  and  the  Ad¬ 
ministrator  of  the  Social  and  Rehabilita¬ 
tion  Service  (HEW). 

(v)  “National  Review  Panel”  (NRP) : 

The  final  level  of  administrative  review 

which  is  comprised  of  the  DOL  Chief  Ad¬ 
ministrative  Law  Judge  and  8  Adminis¬ 
trative  Law  Judges  appointed  pursuant 
to  the  Administrative  Procedure  Act’s 
requirements  and  designated  by  the 
Chief  Judge  to  serve  as  members  of  that 
panel. 

(w)  “On-the-job  Training”  (OJT) : 
An  employment  opportunity  component 
in  which  certified  registrants  receive  skill 
training.  Under  this  component,  a  WIN 
registrant  is  hired  by  a  private  or  public 
employer  and  is  provided  either  sub¬ 
sidized  or  unsubsidized  skill  training. 

(x)  “Public  Service  Employment” 
(PSE) :  A  WIN  sponsored  component 
which  provides  subsidized  employment 
with  public  or  private  nonprofit  agencies 
for  individuals  who  cannot  be  placed  in 
regular  unsubsidized  employment. 

(y)  “Recipient”:  An  individual  who  is 
determined  to  be  eligible  to  receive  AFDC 
benefits. 

(z)  “Regional  Commissioner”  (RC) : 
The  Regional  Commissioner  of  the  So¬ 
cial  and  Rehabilitation  Service  (HEW). 

(aa)  “Regional  Coordination  Commit¬ 
tee”  (RCC) :  A  Committee  established  in 
each  region  consisting  of  the  ARDM  and 
the  RC. 

(bb)  “Registrant”:  An  AFDC  ap¬ 
plicant  or  recipient  who  has  registered 


with  the  WIN  sponsor  for  manpower 
services,  training,  and  employment. 

(cc)  “Registration”:  The  process 
whereby  an  AFDC  applicant  or  recipient 
registers  with  the  WIN  sponsor,  com¬ 
pletes  a  work  history,  makes  himself 
available  for  participation  in  a  job  search 
activity  once  he  becomes  a  recipient  of 
AFDC  benefits,  and  agrees  to  the  require¬ 
ments  of  the  program  by  signing  a  com¬ 
pleted  registration  card. 

(dd)  “Separate  Administrative  Unit” 
(SAU) :  That  unit  of  the  single  State 
welfare  agency  established  pursuant  to 
section  402(a)  (19)  (G)  of  the  Act,  to  ad¬ 
minister  the  WIN  program  for  that 
agency. 

(ee)  Since  State  welfare  agency:  The 
welfare  agency  designated  pursuant  to 
45  CFR  205.100  with  authority  to  ad¬ 
minister  and  supervise  the  administra¬ 
tion  of  the  State  Plan  required  by  the 
Title  IV,  Part  A  of  the  Act. 

(ff)  “State”:  The  50  States,  the  Dis¬ 
trict  of  Columbia,  the  Commonwealth 
of  Puerto  Rico,  the  Virgin  Islands,  and 
Guam. 

(gg)  “State  Plan”:  The  overall  state 
welfare  plan  for  AFDC  developed  by  each 
state  under  Title  IV,  Part  A  of  the  Act. 

(hh)  “State  WIN  Plan”:  The  State¬ 
wide  operational  plan  for  WIN,  covering 
AFDC  applicants  and  recipients  required 
to  register  for  employment,  manpower 
services  and  training  under  WIN,  devel¬ 
oped  by  the  WIN  sponsor  and  WIN /SAU 
in  each  state  and  approved  and  super¬ 
vised  by  the  RCC  under  Title  IV,  Part  C 
of  the  Act. 

(ii)  "Supportive  Services”:  Those 
social  services  provided  or  arranged  by 
the  WTN/SAU,  necessary  to  enable  an 
individual  to  engage  in  a  job  search 
activity,  employment,  training  or  other 
manpower  program. 

(jj)  “Training  Related  Expenses”: 
Those  expenses,  reimbursable  from  WIN 
funds,  that  are  incurred  by  individuals 
participating  in  job  search  or  in  WIN 
program  components. 

(kk)  “Volunteer”:  An  AFDC  applicant 
or  recipient  who,  though  exempt  from 
WIN  registration,  volunteers  for  WIN 
and  registers  for  employment,  manpower 
services  and  training. 

(ID  "Welfare  hearing  officer”:  The 
hearing  officer  provided  by  the  welfare 
agency  to  hear  and  decide  disputes  re¬ 
lating  to  exemption  or  nonexemption  for 
WIN  registration. 

(mm)  “WIN  hearing  officer”:  The 
hearing  officer  provided  by  the  State 
WIN  sponsor  to  hear  and  decide  disputes 
involving  WIN  and  related  grant  adjust¬ 
ment  issues. 

(nn)  “WIN  Incentive  Payment”:  A 
cash  payment  of  up  to  $30  per  month, 
paid  to  an  individual  who  is  participating 
in  an  institutional  or  work  experience 
component,  including  the  Intensive 
Manpower  Services  Component. 

(oo)  “WIN  Sponsor”:  The  State 
agency  (such  as  the  State  employment 
service)  or  other  public  or  non-profit 
private  agency  which,  through  agree¬ 
ment  with  the  ARDM,  administers  the 
WIN  manpower  program  under  Part  C  of 
the  Act  at  the  State  or  local  level. 


(pp)  “Work  Experience  Training”: 
The  generic  term  for  two  WIN  compo¬ 
nents:  (1)  Work  Experience  Training, 
which  provides  a  clearly  defined,  well- 
supervised  assignment  with  a  private, 
non-profit  or  public  employer;  and  (2) 
the  Intensive  Manpower  Services  Com¬ 
ponent. 

(2)  Transition  Promsions.  (a)  Imple¬ 
mentation  of  this  Part  224  except  for  sub¬ 
part  G  may  proceed  as  of  the  date  of 
final  publication  of  these  regulations, 
but  in  any  case  shall  be  completed  by 
January  1,  1975.  Subpart  G  of  this  Part 
224  shall  take  effect  on  January  1,  1975. 

(b)  The  present  29  CFR  Parts  57  and 
58  shall  remain  in  effect  until  January  1, 
1975,  on  which  date  they  shall  be  re¬ 
scinded  and  the  parts  reserved,  except 
that  on  and  after  January  1,  1975,  they 
shall  continue  to  apply  to  all  adjudica¬ 
tion  under  them  commenced  prior  to 
January  1,  1975. 

Dated  September  9,  1974. 

Richard  F.  Schubert, 
Acting  Secretary  of  Labor. 

Caspar  W.  Weinberger, 

Secretary  of  Health, 

Education,  and  Welfare. 

[PR  Doc.74-21741  Filed  9-18-74:8:45  am] 

DEPARTMENT  OF 
TRANSPORTATION 

Coast  Guard 

[33  CFR  Parts  80, 90, 95] 

[CGD  73-216P] 

PIPELINES 

Lights  To  Be  Displayed 

The  Coast  Guard  is  considering 
amending  the  Pilot  Rules  for  Inland 
Waters,  Western  Rivers,  and  the  Great 
Lakes  to  require  pipelines  attached  to 
dredges  to  display  at  night  one  row  of 
flashing  amber  lights  visible  all  around 
the  horizon,  not  less  than  four  feet  nor 
more  than  12  feet  above  the  water.  The 
current  regulations  for  pipelines  at¬ 
tached  to  dredges  do  not  require  the  use 
of  flashing  lights,  and  they  provide  that 
the  minimum  distance  above  the  water 
for  displaying  lights  marking  pipelines  is 
eight  feet. 

The  purpose  of  these  amendments  is 
to  alleviate  difficulties  in  detecting  and 
identifying  lights  marking  pipelines  be¬ 
cause  of  background  lighting  prevalent 
in  many  dredge  operating  areas.  For 
small  recreational  boats  these  difficulties 
are  often  compounded  because  of  the 
height  of  the  lights  above  the  water  in 
relation  to  these  boats. 

The  proposal  provides  that  flashing 
lights  used  for  lighting  pipelines  must 
flash  50  to  70  times  per  minute.  This 
flashing  rate  is  also  used  for  marking 
wrecks  and  other  dangerous  obstructions. 

Interested  persons  may  participate  in 
this  proposed  rulemaking  by  submitting 
written  data,  views,  or  arguments  to  the 
Commandant  (G-CMC/82)  United 
States  Coast  Guard  Headquarters, 
Washington,  D.C.  20590.  Eeach  person 
submitting  comments  should  include  his 
name  and  address  and  give  reasons  for 
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any  recommended  change  In  the  pro¬ 
posal.  Copies  of  all  written  communica¬ 
tions  received  will  be  available  for  ex¬ 
amination  by  interested  persons  at  the 
Office  of  the  Executive  Secretary,  Marine 
Safety  Council,  Room  8234,  400  Seventh 
Street  SW.  Washington,  D.C. 

All  comments  received  by  November  4, 
1974  will  be  considered  before  final  ac¬ 
tion  is  taken  on  this  proposal.  The  pro¬ 
posed  regulations  may  be  changed  in 
light  of  comments  received. 

The  Coast  Guard  will  hold  a  public 
hearing  on  October  21, 1974.  The  hearing 
will  be  held  in  room  8334,  United  States 
Coast  Guard  Headquarters,  400  7th 
Street,  S.W.  ,  Washington,  D.C.  20590. 
Interested  persons  are  invited  to  attend 
the  hearing  and  present  oral  or  written 
statements  on  this  proposal.  The  public 
hearing  is  informal  and  intended  to  ob¬ 
tain  views  and  Information  from  persons 
statements  on  this  proposal.  The  public 
no  cross  examination  of  persons  pre¬ 
senting  statements. 

In  consideration  of  the  foregoing  it  is 
proposed  to  amend  Chapter  I  of  Title  33 
as  follows: 

PART  80— PILOT  RULES  FOR  INLAND 
WATERS 

1.  By  revising  the  first  sentence  of 
§  80.23  to  read  as  follows: 

§  80.23  Lights  to  be  displayed  on  pipe¬ 
lines. 

Pipelines  attached  to  dredges,  and 
either  floating  or  supported  on  trestles, 
must  display  by  night  one  row  of  flashing 
amber  lights  visible  all  around  the  hori¬ 
zon,  not  less  than  four  feet  nor  more 
than  12  feet  above  the  water,  about 
equally  spaced  and  in  such  number  as 
to  mark  distinctly  the  entire  length  and 
course  of  the  line,  the  intervals  between 
lights  where  the  line  crosses  navigable 
channels  to  be  not  more  than  30 
feet.  *  *  * 

(72  Stat.  612  (33  U.S.C.  157) ;  80  Stat.  937  as 
amended  (49  U.S.C.  1656(b)(1));  49  CFR 
1.46(b)) 

2.  By  adding  a  new  sentence  to  follow 
the  two  sentences  in  §  80.24(b)  to  read 
as  follows : 

§  80.24  Lights  generally. 

*  *  *  *  * 

(b)  *  *  •  The  flashing  amber  lights 
provided  for  in  8  80.23  shall  flash  50  to 
70  times  per  minute. 

***** 

(72  Stat.  612  (33  U.S.C.  157);  80  Stat.  937  as 
amended  (49  U.S.C.  1655(b)(1));  49  CFR 
1.46(b)) 


PART  90— PILOT  RULES  FOR  THE 
GREAT  LAKES 

3.  By  revising  the  first  sentence  of 
§  90.27  to  read  as  follows: 

§  90.27  Lights  to  be  displayed  on  pipe¬ 
lines. 

Pipelines  attached  to  dredges,  and 
either  floating  or  supported  on  trestles, 
must  display  by  night  one  row  of  flashing 
amber  lights  visible  all  around  the  hori¬ 
zon,  not  less  than  four  feet  nor  more  than 
12  feet  above  the  water,  about  equally 


spaced  and  in  such  number  as  to  mark 
distinctly  the  entire  length  and  course 
of  the  line,  the  intervals  between  lights 
where  the  line  crosses  navigable  chan¬ 
nels  to  be  not  more  than  30  feet.  •  •  • 
(Sec.  3,  28  Stat.  649,  as  amended  (33  U.S.C. 
243);  80  Stat.  937  as  amended  (49  U.S.C. 
1655(b)  (1));  49  CFR  1.46(b)) 

4.  By  adding  a  second  sentence  to  fol¬ 
low  the  first  sentence  in  §  90.28(b)  to 
read  as  follows: 

§  90.28  Lights  generally. 

***** 

(b)  *  *  *  The  flashing  amber  lights 
provided  for  in  §  90.27  shall  flash  50  to 
70  times  per  minute. 

*  *  *  *  • 

(Sec.  3,  28  Stat.  649,  as  amended  (33  U.S.C. 
243);  80  Stat.  937  as  amended  (49  U.S.C. 
1655(b)  (1));  49  CFR  1.46(b)) 


PART  95— PILOT  RULES  FOR  WESTERN 
RIVERS 

5.  By  revising  the  first  sentence  of 
§  95.57  to  read  as  follows: 

§  95.57  Lights  to  be  displayed  on  pipe¬ 
lines. 

Pipelines  attached  to  dredges,  and 
either  floating  or  supported  on  trestles, 
must  display  by  night  one  row  of  flash¬ 
ing  amber  lights  visible  all  around  the 
horizon,  not  less  than  four  feet  nor  more 
than  12  feet  above  the  water,  about 
equally  spaced  and  in  such  number  as  to 
mark  distinctly  the  entire  length  and 
course  of  the  line,  the  intervals  between 
lights  where  the  line  crosses  navigable 
channels  to  be  not  more  than  30 
feet.  *  *  * 

(72  Stat.  612  (33  U.S.C.  353);  80  Stat.  937  as 
amended  (49  U.S.C.  1655(b)(1));  49  CFR 
1.46(b)) 

6.  By  adding  a  new  sentence  to  follow 
the  two  sentences  in  §  95.58(b)  to  read 
as  follows : 

§  95.58  lights  generally. 

***** 

(b)  *  *  *  The  flashing  amber  lights 
provided  for  in  §  95.57  shall  flash  50  to 
70  times  per  minute. 

***** 

(72  Stat.  612  (33  U.S.C.  858);  80  Stat.  937 
as  amended  (49  U.S.C.  1655(b)(1));  49  CFR 
1.46(b)) 

Dated:  September  10, 1974. 

R.  I.  Price, 

Rear  Admiral,  V.S.  Coast  Guard, 
Chief,  Office  of  Marine  En¬ 
vironment  and  Systems. 

(FR  Doc.74-21760  Filed  9-18-74; 8: 45  am] 


[33  CFR  Part  117] 

[CGD  74-215] 

BAYOU  LITTLE  (PETIT)  CAILLOU,  LA. 

Drawbridge  Operation  Regulations 
At  the  request  of  the  Police  Jury  of 
Terrebonne  Parish,  Louisiana,  the  Coast 
Guard  is  considering  amending  the  reg¬ 
ulations  for  the  drawbridges  across  the 
Bayou  Petit  Caillou  at  mile  26.6  and  mile 


29.9  to  require  that  the  draws  open  on 
signal  from  5  a.m.  to  9  p.m.  and  open  on 
signal  from  9  p.m.  to  5  a.m.  if  at  least 
12  hours  notice  is  given.  The  draws  of 
these  bridges  are  presently  required  to 
open  on  signal  at  all  times.  This  change 
is  being  considered  because  of  infrequent 
requests  for  openings  of  the  draws  from 
9  p.m.  to  5  a.m.  The  drawbridges  across 
Bayou  Petit  Caillou  at  Mile  25.7  and 
mile  33.7  are  presently  operated  under 
these  proposed  regulations. 

Interested  persons  may  participate  in 
this  proposed  rule  making  by  submitting 
written  data,  views,  or  arguments  to  the 
Commander  (oan),  Eighth  Coast  Guard 
District,  Customhouse,  New  Orleans, 
Louisiana  70130.  Each  person  submit¬ 
ting  comments  should  include  his  name 
and  address,  identify  the  bridge,  and 
give  reasons  for  any  recommended 
change  in  the  proposal.  Copies  of  all 
written  communicatons  received  will  be 
available  for  examination  by  interested 
persons  at  the  office  of  the  Commander, 
Eighth  Coast  Guard  District. 

The  Commander,  Eighth  Coast  Guard 
District,  will  forward  any  comments  re¬ 
ceived  before  October  22,  1974,  with  his 
recommendations  to  the  Chief,  Office 
of  Marine  Environment  and  Systems, 
who  will  evaluate  all  comunications  re¬ 
ceived  and  take  final  action  on  this  pro¬ 
posal.  The  proposed  regulations  may  be 
changed  in  the  light  of  comments  re¬ 
ceived. 

In  consideration  of  the  foregoing,  it 
is  proposed  that  Part  117  of  Title  33  of 
the  Code  of  Federal  Regulations,  be 
amended  as  follows : 

In  8  117.540(b)(2),  by  inserting  the 
words  "Bayou  Little  (Petit)  Caillou,  mile 
26.6,  S-56  highway  (Smith  River)  draw¬ 
bridge  near  Montequt”  and  “Bayou  Little 
(Petit)  Caillou,  mile  29.9,  S-56  highway 
(Duplantis)  drawbridge  near  Bourg”  im¬ 
mediately  after  the  words  “Bayou  Little 
(Petit)  Caillou,  mile  25.7,  S-58  highway 
drawbridge  at  Sarah”  in  the  listing. 

(Sec.  5,  28  Stat.  362,  as  amended,  sec.  6(g) 
(2),  80  Stat.  937;  (33  U.S.C.  499,  49  U.S.C. 
1666(g)(2));  49  CFR  1.46(c)(5),  33  CFR 
1.05-1  (C)(4)) 

Dated:  September  13, 1974. 

R.  I.  Price, 

Rear  Admiral,  U.S.  Coast  Guard, 
Chief,  Office  of  Marine  En¬ 
vironment  and  Systems. 

|  FR  Doc.74-21765  Filed  9-18-74;  8 ;  45  am ) 


[  33  CFR  Part  117  ] 

[CGD  74-214] 

VERMILION  RIVER,  LA. 

Drawbridge  Operation  Regulations 

At  the  request  of  the  Vermilion  Parish 
Police  Jury,  the  Coast  Guard  is  consider¬ 
ing  amending  the  regulations  for  the 
State  Highway  82  (Woodlawn)  draw¬ 
bridge  across  the  Vermilion  River,  Mile 
34.2,  to  allow  closed  periods  from  9  p.m. 
to  5  a.m.  However,  the  draw  would  open 
during  this  period  if  at  least  12  hours 
notice  is  given.  The  draw  is  presently 
required  to  open  on  signal  at  all  times. 
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This  is  being  considered  because  of 
limited  openings  during  this  period  and 
also  because  other  drawbridges  in  the 
vicinity  are  already  on  the  proposed 
schedule. 

Interested  persons  may  participate  in 
this  proposed  rulemaking  by  submitting 
writen  data,  views,  or  arguments  to  the 
Commander  (oan),  Eighth  Coast  Guard 
District,  Custom  House,  New  Orleans, 
Louisiana,  70130.  Each  person  submitting 
comments  should  include  his  name  and 
address,  identify  the  bridge,  and  give  rea¬ 
sons  for  any  recommended  change  in 
the  proposal.  Copies  of  all  written  com¬ 
munications  received  will  be  available  for 
examination  by  interested  persons  at  the 
office  of  the  Commander,  Eighth  Coast 
Guard  District. 

The  Commander,  Eighth  Coast  Guard 
District,  will  forward  any  comments  re¬ 
ceived  before  October  22,  1974,  with  his 
recommendations  to  the  Chief,  Office  of 
Marine  Environment  and  Systems,  who 
will  evaluate  all  communications  received 
and  take  final  action  on  this  proposal. 
The  proposed  regulations  may  be 
changed  in  the  light  of  comments  re¬ 
ceived. 

In  consideration  of  the  foregoing,  it 
is  proposed  that  Part  117  of  Title  33  of 
the  Code  of  Federal  Regulations  be 
amended  as  follows: 

In  5  117.540(b)(2),  by  inserting  the 
words  “Vermilion  River,  mile  34.2,  S-82 
highway  drawbridge,  three  miles  south  of 
Milton,”  immediately  after  the  words 
“Vermilion  River,  mile  26.0,  S-14  high¬ 
way  drawbridge  at  Abbeville”  in  the  list¬ 
ing. 

(Sec.  6,  28  Stat.  362,  as  amended,  sec.  6(g)  (2) , 
80  Stat.  937;  (33  U.S.C.  499.  49  U.S.C.  1656(g) 
(2));  49  CFR  1.46(C)(5),  33  CFR  1.06-1  (c) 
(4)) 

Dated:  September  13, 1974. 

R.  I.  Price, 

Rear  Admiral,  U.S.  Coast  Guard, 
Chief,  Office  of  Marine  Envi¬ 
ronment  and  Systems. 

[FR  Doc.74-21754  Filed  9-18-74;8:45  am] 

[46  CFR  Parts  40, 151  ] 

[CGD  74-200] 

VINYL  CHLORIDE 

Proposed  Carriage  Requirements; 

Supplemental  Notice 

The  amended  regulations  proposed  in 
39  FR  26752  of  Tuesday,  July  23,  1974 
are  proposed  to  also  apply  to  those  tank 
barges  operating  in  accordance  with  46 
CFR  5  151.01-25  (c).  This  supplemental 
notice  also  corrects  printing  errors  which 
appeared  in  the  proposed  regulations  of 
39  FR  26753. 

Interested  persons  are  invited  to  par¬ 
ticipate  in  this  proposed  rulemaking  by 
submitting  written  data,  views,  or  argu¬ 
ments  to  the  Executive  Secretary  Marine 
Safety  Council,  U.S.  Coast  Guard  Head¬ 
quarters  (G-CMC/82) ,  Room  8234,  400 
Seventh  Street  SW.,  Washington,  D.C. 
20590.  (Telephone  202-426-1477).  Each 
person  submitting  comments  should  in¬ 
clude  his  name  and  address,  identify  the 


notice  (CGD  74-200),  and  give  reasons 
for  any  recommendations.  Comments  re¬ 
ceived  will  be  available  for  examination 
by  interested  persons  in  Room  8234,  De¬ 
partment  of  Transportation,  Nassif  Bldg., 
400  Seventh  Street  SW.,  Washington, 
D.C.  Copies  will  be  furnished  upon  pay¬ 
ment  of  fees  prescribed  in  49  CFR  7.81. 
All  communications  received  before  No¬ 
vember  4,  1974,  will  be  evaluated  before 
final  action  is  taken  on  this  proposal. 
The  proposed  amendments  may  be 
changed  in  the  light  of  comments  re¬ 
ceived.  No  hearing  is  contemplated  but 
may  be  held  at  a  time  and  place  set  in  a 
later  notice  in  the  Federal  Register,  if 
requested  by  an  interested  person  desir¬ 
ing  an  opportunity  to  comment  orally  a* 
a  public  hearing  and  raising  a  genuine 
issue. 

The  Coast  Guard  announced  in  the 
Federal  Register  of  Tuesday,  July  23, 
1974,  that  it  was  considering  amending 
the  bulk  dangerous  cargoes  regulations 
for  the  carriage  of  vinyl  chloride  (vinyl 
chloride  monomer)  by  requiring  venting, 
gauging,  and  cargo  transfer  systems 
which  provide  greater  protection  to  per¬ 
sonnel  than  those  presently  permitted. 
These  amended  regulations  were  to  apply 
to  all  tank  vessels,  both  existing  and  new 
construction,  carrying  vinyl  chloride.  In¬ 
advertently  omitted  in  the  proposed  reg¬ 
ulations  were  those  barges  which  operate 
in  accordance  with  46  CFR  §  151.01-25 
(c) ,  namely  those  barges  which  were  con¬ 
structed  and  certificated  for  the  trans¬ 
portation  of  vinyl  chloride  under  a  previ¬ 
ous  edition  of  46  CFR  Part  38  and  which 
continue  to  operate  at  present  without 
the  requirement  that  they  comply  with 
the  provisions  of  Subchapter  0,  except  for 
operating  requirements.  Since  the 
amended  regulations  proposed  in  the 
Federal  Register  of  Tuesday,  July  23, 
1974,  were  to  apply  to  all  tank  vessels, 
both  existing  and  new  construction,  re¬ 
vised  regulations  for  barges  operating 
under  46  CFR  §  151.01-25(c)  are  being 
added  to  the  proposal. 

46  CFR  §§40.15-1  (b)(2)  and  (b)(3) 
of  the  regulations  proposed  in  39  FR 
26753  are  also  reprinted  to  correct  previ¬ 
ous  printing  errors. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  Parts  40  and  151  of 
Chapter  I,  Title  46,  Code  of  Federal  Reg¬ 
ulations  as  follows : 

1.  By  amending  §  151.01-25  as  follows: 
§151.01—25  Existing  barges. 

•  •  •  *  • 

(c)  Except  for  operating  and  vinyl 
chloride  carriage  requirements,  *  *  * 

2.  By  correcting  printing  errors  which 
appeared  in  39  FR  26753  as  follows: 

Subpart  40.15 — Vinyl  Chloride  (Vinyl 
Chloride  Monomer) 

§40.15-1  General — T/AIJL 

*  *  •  ♦  * 

(b)  *  •  • 

(1)  •  •  • 

(2)  *  *  *  undergoing  •  •  * 

(3)  That  cargo  transfer  operation 

aboard  a  tankship  is  discontinued  when¬ 


ever  vinyl  chloride  vapor  concentration 
in  excess  of  50  ppm  is  detected;  and 

•  •  •  •  • 

(80  Stat.  937;  (46  U.S.C.  170,  391a,  375,  416, 

49  U.S.C.  1655(b)(1));  49  CFR  1.46(b)  and 
(0)  (4)  ) 

Dated:  September  13, 1974. 

D.  H.  Clifton, 

Captain,  U.S.  Coast  Guard,  Act¬ 
ing  Chief,  Office  of  Merchant 
Marine  Safety. 

(FR  Doc.74-21761  Filed  9-18-74;8:45  am] 

ACTION 

[45  CFR  Part  1218] 

VISTA  VOLUNTEERS 
Hearing  Opportunity 

Notice  is  hereby  given  that  the  Direc¬ 
tor  of  ACTION  proposes  to  amend  Chap¬ 
ter  XII,  Title  45,  Code  of  Federal  Regula¬ 
tions  to  add  a  new  Part  1218.  Pursuant  to 
sections  104(d),  402(14),  and  420  of  the 
Domestic  Volunteer  Service  Act  of  1973, 
Pub.  L.  93-113,  87  Stat.  394,  398,  407,  and 
414,  these  proposed  regulations  establish 
a  procedure  for  VISTA  volunteers  to  ex¬ 
press  views  in  connection  with  terms  and 
conditions  of  their  service. 

Inquiries  may  be  addressed  and  com¬ 
ments  and  views  concerning  the  proposed 
new  part  may  be  submitted  to  ACTION. 
806  Connecticut  Avenue,  N.W.,  Washing¬ 
ton,  D.C.  20525,  Attention:  Associate 
Director  for  Domestic  and  Anti-Poverty 
Operations.  All  comments  received  on  or 
before  October  16,  1974  will  be  consid¬ 
ered.  All  comments  in  response  to  this 
proposal  will  be  available  for  public  in¬ 
spection  during  normal  business  hours 
at  the  foregoing  address. 

It  is  therefore  proposed  to  add  a  new 
Part  1218  to  Chapter  301  of  Title  45  of 
the  Code  of  Federal  Regulations  as 
follows: 

Sec. 

1218.1  Introduction 

1218.2  Applicability. 

1218.3  Policy. 

1218.4  Standards  for  Regional  Plans. 

1218.5  Procedures  for  Approval  of  Plan. 

1218.6  Freedom  to  Present  Views. 

Authority:  Sections  104(d),  402(14)  and 
420  of  Pub.  L.  93-113,  87  Stat,  398,  407  and 
414. 

§  1218.1  Introduction. 

Section  104(d)  of  the  Domestic  Volun¬ 
teer  Service  Act  of  1973,  Pub.  L.  93-113, 
87  Stat.  398  requires  that  the  Director 
of  ACTION  establish  a  procedure,  in¬ 
cluding  notice  and  an  opportunity  to 
be  heard,  for  VISTA  volunteers  to  pre¬ 
sent  views  in  connection  with  the  terms 
and  conditions  of  their  service. 

§  1218.2  Applicability. 

This  part  applies  to  all  volunteers  en¬ 
rolled  under  Part  A  of  Title  I  of  the 
Domestic  Volunteer  Service  Act  of  1973, 
Pub.  L.  93-113, 87  Stat.  396. 

§  1218.3  Policy. 

It  is  ACTION’S  policy  to  encourage  the 
free  exchange  of  views  between  volun- 
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teers  and  staff  members  with  respect  to  §  1218.5  Procedures  for  Approval  of  tion,  and  all  comments  submitted  in 

Plan. 


the  terms  and  conditions  of  the  volun¬ 
teers’  service.  Ordinarily  these  exchanges 
occur  in  the  day-to-day  contact  between 
volunteers  and  staff.  However,  there  are 
occasions  when  it  is  desirable  to  provide 
volunteers  with  an  opportunity  to  pre¬ 
sent  their  views  with  respect  to  the  terms 
and  conditions  of  their  service  in  a  more 
formal  way.  The  differences  between 
ACTION  regions  require  that  the  means 
selected  in  each  region  to  accomplish 
this  result  be  appropriate  to  its  particu¬ 
lar  needs.  This  regulation  provides 
standards  within  which  regions  must  es¬ 
tablish  a  procedure  to  enable  volunteers 
to  present  their  views  to  and  be  heard 
with  respect  to  the  terms  and  conditions 
of  their  service  on  a  regular  basis  by 
appropriate  ACTION  officials  and  receive 
a  timely  response  to  their  concerns. 

§  1218.4  Standards  for  Regional  Plans. 

Each  ACTION  Domestic  Regional  Di¬ 
rector  shall  recommend,  after  consulta¬ 
tion  with  representative  volunteers, 
sponsors,  and  other  interested  persons, 
the  specific  procedures  to  be  established 
for  THBTA  volunteers  to  present  their 
views  concerning  the  terms  and  condi¬ 
tions  of  their  service.  Each  proposed  plan 
must  incorporate  the  following  features: 

(a)  A  free  and  open  opportunity  for 
volunteers  to  communicate  their  views  to 
appropriate  ACTION  regional  office  of¬ 
ficials. 

<b)  An  opportunity  for  all  volunteers 
to  be  heard  with  respect  to  their  views  in 
connection  with  the  terms  and  condi¬ 
tions  of  their  service  by  a  responsible 
ACTION  regional  office  official,  either 
personally,  or  through  democratically 
selected  representatives,  on  a  regular 
basis.  The  plan  must  provide  such  an 
opportunity  to  the  volunteer  at  least 
twice  in  each  year,  and  provide  for  notice 
to  volunteers  of  the  time  and  place  of  the 
meeting  at  which  they  may  be  heard. 

(c)  Appropriate  provisions  with  re¬ 
spect  to  volunteers’  or  volunteers’  rep¬ 
resentatives  travel  expense  and  per  diem 
which  enable  the  volunteers  or  their  rep¬ 
resentatives  to  attend  and  present  their 
views  to  the  regional  office  officials  at 
scheduled  meetings. 

(d)  Response  to  volunteers’  views  by 
appropriate  ACTION  officials  in  a  timely 
and  effective  manner. 

(e)  Summary  reports  by  each  Re¬ 
gional  Director  to  the  Deputy  Associate 
Director  for  VISTA  and  ACTION  Edu¬ 
cation  Programs  of  problems  and  con¬ 
cerns  expressed  by  volunteers  concern¬ 
ing  terms  and  conditions  of  their  service 
and  action  taken  in  response  to  such 
problems  and  concerns. 

(f)  An  opportunity  for  any  volunteer 
who  feels  that  his/her  concerns  have  not 
been  properly  addressed  to  communicate 
the  same  to  the  Regional  Director.  Such 
communication  shall  be  included  in  the 
Regional  Director’s  report  to  the  Deputy 
Associate  Director  and  shall  be  reviewed 
by  him. 


Each  Regional  Director  shall  submit 
the  plan  for  his  region  to  the  Deputy  As¬ 
sociate  Director,  VISTA  and  ACTION 
Education  Programs  for  approval. 

Approval  by  the  Deputy  Associate  Di¬ 
rector  for  VISTA  and  ACTION  Educa¬ 
tion  Programs  of  the  proposed  regional 
plan  shall  be  based  upon:  (1)  the  ade¬ 
quacy  of  the  procedures  to  provide  for 
systematic  and  open  communication  of 
volunteers’  views  regarding  terms  and 
conditions  of  their  service;  and  (2)  the 
adequacy  of  the  procedures  to  provide  for 
effective  and  efficient  resolution  of  vol¬ 
unteers’  problems  or  concerns  regarding 
terms  and  conditions  of  their  service. 

§  1218.6  Freedom  to  Present  Views. 

The  expression  by  a  volunteer  of  his 
views  with  respect  to  the  terms  and  con¬ 
ditions  of  his  service  shall  not  be  con¬ 
strued  as  reflecting  on  a  volunteer’s 
standing,  performance  or  desirability  as 
a  volunteer.  ACTION  intends  that  its 
programs  be  conducted  in  an  atmosphere 
in  which  volunteers  can  speak  freely,  and 
frankly  discuss  problems.  Nor  shall  a  vol¬ 
unteer  who  represents  such  views  be  sub¬ 
jected  to  restraint,  interference,  coer¬ 
cion,  discrimination  or  reprisal  because 
of  presentation  of  his  views. 

Issued  at  Washington,  D.C.  on  Septem¬ 
ber  16, 1974. 

John  L.  Ganley. 

Deputy  Director,  ACTION. 

[FR  Doc.74-21763  Filed  9-18-74;8:45  ami 


FEDERAL  RESERVE  SYSTEM 
[  12  CFR  Part  225  ] 

[Reg.  Y] 

HANK  HOLDING  COMPANIES 

Nonbanking  Activities  of  Bank  Holding 
Companies 

By  notice  of  proposed  rulemaking  pub¬ 
lished  in  the  Federal.  Register  on  May 
23,  1973  (38  FR  13572),  the  Board  of 
Governors  proposed,  in  connection  with 
applications  filed  pursuant  to  §  4(c)  (8) 
of  the  Bank  Holding  Company  Act  (12 
U.S.C.  1848(c)  (8) )  and  §  225.4(b)  (2)  of 
the  Board’s  Regulation  Y  (12  CFR  225.4 
(b)(2)),  to  add  to  the  list  of  activities 
that  it  has  determined  to  be  closely  re¬ 
lated  to  banking  or  managing  or  con¬ 
trolling  banks  (§  225.4(a)  of  Regulation 
Y)  the  following:  “Engaging  in  the  un¬ 
derwriting  of  real  estate  mortgage  guar¬ 
anty  insurance.”  An  oral  presentation 
considering  possible  rulemaking  with  re¬ 
spect  to  the  proposal  was  held  on  Jan¬ 
uary  24  and  25,  1974,  after  notice  thereof 
was  published  in  the  Federal  Register 
on  October  26,  1973  (38  FR  29650),  and 
revised  with  respect  to  the  date  of  the 
oral  presentation  on  November  28,  1973 
(38  FR  32823). 

The  Board  has  considered  all  com¬ 
ments  received  prior  to  the  oral  pres¬ 
entation,  the  record  of  the  oral  presenta- 


connection  with,  and  subsequent  to,  the 
oral  presentation  that  were  received  by 
the  Board  through  July  31,  1974.  After 
considering  all  relevant  aspects  of  the 
proposal  to  add  the  underwriting  of  real 
estate  mortgage  guaranty  insurance  to 
the  list  of  closely  related  activities,  the 
Board  has  determined  not  to  adopt  this 
activity  at  the  present  time. 

Mortgage  guaranty  insurance  is  essen¬ 
tially  a  limited  guarantee  of  a  mortgage 
loan.1  The  underwriting  processes  of  the 
mortgage  insurer  are  similar  to  the 
mortgage  extension  processes  of  banks 
since  both  involve  analysis  of  the  credit 
worthiness  of  the  borrower  and  appraisal 
of  the  real  estate  that  is  pledged  as  col¬ 
lateral.  The  underwriting  of  mortgage 
guaranty  insurance  is  principally  a  credit 
determination,  similar  to  those  made  by 
banks  in  their  regular  course  of  business. 
Because  guaranteeing  mortgages  in¬ 
volves  activities  that  banks  frequently 
perform  and  requires  skills  that  banks 
clearly  possess,  the  Board  concludes  that 
this  activity  is  closely  related  to  banking. 

Opponents  of  this  proposal  cite  the 
possibilities  of  conflicts  of  interest, 
structural  tying  of  services,  and  diver¬ 
sion  of  capital  from  the  banking  industry 
as  adverse  effects  which  could  result 
from  bank  holding  company  perform¬ 
ance  of  this  activity.  In  its  notice  of  pro¬ 
posed  rulemaking,  the  Board  proposed 
restrictions  and  requirements  upon  bank 
holding  company  performance  of  this 
activity:  (1)  the  proposed  subsidiary 
may  not  underwrite  mortgage  guaranty 
insurance  on  mortgages  originated  by 
the  holding  company  system;  (2)  the 
proposed  subsidiary  must  become  an  in-., 
surer  qualified  by  the  Federal  Home  Loan 
Mortgage  Corporation;  (3)  the  bank 
holding  company  system  may  not  make 
demand  deposits  in,  or  reduce  corre¬ 
spondent  service  charges  for,  any  finan¬ 
cial  Institution  as  an  indirect  means  of 
compensating  that  financial  institution 
for  utilizing  the  holding  company’s  pro¬ 
posed  underwriting  subsidiary;  (4)  the 
name  of  the  proposed  subsidiary  may 
not  resemble  that  of  the  holding  com¬ 
pany  or  any  subsidiary  bank;  and  (5) 
the  proposal  that,  with  respect  to  any 
proposed  mortgage  guaranty  subsidiary, 
in  no  event  may  the  resources  of  any 
banking  subsidiary  of  the  holding  com¬ 
pany  be  used  to  support  such  company 
if  it  encounters  financial  difficulties.  The 
Board  finds  that  the  possible  adverse 
effects  could  be  maintained  at  an  ac¬ 
ceptable  level  by  adoption  of  these  pro¬ 
posed  restrictions  and  requirements. 


1  Mortgage  guaranty  insurance  typically 
covers  the  top  20  or  26  percent  of  a  mortgage 
loan.  In  the  event  of  default  by  the  borrower, 
the  lender  acquires  title  to  the  property  and 
then  submits  a  claim  to  the  insurer.  The  in¬ 
surer  then  has  a  choice  of  two  options:  (1) 
take  title  to  the  property  and  pay  the  lender 
the  unpaid  principal  and  Interest;  or  (2)  pay 
the  lender  the  20  or  25  percent  Insured  por¬ 
tion  of  the  loan,  with  the  lender  retaining 
title  to  the  property. 
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Proponents  have  contended  that  bank 
holding  company  performance  of  this  ac¬ 
tivity  could  be  expected  to  result  in  some 
significant  benefits  to  the  public.  For  ex¬ 
ample,  it  is  stated  that  the  private  mort¬ 
gage  insurance  industry  is  presently 
characterized  by  a  high  level  of  concen¬ 
tration,  and  bank  holding  company  entry 
into  the  industry  would  bring  increased 
competition.  It  is  further  contended  that 
bank  holding  companies  will  bring  new 
capital  into  the  industry,  increase  the 
underwriting  capacity  of  the  industry, 
and  increase  the  supply  of  mortgage 
guaranty  insurance. 

The  Board  notes  that  the  present  pri¬ 
vate  mortgage  insurance  industry  is  a 
relatively  young  industry  which  is  still 
developing  and  which  has  a  limited,  and 


as  yet  untested,  operating  history  /  In  ad¬ 
dition,  the  Board  believes  that  these  are 
times  when  it  would  be  desirable  for  bank 
holding  companies  generally  to  slow  their 
present  rate  of  expansion  and  to  direct 
their  energies  principally  toward  strong 
and  efficient  operations  within  their 
existing  modes,  rather  than  toward  ex¬ 
pansion  into  new  activities.  This  is  par¬ 
ticularly  true  with  regard  to  expansion 
into  a  new  area  such  as  private  mortgage 
insurance  involving  uncertainties  which 
are  sufficient  in  the  Board’s  view  to  out¬ 
weigh  at  the  present  time  the  public 
benefits  that  might  be  expected  to  result 
from  this  proposal.  Accordingly,  the 

1  The  oldest  company  in  the  industry  was 
founded  in  1956,  the  next  oldest  companies 
were  founded  in  1961. 


Board  has  concluded  that  it  would  not 
be  appropriate,  at  this  time,  to  adopt  the 
underwriting  of  mortgage  guaranty  in¬ 
surance  as  permissible  for  bank  holding 
companies. 

By  order  of  the  Board  of  Governors." 

Effective  September  9, 1974. 

[seal]  Theodore  E.  Allison, 
Secretary  of  the  Board. 

[PR  Doc.74-21689  Filed  9-18-74;8:45  am] 


*  Voting  for  this  action:  Chairman  Burns 
and  Governors  Brimmer,  Bucher  and  Holland. 
Voting  against:  Governors  Sheehan  and 
WalUch.  Absent  and  not  voting:  Vice  Chair¬ 
man  Mitchell.  Board  action  was  taken  while 
Governor  Brimmer  was  a  Board  member. 
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_ notices _ 

This  section  of  the  FEDERAL  REGISTER  contains  documents  other  than  rules  or  proposed  rules  that  are  applicable  to  the  public.  Notices 
of  hearings  and  investigations,  committee  meetings,  agency  decisions  and  rulings,  delegations  of  authority,  filing  of  petitions  and  applications 
and  agency  statements  of  organization  and  functions  are  examples  of  documents  appearing  in  this  section. 


DEPARTMENT  OF  STATE 

Office  of  the  Secretary 

[Public  Notice  432] 

TRAVEL  INTO  OR  THROUGH  CUBA 
Restriction  on  Use  of  U.S.  Passports 

Pursuant  to  the  authority  of  Executive 
Order  11295  and  in  accordance  with  22 
CFR  51.72(c),  use  of  U.S.  passports  for 
travel  into  or  through  Cuba  remains  re¬ 
stricted.  To  permit  unrestricted  travel 
would  be  incompatible  with  the  resolu¬ 
tions  adopted  at  the  Ninth  Meeting  of 
Consultation  of  Ministers  of  Foreign  Af¬ 
fairs  of  the  Organization  of  American 
States,  of  which  the  United  States  is  a 
member.  At  this  meeting,  held  in  Wash¬ 
ington  from  July  21  to  26,  1964,  it  was 
resolved  that  the  governments  of  the 
American  States  not  maintain  diplo¬ 
matic,  consular,  trade  or  shipping  rela¬ 
tions  with  Cuba  under  its  present  gov¬ 
ernment.  This  resolution  was  reaffirmed 
in  the  Twelfth  Meeting  of  Ministers  of 
Foreign  Affairs  of  the  OAS  held  in  Sep¬ 
tember  1967,  which  adopted  resolutions 
calling  upon  Member  States  to  apply 
strictly  the  recommendations  pertaining 
to  the  movement  of  funds  and  arms  from 
Cuba  to  other  American  nations.  Among 
other  things,  this  policy  of  isolating  Cuba 
was  intended  to  minimize  the  capability 
of  the  Castro  government  to  carry  out 
its  openly  proclaimed  programs  of  sub¬ 
versive  activities  in  the  Hemisphere. 

U.S.  passports  shall  not  be  valid  for 
travel  Into  or  through  Cuba  unless  spe¬ 
cifically  validated  for  such  travel  under 
the  authority  of  the  Secretary  of  State. 

This  public  notice  shall  expire  at  the 
end  of  six  months  from  the  date  of  pub¬ 
lication  in  the  Federal  Register  unless 
extended  or  sooner  revoked  by  public 
notice. 

Effective  date.  This  Notice  becomes  ef¬ 
fective  September  19, 1974. 

Dated:  September  14, 1974. 

[sealI  Henry  A.  Kissinger, 
Secretary  of  State. 

|FR  Doc.74-21832  Filed  9-18-74;8:46  am] 
[PubUc  Notice  433] 

TRAVEL  INTO  OR  THROUGH  NORTH 
KOREA 

Restriction  on  Use  of  U.S.  Passports 
Pursuant  to  the  authority  of  Executive 
Order  11295  and  in  accordance  with  22 
CFR  51.72(c),  use  of  U.S.  passports  for 
travel  into  or  through  North  Korea  re¬ 
mains  restricted.  In  view  of  the  contin¬ 
ued  hostility  of  the  North  Korean  regime 
toward  the  United  States,  the  unsettled 


situation  along  the  Military  Demarcation 
Line,  and  the  special  position  of  the  Gov¬ 
ernment  of  the  Republic  of  Korea  as  the 
only  government  on  the  Korean  Penin¬ 
sula  recognized  by  the  U.S.,  the  Depart¬ 
ment  of  State  believes  that  wholly  un¬ 
restricted  travel  by  American  citizens  to 
North  Korea  would  seriously  impair  the 
conduct  of  U.S.  foreign  affairs. 

U.S.  passports  shall  not  be  valid  for 
travel  into  or  through  North  Korea  un¬ 
less  specifically  validated  for  such  travel 
under  the  authority  of  the  Secretary  of 
State. 

This  public  notice  shall  expire  at  the 
end  of  six  months  from  the  date  of  pub¬ 
lication  in  the  Federal  Register  unless 
extended  or  sooner  revoked  by  public 
notice. 

Effective  date.  This  Notice  becomes  ef¬ 
fective  September  19, 1974. 

Dated:  September  14, 1974. 

[seal]  Henry  A.  Kissinger, 

Secretary  of  State. 

]FR  Doc  74-21833  Filed  9-lB-74;8:45  am] 
[Public  Notice  4341 

TRAVEL  INTO  OR  THROUGH  NORTH 
VIETNAM 

Restriction  on  Use  of  U.S.  Passports 

Pursuant  to  the  authority  of  Execu¬ 
tive  Order  11295  and  in  accordance  with 
22  CFR  51.72(c),  the  use  of  U.S.  pass¬ 
ports  for  travel  into  or  through  North 
Vietnam  remains  restricted,  m  the  after- 
math  of  the  signing  on  January  27,  1973, 
of  the  Agreement  on  Ending  the  War 
and  Restoring  Peace  in  Vietnam,  ten¬ 
sions  continue  to  be  high  and  conditions 
unsettled  in  the  Indo-China  area.  The 
Peace  Agreement  envisages  that  the  im¬ 
plementation  of  the  Agreement  will 
create  conditions  for  establishing  a  new, 
equal  and  mutually  beneficial  relation¬ 
ship  between  the  United  States  and 
North  Vietnam.  However,  the  develop¬ 
ment  of  such  a  new  relationship  is  still 
in  its  earliest  stages.  In  these  circum¬ 
stances  the  Department  of  State  believes 
that  unrestricted  travel  by  American 
citizens  to  North  Vietnam  would  seriously 
impair  the  conduct  of  U.S.  foreign  affairs. 

U.S.  passports  shall  not  be  valid  for 
travel  into  or  through  North  Vietnam  un¬ 
less  specifically  validated  for  such  travel 
under  the  authority  of  the  Secretary  of 
State. 

This  public  notice  shall  expire  at  the 
end  of  six  months  from  the  date  of  pub¬ 
lication  in  the  Federal  Register  unless 
extended  or  sooner  revoked  by  public 
notice. 


Effective  date.  This  notice  becomes 
effective  September  19,.  1974. 

Dated:  September  14, 1974. 

[seal]  Henry  A.  Kissinger, 
Secretary  of  State. 

[FR  Doc.74-21834  Filed  9-18-74; 8: 46  am] 

DEPARTMENT  OF  THE  TREASURY 
Internal  Revenue  Service 
[Order  No.  3  (Rev.  1)  ] 

DEPUTY  COMMISSIONER,  ET  AL. 

Designation  To  Act  as  Commissioner  of 
Internal  Revenue 

1.  Pursuant  to  authority  vested  in  the 
Commissioner  of  Internal  Revenue  by 
Treasury  Department  Order  No.  150-2 
and  Treasury  Department  Order  No.  129 
(Revision  No.  2) :  It  is  ordered,  that: 

(a)  The  Deputy  Commissioner  shall 
perform  the  duties  of  Commissioner  of 
Internal  Revenue  during  the  absence  or 
disability  of  the  Commissioner  of  In¬ 
ternal  Revenue  or  when  there  is  a  va¬ 
cancy  in  that  office;  and 

(b)  The  Assistant  Commissioners,  in 
the  order  listed  below,  shall  perform  the 
duties  of  the  Commissioner  of  Internal 
Revenue  during  the  absence  or  disability 
of  the  Commissioner  of  Internal  Revenue 
or  a  vacancy  in  that  office  and  the  ab¬ 
sence  or  disability  of  the  Deputy  Com¬ 
missioner  or  a  vacancy  in  that  office,  ex¬ 
cept  to  the  extent  otherwise  provided 
for  specific  periods  of  time  by  written 
designation  orders  which  may  be  issued 
from  time  to  time  by  the  Commissioner: 

Assistant  Commissioner  (Compliance) 
Assistant  Commissioner  (Accounts,  Collec¬ 
tion,  and  Taxpayer  Service) 

Assistant  Commissioner  (Planning  and  Re¬ 
search) 

Assistant  Commissioner  (Administration) 
Assistant  Commissioner  (Technical) 

Assistant  Commissioner  (Inspection) 

2.  The  authority  herein  delegated  may 
not  be  redelegated. 

3.  This  Order  supersedes  Delegation 
Order  No.  3,  issued  May  19,  1955. 

Date  of  issue  and  effective  date:  Sep¬ 
tember  11, 1974. 

[seal]  Donald  C.  Alexander, 

Commissioner. 
]FR  Doc.74-21799  Filed  9-18-74;8:45  am] 

[Order  No.  6  (Rev.  7)  ] 

DEPUTY  COMMISSIONER  ET  AL 

Emergency  Order  of  Succession  and 
Delegation  of  Authority 

1.  By  virtue  of  the  authority  vested  in 
me  by  Treasury  Department  Order  No. 
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129,  Revision  No.  2,  dated  April  22,  1955, 
the  officials  in  the  positions  listed  below 
are  hereby  authorized,  in  the  event  of  an 
enemy  attack  on  the  United  States,  and 
the  disability  of  the  Commissioner,  his 
absence  from  the  main  Treasury  Reloca¬ 
tion  Site,  of  if  there  is  a  vacancy  in  the 
office,  to  succeed  to  the  position  of  Act¬ 
ing  Commissioner  in  the  order  listed, 
and  are  authorized  to  perform  the  func¬ 
tions  of  Commissioner  to  insure  the  con¬ 
tinuity  of  the  functions  of  that  office: 

Deputy  Commissioner 

Assistant  Commissioner  (Compliance) 

Assistant  Commissioner  (Accounts.  Collec¬ 
tion,  and  Taxpayer  Service) 

Assistant  Commissioner  (Planning  and  Re¬ 
search) 

Assistant  Commissioner  (Administration) 
Assistant  Commissioner  (Technical) 

Assistant  Commissioner  (Inspection) 

2.  If  none  of  these  officials  is  available, 
the  first  available  Regional  Commis¬ 
sioner,  in  the  order  of  appointment  as 
Regional  Commissioner,  will  become  Act¬ 
ing  Commissioner.  Should  any  of  the 
officials  specified  in  Paragraphs  1  and  2 
be  required  to  act  as  Secretary  of  the 
Treasury  under  Treasury  Order  No.  183, 
as  revised,  he  will  be  considered  as  hot 
available  to  assume  the  position  of  Act¬ 
ing  Commissioner. 

3.  If  none  of  the  officials  listed  in 
Paragraphs  1  and  2  is  available,  the  first 
available  District  Director  in  the  order 
shown  on  the  list  on  file  at  each  National 
Office  Relocation  Site  (prepared  on  the 
basis  of  the  higher  GS  grades  first,  date 
of  promotion  to  the  grade  and  alphabet¬ 
ical  order  where  grade  and  promotion 
dates  are  identical)  will  assume  the  posi¬ 
tion  of  Acting  Commissioner  until  re¬ 
lieved  or  further  instructions  are  given 
by  proper  authority. 

4.  There  is  hereby  delegated  to  Re¬ 
gional  Commissioners  and  District  Di¬ 
rectors,  or  the  officials  acting  in  their 
stead,  in  the  event  of  an  enemy  attack 
on  the  United  States,  all  authority  vested 
In  the  Commissioner  of  Internal  Revenue 
by  law  or  transfer  from  the  Secretary  of 
the  Treasury  to  insure  the  continuous 
performance  of  Internal  Revenue  Serv¬ 
ice  functions  in  their  areas  of  jurisdic¬ 
tion.  This  delegation  of  authority  will  re¬ 
main  In  effect  until  notice  is  received 
from  proper  authority  that  it  has  been 
terminated. 

5.  The  authority  delegated  in  Para¬ 
graphs  1,  2  and  3  may  not  be  redelegated. 

6.  This  Order  supersedes  Delegation 
Order  No.  5  (Rev.  6),  issued  October  8, 
1971. 

Date  of  issue  and  effective  date:  Sep¬ 
tember  11, 1974. 

IsealI  Donald  C.  Alexander, 
Commissioner. 

[FR  Doc.74-21798  Piled  9-18-74; 8: 4?  ami 


Office  of  the  Secretary 

[Dept.  Circular  Public  Debt  Series — No. 
11-74J 

TREASURY  NOTES  OF  SERIES  J-1976 
Invitation  to  Bid 

—  September  16, 1974. 

I.  Invitation  for  tenders.  1.  The  Secre¬ 
tary  of  the  Treasury,  pusuant  to  the  au¬ 


thority  of  the  Second  Liberty  Bond  Act, 
as  amended,  invites  tenders  on  a  yield 
basis  for  $2,000,000,000,  or  thereabouts, 
of  notes  of  the  United  States,  designated 
Treasury  Notes  of  Series  J-1976.  The  in¬ 
terest  rate  for  the  notes  will  be  deter¬ 
mined  as  set  forth  in  section  III,  para¬ 
graph  3,  hereof.  Some  of  the  notes  may 
be  allotted  by  the  Secretary  of  the  Treas¬ 
ury  to  Government  accounts  and  Fed¬ 
eral  Reserve  Banks  at  the  average  price 
of  accepted  tenders  in  exchange  for 
Treasury  notes  maturing  September  30, 
1974.  Tenders  will  be  received  up  to  1:30 
p.m.,  e.d.s.  time,  Tuesday,  September  24, 
1974,  under  competitive  and  noncompeti¬ 
tive  bidding,  as  set  forth  in  section  III 
hereof.  The  6  percent  Treasury  Notes 
of  Series  E-1974,  maturing  September  30, 
1974,  will  be  accepted  at  par  in  payment, 
in  whole  or  in  part,  to  the  extent  tenders 
are  allotted  by  the  Treasury. 

II.  Description  of  notes.  1.  The  notes 
will  be  dated  September  30, 1974,  and  will 
bear  interest  from  that  date,  payable 
semiannually  on  March  31,  1975,  Sep¬ 
tember  30,  1975,  March  31,  1976,  and 
September  30,  1976.  They  will  mature 
September  30,  1976,  and  will  not  be  sub¬ 
ject  to  call  for  redemption  prior  to 
maturity. 

2.  The  income  derived  from  the  notes 
is  subject  to  all  taxes  imposed  under  the 
Internal  Revenue  Code  of  1954.  The  notes 
are  subject  to  estate,  inheritance,  gift  or 
other  excise  taxes,  whether  Federal  or 
State,  but  are  exempt  from  all  taxation 
now  or  hereafter  imposed  on  the  princi¬ 
pal  or  interest  thereof  by  any  State,  or 
any  of  the  possessions  of  the  United 
States,  or  by  any  local  taxing  authority. 

3.  The  notes  will  be  acceptable  to  se¬ 
cure  deposits  of  public  moneys.  They 
will  not  be  acceptable  in  payment  of 
taxes. 

4.  Bearer  notes  with  interest  coupons 
attached,  and  notes  registered  as  to 
principal  and  interest,  will  be  Issued  In 
denominations  of  $10,000,  $100,000  and 
$1,000,000.  Book-entry  notes  will  be 
available  to  eligible  bidders  in  multiples 
of  those  amounts.  Interchanges  of  notes 
of  different  denominations  and  of  cou¬ 
pon  and  registered  notes,  and  the  trans¬ 
fer  of  registered  notes  will  be  permitted. 

5.  The  notes  will  be  subject  to  the  gen¬ 
eral  regulations  of  the  Department  of  the 
Treasury,  now  or  hereafter  prescribed, 
governing  United  States  notes.  ^ 

ni.  Tenders  and  allotments.  1.  Ten¬ 
ders  will  be  received  at  Federal  Reserve 
Banks  and  Branches  and  at  the  Bureau 
of  the  Public  Debt,  Washington,  D.C. 
20226,  up  to  the  closing  hour,  1:30  p.m., 
e.d.s.  time,  Tuesday,  September  24,  1974. 
Each  tender  must  state  the  face  amount 
of  notes  bid  for,  which  must  be  $10,000 
or  a  multiple  thereof,  and  the  yield  de¬ 
sired,  except  that  in  the  case  of  noncom¬ 
petitive  tenders  the  term  “noncompeti¬ 
tive”  should  be  used  in  lieu  of  a  yield.  In 
the  case  of  competitive  tenders,  the  yield 
must  be  expressed  in  terms  of  an  annual 
yield,  with  two  decimals,  e.g.,  8.47.  Non¬ 
competitive  tenders  from  any  one  bidder 
may  not  exceed  $500,000. 

2.  Commercial  banks,  which  for  this 
purpose  are  defined  as  banks  accepting 
demand  deposits,  and  dealers  who  make 
primary  markets  in  Government  secu¬ 
rities  and  report  daily  to  the  Federal  Re¬ 


serve  Bank  of  New  York  their  positions 
with  respect  to  Government  securities 
and  borrowings  thereon,  may  submit 
tenders  for  account  of  customers:  Pro¬ 
vided,  The  names  of  the  customers  are 
set  forth  in  such  tenders.  Others  will  not 
be  permitted  to  submit  tenders  except 
for  their  own  account.  Tenders  will  be 
received  without  deposit  from  banking 
institutions  for  their  own  account,  Fed¬ 
erally-insured  savings  and  loan  associa¬ 
tions,  States,  political  subdivisions  or 
instrumentalities  thereof,  public  pension 
and  retirement  and  other  public  funds, 
international  organizations  in  which  the 
United  States  holds  membership,  foreign 
central  banks  and  foreign  States,  dealers 
who  make  primary  markets  in  Govern¬ 
ment  securities  and  report  daily  to  the 
Federal  Reserve  Bank  of  New  York  their 
positions  with  respect  to  Government 
securities  and  borrowings  thereon,  and 
Government  accounts.  Tenders  from 
others  must  be  accompanied  by  payment 
(in  cash  or  6  percent  Treasury  Notes  of 
Series  E-1974  which  will  be  accepted  at 
par)  of  5  percent  of  the  face  amount  of 
notes  applied  for. 

3.  Immediately  after  the  closing  hour 
tenders  will  be  opened,  following  which 
public  announcement  will  be  made  by  the 
Department  of  the  Treasury  of  the 
amount  and  yield  range  of  accepted  bids. 
Those  submitting  competitive  tenders  will 
be  advised  of  the  acceptance  or  rejection 
thereof.  In  considering  the  acceptance  of 
tenders,  those  with  the  lowest  yields  will 
be  accepted  to  the  extent  required  to 
attain  the  amount  offered.  Tenders  at  the 
highest  accepted  yield  will  be  prorated 
if  necessary.  After  the  determination  is 
made  as  to  which  tenders  are  accepted, 
an  interest  rate  will  be  established  at  the 
nearest  Va  of  one  percent  necessary  to 
make  the  average  accepted  price  100.00 
or  less.  That  will  be  the  rate  of  interest 
that  will  be  paid  on  all  of  the  notes. 
Based  on  such  interest  rate,  the  price  on 
each  competitive  tender  allotted  will  be 
determined  and  each  successful  competi¬ 
tive  bidder  will  be  required  to  pay  the 
price  corresponding  to  the  yield  bid.  Price 
calculations  will  be  carried  to  two  deci¬ 
mal  places  on  the  basis  of  price  per  hun¬ 
dred,  e.g.,  99.92,  and  the  determinations 
of  the  Secretary  of  the  Treasury  shall  be 
final.  The  Secretary  of  the  Treasury  ex¬ 
pressly  reserves  the  right  to  accept  or  re¬ 
ject  any  or  all  tenders,  in  whole  or  in 
part,  including  the  right  to  accept  more 
or  less  than  $2,000,000,000  of  tenders,  and 
his  action  in  any  such  respect  shall  be 
final.  Subject  to  these  reservations,  non¬ 
competitive  tenders  for  $500,000  or  less 
without  stated  yield  from  any  one  bidder 
will  be  accepted  in  full  at  the  average 
price  (in  two  decimals)  of  accepted  com¬ 
petitive  tenders. 

4.  All  bidders  are  required  to  agree  not 
to  purchase  or  sell,  or  to  make  any  agree¬ 
ments  with  respect  to  the  purchase  or 
sale  or  other  disposition  of  any  notes  of 
this  issue  at  a  specific  rate  or  price,  until 
after  1 :30  p.m.,  e.d.s.  time,  Tuesday,  Sep¬ 
tember  24,  1974. 

5.  Commercial  banks  in  submitting 
tenders  will  be  required  to  certify  that 
they  have  no  beneficial  interest  in  any 
of  the  tenders  they  enter  for  the  account 
of  their  customers,  and  that  their  cus- 
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tomers  have  no  beneficial  interest  in  the 
banks’  tenders  for  their  own  accounts. 

IV.  Payment  for  and  delivery  of  notes. 

1.  Settlement  for  accepted  tenders  in  ac¬ 
cordance  with  the  bids  must  be  made  or 
completed  on  or  before  September  30, 
1974,  at  the  Federal  Reserve  Bank  or 
Branch  or  at  the  Bureau  of  the  Public 
Debt,  Washington,  D.C.  20226,  in  cash, 

6  percent  Treasury  Notes  of  Series  E- 
1974  (interest  coupons  dated  September 
30,  1974,  should  be  detached)  or  other 
funds  immediately  available  by  that 
date.  Payment  will  not  be  deemed  to 
have  been  completed  where  registered 
notes  are  requested  if  the  appropriate 
identifying  number  as  required  on  tax 
returns  and  other  documents  submitted 
to  the  Internal  Revenue  Service  (an  in¬ 
dividual’s  social  security  number  or  an 
employer  identification  number)  is  not 
furnished.  In  every  case  where  full  pay¬ 
ment  is  not  completed,  the  payment  with 
the  tender  up  to  5  percent  of  the  amount 
of  notes  allotted  shall,  upon  declaration 
made  by  the  Secretary  of  the  Treasury 
in  his  discretion,  be  forfeited  to  the 
United  States.  When  payment  is  made 
with  notes,  a  cash  adjustment  will  be 
made  to  or  required  of  the  bidder  for 
any  difference  between  the  face  amount 
of  notes  submitted  and  the  amount  pay¬ 
able  on  the  notes  allotted. 

2.  Delivery  of  notes  in  bearer  form  will 
be  made  on  or  about  October  8,  1974. 
Purchasers  of  bearer  notes  may  elect  to 
receive  interim  receipts  on  September 
30,  1974,  which  will  be  exchangeable  for 
the  notes  when  available  at  any  Federal 
Reserve  Bank  or  Branch  or  at  the  Bu¬ 
reau  of  the  Public  Debt,  Washington, 
D.C.  20226.  The  interim  receipts  must  be 
returned  at  the  expense  and  risk  of  the 
holder. 

V.  Assignment  of  registered  notes.  1. 
Registered  notes  tendered  as  deposits 
and  in  payment  for  notes  allotted  here¬ 
under  are  not  required  to  be  assigned 
if  the  notes  are  to  be  registered  in  the 
same  names  and  forms  as  appear  in  the 
registrations  or  assignments  of  the  notes 
surrendered.  Specific  instructions  for 
the  issuance  and  delivery  of  the  notes, 
signed  by  the  owner  or  his  authorized 
representative,  must  accompany  the 
notes  presented.  Otherwise,  the  notes 
should  be  assigned  by  the  registered 
payees  or  assignees  thereof  in  accord¬ 
ance  with  the  general  regulations  gov¬ 
erning  United  States  securities,  as 
hereinafter  set  forth.  Notes  to  be  reg¬ 
istered  in  names  and  forms  different 
from  those  in  the  inscriptions  or  as¬ 
signments  of  the  notes  presented 
should  be  assigned  to  “The  Secre¬ 
tary  of  the  Treasury  for  Treasury 
Notes  of  Series  J-1976  in  the  name  of 
(name  and  taxpayer  identifying  num¬ 
ber).”  If  notes  in  coupon  form  are  de¬ 
sired,  the  assignment  should  be  to  “The 
Secretary  of  the  Treasury  for  coupon 
Treasury  Notes  of  Series  J-1976  to  be 
delivered  to - .”  Notes  ten¬ 

dered  in  payment  should  be  surrendered 
to  the  Federal  Reserve  Bank  or  Branch 
or  to  the  Bureau  of  the  Public  Debt, 
Washington,  D.C.  20226.  The  notes  must 


be  delivered  at  the  expense  and  risk  of 
the  holder. 

VI.  General  provisions.  1,  As  fiscal 
agents  of  the  United  States,  Federal 
Reserve  Banks  are  authorized  and  re¬ 
quested  to  receive  tenders,  to  make  such 
allotments  as  may  be  prescribed  by  the 
Secretary  of  the  Treasury,  to  issue  such 
notices  as  may  be  necessary,  to  receive 
payment  for  and  make  delivery  of  notes 
on  full-paid  tenders  allotted,  and  they 
may  issue  interim  receipts  pending  de¬ 
livery  of  the  definitive  notes. 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre¬ 
scribe  supplemental  or  amendatory  rules 
and  regulations  governing  the  offering, 
which  will  be  communicated  promptly 
to  the  Federal  Reserve  Banks. 

[seal]  William  E.  Simon, 

Secretary  of  the  Treasury. 

[FR  Doc.74-21796  Filed  9-18-74; 8: 45  am] 

DEPARTMENT  OF  DEFENSE 

Office  of  the  Secretary  of  Defense 
DEFENSE  SCIENCE  BOARD 
Advisory  Committee  Meeting 

The  Defense  Science  Board  will  meet 
in  closed  session  in  the  Pentagon,  Wash¬ 
ington,  D.C.,  10-11  October  1974  to  re¬ 
view  the  various  tasks  undertaken  dur¬ 
ing  the  last  six  months  to  present  them 
to  the  Director  of  Defense  Research  and 
Engineering  for  further  action. 

The  mission  of  the  Defense  Science 
Board  is  to  advise  the  Secretary  of  De¬ 
fense  and  the  Director  of  Defense  Re¬ 
search  and  Engineering  on  overall 
research  and  engineering  and  to  provide 
long-range  guidance  in  these  areas  to 
the  Department  of  Defense. 

In  accordance  with  Pub.  L.  92-463,  sec¬ 
tion  10,  paragraph  (d) ,  it  has  been  deter¬ 
mined  that  Defense  Science  Board  meet¬ 
ings  concern  matters  listed  in  section 
552(b)  of  Title  5  of  the  United  States 
Code,  particularly  Subparagraph  (1) 
thereof,  and  that  the  public  interest  re¬ 
quires  such  meetings  to  be  closed  insofar 
as  the  requirements  of  subsections 
(a)  (1)  and  (a)  (3)  of  section  10,  Pub.  L. 
92-463  are  concerned. 

Maurice  W.  Roche, 

•  Director,  Correspondence  and 
Directives,  OASD  (Comptroller) . 

September  16, 1974. 

]FR Doc.74-21769  Filed  9-18-74;8:45  am] 

DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 
[NM  22757] 

NEW  MEXICO 
Notice  of  Application 

September  12, 1974. 

Notice  is  hereby  given  that,  pursuant 
to  Section  28  of  the  Mineral  Leasing  Act 
of  1920  (30  U.S.C.  185) ,  as  amended  by 
the  Act  of  November  16,  1973  (87  Stat. 
576),  Southern  Union  Gas  Company  has 
applied  for  a  natural  gas  compressor 


station  site  right-of-way  across  the  fol¬ 
lowing  lands : 

New  Mexico  Principal  Meridian, 

New  Mexico 
T.  21  S.,  R.  27  E„ 

Sec.  9,  NE]4- 

This  natural  gas  compressor  station 
site  contains  .918  acres  of  national  re¬ 
source  lands  in  Lea  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man¬ 
ager,  Bureau  of  Land  Management,  P.O. 
Box  1397,  Roswell,  NM  88201. 

Fred  E.  Padilla, 

Chief,  Branch  of  Lands 
and  Minerals  Operations. 

[FR  Doc.74-21766  Filed  9-18-74;8:45  ami 


[NM  22991] 

NEW  MEXICO 
Application 

September  12,  1974. 

Notice  is  hereby  given  that,  pursuant  to 
section  28  of  the  Mineral  Leasing  Act 
of  1920  (30  U.S.C.  185),  as  amended  by 
the  Act  of  November  16,  1973  (87  Stat. 
576) ,  El  Paso  Natural  Gas  Company  has' 
applied  for  a  4  Vi-inch  natural  gas  pipe¬ 
line  right-of-way  across  the  following 
lands: 

New  Mexico  Principal  Meridian,  New  Mexico 
T  28  N  R  11  W 

Sec.  23,  SE&SW»4  and  SWU SEW; 

Sec.  26,  NEV4NWy4. 

This  pipeline  will  convey  natural  gas 
across  .424  miles  of  national  resource 
lands  in  San  Juan  County,  New  Mexico. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  approved,  and 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  promptly  send  their 
name  and  address  to  the  District  Man¬ 
ager,  Bureau  of  Land  Management,  3550 
Pan  American  Freeway,  Albuquerque, 
NM  87107. 

Fred  E.  Padilla, 

Chief,  Branch  of  Lands 
and  Minerals  Operations. 

[FR  Doc.74-21767  Filed  9-1 8-74; 8 : 45  am] 

WYOMING 

[Wyoming  034642] 

Notice  of  Application 

September  10, 1974. 

-  Notice  is  hereby  given  that  pursuant  to 
section  28  of  the  Mineral  Leasing  Act 
of  1920,  as  amended  (30  U.S.C.  185),  the 
Northwest  Pipeline  Corporation  has  ap¬ 
plied  to  amend  right-of-way  grant  W- 
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034642  to  install  a  cathodic  protection 
station  on  the  following  land: 

Sixth  Principal  Meridian,  Wyoming 

T.  21  N.,  R.  119  W., 

Sec.  4,  NEi4NW«4SWy4. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  approved  and, 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  send  their  name  and 
address  to  the  District  Manager,  Bureau 
of  Land  Management,  P.O.  Box  1869, 
Rock  Springs,  Wyoming  82901. 

Philip  C.  Hamilton, 

Chief ,  Branch  of  Lands  and 
Minerals  Operations. 

[FR  Doc.74-21656  Filed  9-18-74;8:45  am] 


WYOMING 

[Wyoming  47605] 

Notice  of  Application 

September  10,  1974. 

Notice  is  hereby  given  that  pursuant  to 
section  28  of  the  Mineral  Leasing  Act 
of  1920,  as  amended  (30  U.S.C.  185),  the 
Belle  Fourche  Pipeline  Company  has  ap¬ 
plied  for  a  crude  oil  pipeline  right-of- 
way  across  the  following  lands: 

Sixth  Principal  Meridian,  Wyoming 

T.  45  N„  R.  67  W„ 

Sec.  7,  lot  1. 

T.  45  N.,  R.  68  W., 

Sec.  1,  SWi/4SW',i. 

The  pipeline  will  be  a  part  of  the  crude 
oil  gathering  system  within  the  Quest 
Field  in  Weston  County. 

The  purpose  of  this  notice  is  to  inform 
the  public  that  the  Bureau  will  be  pro¬ 
ceeding  with  consideration  of  whether 
the  application  should  be  approved  and, 
if  so,  under  what  terms  and  conditions. 

Interested  persons  desiring  to  express 
their  views  should  send  their  name  and 
address  to  the  District  Manager,  Bureau 
of  Land  Management,  P.O.  Box  2834, 
Casper,  Wyoming  82601. 

Philip  C.  Hamilton, 

Chief,  Branch  of  Lands  and 

Minerals  Operations. 

[FR  Doc.74-21655  Filed  9-18-74; 8: 45  am] 


and  for  the  purpose  of  providing  asso¬ 
ciated  recreational,  fish,  and  wildlife 
facilities  to  the  surrounding  area. 

Copies  are  available  for  inspection  at 
the  following  locations: 

Office  of  Assistant  to  the  Commissioner- 
Ecology,  Room  7620,  Bureau  of  Reclama¬ 
tion,  Department  of  the  Interior,  Washing¬ 
ton,  D.C.  20240,  Telephone  (202) 
343-4991. 

Division  of  Engineering  Support,  Technical 
Services  and  Publications  Branch,  E&R 
Center,  Denver  Federal  Center,  Denver, 
Colorado  80225,  Telephone  (303)  234-3006. 
Office  of  the  Regional  Director,  Bureau  of 
Reclamation,  Herring  Plaza,  Box  H-4377, 
Amarillo,  Texas  79101,  Telephone  (806) 
376-2401. 

Austin  Planning  Office,  Bureau  of  Reclama¬ 
tion,  Post  Office  Box  1946,  Austin,  Texas 
78767,  Telephone  (512)  397-5641. 

Project  Construction  Engineer,  Palmetto 
Bend  Project,  Texas,  Post  Office  Drawer  O, 
Edna,  Texas  77957,  Telephone  (512) 
657-5265. 

Single  copies  of  the  final  statement 
may  be  obtained  on  request  to  the  Com¬ 
missioner  of  Reclamation  or  the  Regional 
Director.  Please  refer  to  the  statement 
number  above. 

Dated :  September  13, 1974. 

Stanley  D.  Doremus, 
Secretary  of  the  Interior. 
[FR  Doc.74-21762  Filed  9-18-74; 8: 45  am] 


Office  of  Hearings  and  Appeals 

[Docket  No.  M74^188] 

OAKWOOD  RED  ASH  COAL 
CORPORATION,  ET  AL. 

Modification  of  Application  of  Mandatory 
Safety  Standard 

Notice  is  hereby  given  that  in  accord¬ 
ance  with  the  provisions  of  section 
301(c)  of  the  Federal  Coal  Mine  Health 
and  Safety  Act  of  1969,  30  U.S.C.  861(c) 
(1970),  Oakwood  Red  Ash  Coal  Corpo¬ 
ration,  et  al.  have  filed  a  petition  to 
modify  the  application  of  30  CFR  77.1605 
(k)  to  the  following  mines  located  in 
Buchanan  County,  Virginia: 


Bureau  of  Reclamation 
.  [INT  FES  74-54] 

PALMETTO  BEND  PROJECT,  TEXAS 

Availability  of  Final  Environmental 
Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Department  of  the  Interior  has 
prepared  a  final  environmental  state¬ 
ment  for  the  authorized  Palmetto  Bend 
Project,  Texas. 

The  environmental  statement  concerns 
an  authorized  water  supply  project  for 
the  purpose  of  furnishing  a  dependable 
municipal  and  industrial  water  supply 
to  the  Jackson-Calhoun  Counties  area 
located  on  the  gulf  coast  in  south  Texas 


Mine 

Mine 

No. 

Mesa 

I.D. 

No. 

Approximate 
length  of 
elevated 
roadway 

Oakwood  Red  Ash  Coal 

3 

44-02122 

2  miles. 

Corp. 

4 

44-01740 

400  feet. 

Young’s  Branch  Coal  Co. 

12 

44-03105 

2  miles. 

13 

44-03532 

1,000  feet. 

Winston  Mining  Co . 

8 

44-03604 

3  miles. 

9 

44-03312 

3  miles. 

10 

44-03440 

2,200  feet. 

13 

44-03406 

200  feet. 

15 

44-12238 

1,000  feet. 

Rhonda  Coal  Co . 

3 

44-00263 

2,800  feet. 

S  &  M  Coal  Co . 

2 

44-03311 

2  miles.. 

30  CFR  77.1605(k)  provides: 

Berms  or  guards  shall  be  provided  on  the 
outer  bank  of  elevated  roadways. 

In  support  of  this  petition,  Petitioners 
state: 

I.  Safety  Considerations.  The  access 
roadways  which  are  the  subject  of  this 
petition  range  in  length  from  200  feet  to 
3  miles.  They  are  all  elevated  roadways 
having  been  carved  out  of  the  sides  of 


hills  and  mountains.  The  roads  on  this 
account  are  narrow  and  the  outer  banks 
are  on  fill  material  which  will  not  pro¬ 
vide  sufficient  anchorage  for  guard  rails. 
The  use  of  berms  would  trap  run-off 
water  resulting  from  rain  or  thawing  ice 
and  snow,  cause  erosion  of  the  roadway 
and  result  in  hazardous  driving  condi¬ 
tions.  Beyond  this,  during  the  winter 
months  the  freezing  of  trapped  water  in 
the  roadways  would  be  extraordinarily 
hazardous.  Thus,  insisting  upon  appli¬ 
cation  of  the  requirements  of  berms  or 
guard  rails  under  30  CFR  77.1605 <k) 
would  be  a  diminution  of  safety. 

II.  Alternate  Method.  A.  Petitioners 
do  not  deny  that  there  are  safety  hazards 
in  operating  vehicles  over  elevated  road¬ 
ways  in  mountainous  areas.  However, 
they  do  not  feel  that  such  hazards  can 
be  overcome — they  would  actually  be  in¬ 
creased — by  application  of  30  CFR 
77.1605(k) . 

B.  Accordingly  they  propose  the  fol¬ 
lowing  alternate  method  which  they  feel 
would  afford  a  greater  measure  of  pro¬ 
tection  to  the  employees  at  the  subject 
mines: 

1.  A  daily  inspection  of  all  coal-haul¬ 
ing  vehicles  shall  be  made  and  any  de¬ 
fects  detected  shall  be  corrected  before 
the  vehicle  is  put  into  service.  A  record 
of  the  inspection  and  repair  on  each 
vehicle  shall  be  kept  and  maintained  by 
a  supervisory  employee. 

2.  Roadway  surfaces  shall  be  kept  free 
of  debris,  excessive  water  and  snow  and 
ice,  and  maintained  as  free  as  practicable 
of  small  ditches  (washboard  effects). 

3.  A  traffic  system  shall  be  put  into 
use  for  these  roads  requiring  that  loaded 
vehicles  have  the  right-of-way  on  the 
highwall  side  of  roads  regardless  of  their 
direction  of  travel. 

4.  Warning  signs  shall  be  posted  desig¬ 
nating  curves,  steep  grades  where  trucks 
should  shift  to  a  lower  gear,  and  where 
roadways  are  reduced  to  one-lane  traffic. 
Stop  signs  shall  be  posted  where  one  road 
intersects  another,  giving  main  haulage 
road  traffic  the  right-of-way.  Signs  shall 
also  be  posted  designating  passing  points. 

5.  All  equipment  operators  shall  be 
trained  in  the  use  of  haulage  equipment 
and  the  safety  of  vehicles  on  haulage 
roads. 

6.  All  haulage  vehicles  shall  have: 

(a)  Original  manufacturer’s  brakes. 

(b)  Engine  or  Jacobs  brakes. 

(c)  Emergency  (parking)  braking 
system. 

7.  Adequate  supplies  of  crushed  stone 
or  other  suitable  materials  shall  be 
stored  at  strategic  locations  along  the 
haulage  roads  for  use  when  the  road 
surface  becomes  slippery. 

8.  A  minimum  width  of  24  feet  shall 
be  provided  and  maintained  along  two- 
lane  roads,  and  where  widths  of  less  than 
24  feet  are  provided  and  maintained, 
the  roads  shall  be  designated  as  single - 
lane  roads. 

9.  On  roads  that  afford  only  one  traffic 
lane,  a  minimum  width  of  16  feet  shall 
be  maintained,  with  passing  points  pro¬ 
vided  at  intervals  of  not  more  than  1,000 
feet;  if  visibility  is  obscured  by  brush 
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or  other  materials,  passing  points  shall 
not  be  more  than  500  feet  apart. 

10.  Where  abrupt  drop-offs  are  present 
along  the  outer  banks,  super-elevation 
shall  be  provided  to  cause  the  vehicles 
to  gravitate  toward  the  highwall  side  of 
the  road. 

11.  All  rules  of  the  road  (traffic  sys¬ 
tem)  shall  be  posted  on  the  bulletin 
boards  throughout  the  mine  area,  and 
such  rules  of  the  road  shall  be  made  part 
of  the  training  and  retraining  programs. 

12.  Passing  of  one  vehicle  by  another 
vehicle  while  traveling  in  the  same  di¬ 
rection  is  prohibited  except  in  the  case 
where  one  vehicle  is  parked  in  a  run¬ 
around  area  out  of  the  normal  lanes  of 
travel. 

13.  The  speed  at  which  trucks  are  op¬ 
erated  shall  be  consistent  with  condition 
of  roadway,  clearance,  visibility  and  traf¬ 
fic. 

C.  The  foregoing  alternate  method  has 
been  approved  by  Administrative  Law 
Judges  of  the  Interior  Department  Office 
of  Hearings  and  Appeals  for  application 
under  circumstances  similar  to  those 
present  at  the  subject  mines.  It  is  a 
method  which  has  been  developed  with 
the  assistance  of  technical  experts  of  the 
Mining  Enforcement  and  Safety  Admin¬ 
istration  and  addresses  itself  to  not  only 
the  safety  objectives  sought  by  30  CFR 
77.1605  (k)  but  also  to  the  particular  haz¬ 
ards  that  would  be  created  if  application 
of  such  standard  were  required. 

In  consideration  of  the  above.  Peti¬ 
tioners  request  that  the  proposed  alter¬ 
nate  system  be  approved  as  the  replace¬ 
ment  mandatory  safety  standard  for  30 
CFR  77.1605(k) . 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur¬ 
nish  comments  on  or  before  October  21, 
1974.  Such  requests  or  comments  must 
be  filed  with  the  Office  of  Hearings  and 
Appeals,  Hearings  Division,  U.S.  De¬ 
partment  of  the  Interior,  4015  Wilson 
Boulevard,  Arlington,  Virginia  22203. 
Copies  of  the  petition  are  available  for 
inspection  at  that  address. 

Gilbert  O.  Lockwood, 

Acting  Director, 
Office  of  Hearings  and  Appeals. 

September  12, 1972. 

[FR  Doc .74-5 1677  Filed  9-18-74;8:45  am] 


(Docket  No.  M74-191] 

PEABODY  COAL  CO. 

Modification  of  Application  of  Mandatory 
Safety  Standard 

Notice  is  hereby  given  that  in  accord¬ 
ance  with  the  provisions  of  section  301 
(c)  of  the  Federal  Coal  Mine  Health  and 
Safety  Act  of  1969,  30  U.S.C.  861(c) 
(1970),  Peabody  Coal  Company  has  filed 
a  petition  to  modify  the  application  of  30 
CFR  75.1105  to  its  No.  10  Mine  located  in 
Christian,  Sangamon  and  Montgomery 
Counties,  Illinois. 

Section  30  CFR,  75.1105  reads  as  fol¬ 
lows: 


Underground  transformer  stations,  bat¬ 
tery-charging  stations,  substations,  compres¬ 
sor  stations,  shops,  and  permanent  pumps 
shall  be  housed  in  fireproof  structures  or 
areas.  Air  currents  used  to  ventilate  struc¬ 
tures  or  areas  enclosing  electrical  installa¬ 
tions  shall  be  coursed  directly  into  the  re¬ 
turn.  Other  underground  structures  in- 
tailed  in  a  coal  mine  as  the  Secretary  may 
prescribe  shall  be  of  fireproof  construction. 

Petitioner  asks  that  a  modification  of 
the  standard  as  applied  to  the  under¬ 
ground  Mine  No.  10  cited  above  on  the 
following  grounds: 

1.  Mine  No.  10,  which  is  one  of  the  larg¬ 
est  underground  coal  mines  in  the  world, 
commenced  production  in  June  of  1951. 
The  mine  is  situated,  as  noted  above,  in 
parts  of  three  counties  in  the  State  of 
Illinois.  Production  crews  use  two  por¬ 
tals,  one  of  which  is  termed  “the  north 
air  man  shaft”  and  the  other  “the  south 
air  man  shaft”.  In  essence  there  are  two 
new  mining  areas.  Situated  between 
these  two  mining  areas  is  a  passageway, 
the  main  line  entries,  approximately 
43,000  feet  in  length. 

2.  The  main  line  entries  currently 
passes  only  intake  air  and  neutral  air 
(ventilating  -the  supply  haulage  track 
entry  and  the  main  line  belt  conveyor). 
No  return  air  courses  exist. 

3.  Situated  in  the  above  described  main 
line  entries  are  six  electrical  units,  con¬ 
sisting  of  the  following: 

(a)  Three  500  KVA  fully  enclosed 
transformer  stations  supplying  power  to 
belt  conveyor  drives: 

(b)  Three  600  KW  fully  enclosed 
rectifiers. 

4.  The  described  subject  electrical 
transformers  and  rectifiers  are  modern 
sheet-steel  enclosed  units  equipped  with 
safety  equipment  and  specifications  as 
described  more  fully  and  completely  in 
Exhibit  1 1  attached  hereto  and  incor¬ 
porated  herein  by  reference  as  though 
set  forth  in  full. 

5.  The  above-described  electrical  units 
will  be  located  in  fireproof  structures  and 
a  metal  pipe  will  be  installed  to  within 
three  feet  of  and  directed  at  the  electri¬ 
cal  equipment.  Attached  to  each  metal 
pipe  is  a  plastic  pipe  which  runs  to  the 
haulage  track.  This  pipe  is  equipped  so 
that  rock  dust  from  the  high-pressure 
rock  duster  can  be  blown  through  the 
plastic-metal  pipe  onto  the  subject  elec¬ 
trical  unit.  This  operation  is  more  fully 
described  in  an  Exhibit*  marked  2,  at¬ 
tached  hereto  and  incorporated  herein  by 
reference  as  though  set  forth  in  full. 

6.  The  alternative  proposal  hereinafter 
described  by  Petitioner  provides  at  least 
equal  protection  to  the  miner  and,  in 
fact,  provides  a  greater  degree  of  protec¬ 
tion. 

Petitioner’s  Alternative 

Petitioner  proposes  to  meet  the  safety 
standard  enunciated  in  the  aforesaid  30 
CFR,  75.1105  on  its  electrical  equipment 
as  follows: 

1.  An  overhead  foam  generating  unit 
will  be  placed  in  the  roof  directly  over¬ 
head  of  the  unit.  Said  foam  generating 
unit  is  activated  automatically  by  a  heat 
sensor  device  and  its  operation  is  more 


fully  described  in  Exhibit  No.  3,1  at-  . 
tached  hereto  and  incorporated  herein 
by  reference  as  though  set  forth  in  full. 

2.  A  second  heat  sensor  device  will  be 
connected  to  the  approved  Femco  Con¬ 
tinuous  Belt  Fire  Detection  (C.B.F.D.) 
System  directly  over  the  electrical  units. 
This  heat  sensor  is  in  addition  to  and 
independent  of  the  sensor  described  in 
paragraph  1  hereof. 

3.  The  C.B.F.D.  heat  sensor  described 
in  paragraph  2  hereof  is  connected  to  a 
panel  located  on  the  surface  in  the  clerk’s 
office,  which  is  constantly  manned.  On 
this  panel  are  electrical  lights  reflecting 
the  location  of  each  sensor.  When  the 
sensor  is  activated  a  light  on  the  panel 
is  activated  and  also  an  audio  warning 
is  given. 

4.  In  January,  1974  a  gob  fire  occurred 
in  the  same  general  area  where  the  above 
described  electrical  units  are  located.  The 
fire  was  detected  and  the  miners  were 
evacuated  to  safety  without  any  injury. 

5.  Petitioner  has  a  regular  instruc¬ 
tional  safety  program  for  its  employees 
which  is  designed  to  educate  and  train  in 
safety  techniques  and  to  eliminate  an 
exposure  of  its  employees  to  the  problems 
inherent  in  underground  mining.  In¬ 
cluded  and  given  great  emphasis  is  that 
of  fire  protection  and  fire  excavation 
which  is  recognized  by  Petitioner  as  a 
matter  of  great  concern  to  the  safety  of 
the  miners. 

6.  Petitioner  further  will  continue  to 
make  safety  analysis  studies;  continue  to 
assure  that  electrical  equipment  complies 
with  company  policy,  as  well  as  with  fed¬ 
eral  and  state  requirements;  continue  to 
assure  that  fire  prevention  equipment  is 
provided  and  is  operational;  continue  to 
discuss  with  the  individual  employees  job 
safety  analysis  studies,  as  well  as  federal 
and  state  regulations,  and  continue  its 
safety  program  as  described  above. 

Persons  interested  in  this  petition  may 
request  a  hearing  on  the  petition  or  fur¬ 
nish  comments  on  or  before  October  21, 
1974.  Such  requests  or  comments  must  be 
filed  with  the  Departmental  Hearings 
Branch,  Office  of  Hearings  and  Appeals, 
U.S.  Department  of  the  Interior,  6432 
Federal  Building,  Salt  Lake  City,  Utah 
84138.  Copies  of  the  petition  are  available 
for  inspection  at  that  address. 

Gilbert  O.  Lockwood, 

Acting  Director, 
Office  of  Hearings  and  Appeals. 

September  12,  1974. 

(FR  Doc.74-21676  Filed  9-18-74;8:45  am] 


DEPARTMENT  OF  AGRICULTURE 

Farmers  Home  Administration 

[Notice  of  Designation  Number  A066] 

NEBRASKA 

Designation  of  Emergency  Areas 

The  Secretary  of  Agriculture  has  found 
that  a  general  need  for  agricultural 


1The  three  exhibits  to  which  Petitioner 
refers  will  be  available  at  the  address  con¬ 
tained  in  the  last  paragraph  above. 
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credit  exists  in  the  following  counties  in 
Nebraska: 

Antelope  Knox 

Boone  Nuckolls 

Colfax  Pawnee 

Dixon  Richardson 

Douglas  Sarpy 

Greeley  Saunders 

Howard  Webster 

Jefferson 

The  Secretary  has  found  that  this  need 
exists  as  a  result  of  a  natural  disaster 
consisting  of  prolonged  drought  from 
June  1  through  August  7,  1974. 

Therefore,  the  Secretary  has  desig¬ 
nated  these  areas  as  eligible  for  Emer¬ 
gency  loans,  pursuant  to  the  provisions 
of  the  Consolidated  Farm  and  Rural 
Development  Act,  as  amended  by  Pub. 
L.  93-237,  and  the  provisions  of  7  CFR 
1832.3(b)  including  the  recommendation 
of  Governor  J.  James  Exon  that  such 
designation  be  made. 

Applications  for  Emergency  loans  must 
be  received  by  this  Department  no  later 
than  November  11,  1974,  for  physical 
losses  and  June  12,  1975,  for  production 
losses,  except  that  qualified  borrowers 
who  receive  initial  loans  pursuant  to  this 
designation  may  be  eligible  for  subse¬ 
quent  loans.  The  urgency  of  the  need 
for  loans  in  the  designated  areas  make  it 
Impracticable  and  contrary  to  the  public 
interest  to  give  advance  notice  of  pro¬ 
posed  rule  making  and  invite  public  par¬ 
ticipation. 

Done  at  Washington,  D.C.,  this  12th 
day  of  September,  1974. 

J.  R.  Hanson, 
Acting  Administrator, 
Farmers  Home  Administration. 

[FR  Doc.74-21740  Filed  9-18-74;8:45  am] 


Forest  Service 

CIBOLA  NATIONAL  FOREST  GRAZING 
ADVISORY  BOARD 

Notice  of  Meeting 

The  Cibola  National  Forest  Grazing 
Advisory  Board  will  meet  September  30 
and  October  1,  1974  starting  at  8  a.m.  on 
September  30  at  the  Magdalena  Ranger 
Station,  Magdalena,  New  Mexico  87825. 
From  the  Ranger  Station  the  group  will 
proceed  to  the  Baldy  Allotment  and  will 
ride  the  Allotment  on  September  30  and 
October  1. 

The  purpose  of  this  meeting  will  be  to 
review  the  decision  of  Forest  Supervisor 
Lloyd  to  reduce  cattle  numbers  on  the 
Baldy  Allotment. 

The  meeting  will  be  open  to  the  public. 
Anyone  attending  the  meeting  should 
provide  his  or  her  own  horse  that  is  capa¬ 
ble  of  traversing  difficult  terrain  and  long 
distances.  A  horse  trailer  will  also  be 
needed. 

Persons  who  wish  to  attend  should  no¬ 
tify  Supervisor  Lloyd  through  telephone 
number  766-2185  or  at  10308  Candelaria 
NE,  Albuquerque,  New  Mexico  87112. 
Written  statements  may  be  filed  with  the 
committee  before  or  after  the  meeting. 


Dated:  September  9, 1974. 

W.  L.  Lloyd, 

Forest  Supervisor. 

]FR  Doc.74-21659  Filed  9-18-74;8:45  am] 

OTTAWA  NATIONAL  FOREST  MULTIPLE 
USE  ADVISORY  COMMITTEE 

Notice  of  Meeting 

The  Ottawa  National  Forest  Multiple 
Use  Advisory  Committee  will  meet  1 
p.m.  thru  5  p.m.  (c.d.t.),  October  17, 
1974  and  8:30  a.m.  thru  Noon  (c.d.t.), 
October  18,  1974  at  Circle  Hills,  County 
Road  513,  Bessemer,  Michigan.  The  pur¬ 
pose  of  this  meeting  is  to  discuss  forest 
management. 

The  meeting  will  be  open  to  the  pub¬ 
lic.  Persons  who  wish  to  attend  should 
notify  the  Forest  Supervisor,  Ottawa 
National  Forest,  Ironwood,  Michigan 
49938,  Phone  Number:  (906)  932-1330. 
Written  statements  may  be  filed  with 
the  committee  before  or  after  the  meet¬ 
ing. 

The  committee  has  established  the 
following  rules  for  public  participation: 
Public  participation  will  be  limited  to  a 
period  designated  for  open  discussion. 
To  the  extent  time  permits,  interested 
persons  may  be  permitted  by  the  com¬ 
mittee  chairman  to  present  oral  state¬ 
ments  at  the  meeting. 

M.  K.  Lattritsen, 
Forest  Supervisor. 

September  13, 1974. 

[FR  Doc.74-21765  Filed  9-18-74:8:45  am] 

PROPOSED  TIMBER  MANAGEMENT  PLAN 

Availability  of  Final  Environmental 
Statement 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969,  the  Forest  Service,  Department  of 
Agriculture,  has  prepared  a  final  envi¬ 
ronmental  statement  of  a  Proposed 
Timber  Management  Plan,  Santa  Fe  Na¬ 
tional  Forest,  USDA-FS-FES  ( Adm )  R3 
75-02. 

The  environmental  statement  con¬ 
siders  probable  environmental  effects  of 
the  proposed  program. 

The  final  environmental  statement 
was  filed  with  CEQ  on  September  20, 
1974. 

Copies  are  available  for  Inspection 
during  regular  working  hours  at  the  fol¬ 
lowing  locations: 

TTSDA,  Forest  Service 

South  Agriculture  Bldg.,  Rm.  3230 

14th  &  Independence  Ave.,  SW 

Washington,  D.C.  20250 

USD  A,  Forest  Service 

Southwestern  Region 

517  Gold  Avenue,  SW 

Albuquerque,  New  Mexico  87102 

Santa  Fe  National  Forest 

Federal  Building 

Santa  Fe,  New  Mexico  87501 

Single  copies  are  available  upon  re¬ 
quest  to  the  Forest  Supervisor,  Santa  Fe 
National  Forest,  P.O.  Box  1689,  Santa 


Fe,  New  Mexico  87501;  and  the  Regional 
Forester,  Southwestern  Region,  517 
Gold  Avenue,  SW,  Albuquerque,  New 
Mexico  87102.  Copies  are  also  available 
from  the  Colorado  Plateau  Environ¬ 
mental  Advisory  Council,  P.O.  Box  1389, 
Flagstaff,  Arizona  86001.  Please  refer  to 
the  name  and  number  of  the  environ¬ 
mental  statement  when  ordering. 

Copies  of  the  environmental  state¬ 
ment  have  been  sent  to  various  Federal, 
State,  and  local  agencies  as  outlined  in 
the  CEQ  guidelines. 

Dated:  September  9, 1974. 

W.  L.  Evans, 

Deputy  Regional  Forester,  R3. 

[FR  Doc.74-21658  FUed  9-18-74:8:45  am] 

Soil  Conservation  Service 
DEPORT  CREEK  WATERSHED,  TEXAS 
Notice  of  Negative  Declaration 

Pursuant  to  section  102(2)  (C)  of  the 
National  Environmental  Policy  Act  of 
1969;  §  1500.6(e)  of  the  Council  on  En¬ 
vironmental  Quality  Guidelines  (38  FR 
20550)  August  1,  1973;  and  §  650.8(b)  (3) 
of  the  Soil  Conservation  Service  Guide¬ 
lines  (39  FR  19651)  June  3,  1974;  the 
Soil  Conservation  Service,  U.S.  Depart¬ 
ment  of  Agriculture,  gives  notice  that 
an  environmental  impact  statement  is 
not  being  prepared  for  the  Deport  Creek 
Watershed  Project,  Lamar  and  Red  River 
Counties,  Texas. 

The  environmental  assessment  of  this 
federal  action  indicates  that  the  project 
will  not  create  significant  adverse  local, 
regional,  or  national  impacts  on  the  en¬ 
vironment  and  that  no  significant  con¬ 
troversy  is  associated  with  the  project. 
As  a  result  of  these  findings,  Mr.  Ed¬ 
ward  E.  Thomas,  State  Conservationist. 
Soil  Conservation  Service,  USDA,  First 
National  Bank  Building,  Temple,  Texas 
76501,  has  determined  that  the  prepara¬ 
tion  and  review  of  an  environmental  im¬ 
pact  statement  is  not  needed  for  this 
project. 

The  project  concerns  a  plan  for  install¬ 
ing  conservation  land  treatment  meas¬ 
ures  and  one  floodwater  retarding  struc¬ 
ture  in  the  Deport  Creek  Watershed,  La¬ 
mar  and  Red  River  Counties,  Texas. 

The  environmental  assessment  file  is 
available  for  inspection  during  regular 
working  hours  at  the  following  location: 

Soil  Conservation  Service,  USDA,  First  Na¬ 
tional  Bank  Building,  Temple,  Texas 
76501. 

No  administrative  action  on  imple¬ 
mentation  of  the  proposal  will  be  taken 
until  October  4, 1974. 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  10.904,  National  Archives  Ref¬ 
erence  Services.) 

Dated:  September  12, 1974. 

William  B.  Davey, 
Deputy  Administrator  for 
Water  Resources,  Soil  Con¬ 
servation  Service. 

[FR  Doc.74-21678  Filed  9-18-74;8:45  am] 
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DEPARTMENT  OF  COMMERCE 

Domestic  and  International  Business 
Administration 

FLORIDA  STATE  UNIVERSITY  ET  AL. 

Applications  for  Duty-Free  Entry  of 
Scientific  Articles 

The  following  are  notices  of  the  receipt 
of  applications  for  duty-free  entry  of 
scientific  articles  pursuant  to  section  6(c) 
of  the  Educational,  Scientific,  and  Cul¬ 
tural  Materials  Importation  Act  of  1966 
(Pub.  L.  89-654 ;  80  Stat.  897 ).  Interested 
persons  may  present  their  views  with  re¬ 
spect  to  the  question  of  whether  an  in¬ 
strument  or  apparatus  of  equivalent 
scientific  value  for  the  purposes  for 
which  the  article  is  intended  to  be  used 
is  being  manufactured  in  the  United 
States.  Such  comments  must  be  filed  in 
triplicate  with  the  Director,  Special  Im¬ 
port  Programs  Division,  Office  of  Import 
Programs,  Washington,  D.C.  20230,  by 
October  9,  1974. 

Amended  regulations  issued  under 
cited  Act,  as  published  in  the  February 
24,  1972  issue  of  the  Federal  Register, 
prescribe  the  requirements  applicable  to 
comments. 

A  copy  of  each  application  is  on  file, 
and  may  be  examined  during  ordinary 
Commerce  Department  business  hours  at 
the  Special  Import  Programs  Division, 
Department  of  Commerce,  Washington, 
D.C.  20230. 

Docket  number:  75-00067-33-46500. 
Applicant:  Florida  State  University,  De¬ 
partment  of  Biological  Science  Unit  I, 
Tallahassee,  Florida  32306.  Article:  Ul¬ 
tramicrotome,  Model  LKB  8800A.  Manu¬ 
facturer:  LKB  Produkter  AB,  Sweden. 
Intended  use  of  article:  The  article  is  in¬ 
tended  to  be  used  for  the  study  of  biologi¬ 
cal  tissues,  specifically  brain  of  amphibia 
and  mammals  and  sensory  organs  (ol¬ 
factory  and  taste  organs)  of  the  same. 
Studies  centering  on  the  nervous  system 
of  invertebrates  such  as  molluses  will 
also  be  conducted.  Experiments  are  cen¬ 
tered  on  the  anatomical  study  of  the 
nervous  connections  and  the  disruption 
of  these  connections  by  means  of  surgery 
to  study  the  regenerative  capacity  of 
these  systems  are  to  be  conducted  with 
the  objective  of  understanding  the  basic 
organization  of  the  nervous  system  and 
how  it  is  organized  in  different  animal 
species.  The  article  will  also  be  used  in 
the  course,  BIO  575,  Techniques  in  Elec¬ 
tron  Microscopy  in  which  all  aspects  of 
electron  microscopical  techniques  will  be 
demonstrated.  Application  received  by 
Commissioner  of  Customs:  August  26, 
1974. 

Docket  number:  75-00068-33-46500. 
Applicant:  University  of  Pittsburgh 
School  of  Medicine,  The  Montefiore  Hos¬ 
pital,  3459  Fifth  Avenue,  Pittsburgh,  Pa. 
15213.  Article:  Ultramicrotome,  Model 
LKB  8800 A.  Manufacturer:  LKB  Produk¬ 
ter  AB,  Sweden.  Intended  use  of  article: 
The  article  is  intended  to  be  used  in  stud¬ 
ies  of  normal  and  altered  mammalian  tis¬ 
sues  derived  from  animal  experiments. 
The  phenomena  to  be  studied  includes 
the  transport  of  macromolecules  (trac¬ 
ers)  across  biological  barriers  Experi¬ 


ments  are  to  be  conducted  in  normal 
animals  and  animals  with  mild-to-severe 
glomerular  dysfunction.  Application  re¬ 
ceived  by  Commissioner  of  Customs : 
August  26,  1974. 

Docket  number:  75-00069-25-65500. 
Applicant:  U.S.  National  Bureau  of 
Standards,  Room  B-353,  Building  222, 
Washington,  D.C.  20234.  Article:  Poten¬ 
tiometer.  Manufacturer:  Automatic  Sys¬ 
tems  Laboratories  Ltd.,  United  Kingdom. 
Intended  use  of  article:  The  article  is 
intended  to  be  used  to  automatically 
make  accurate  measurements  of  the 
value  and  changes  in  value  of  the  resist¬ 
ance  of  a  resistance  thermometer,  the 
variable  resistor,  with  the  highest  pos¬ 
sible  sensitivity  and  stability  when  the 
resistance  of  the  variable  resistor  is 
changing  rapidly  with  time.  Application 
received  by  Commissioner  of  Customs: 
August  26, 1974. 

Docket  number:  75-00070-33-46040. 
Applicant:  Department  of  Health,  Edu¬ 
cation,  and  Welfare,  Food  and  Drug  Ad¬ 
ministration,  Bureau  of  Radiological 
Health,  12709  Twinbrook  Pkwy,  Rock¬ 
ville,  MD  20852.  Article:  Electron  Micro¬ 
scope,  Model  JEM  100C.  Manufacturer: 
JEOL  Ltd.,  Japan.  Intended  use  of 
article:  The  article  is  intended  to  be 
used  for  the  examination  of  cultured 
cells  following  exposure  to  ionizing  radi¬ 
ation  with  attention  paid  to  the  fibrous 
nature  of  chromosomes  and  how  such 
fibrous  structure  is  important  in  the 
formation  of  chromosomal  aberration 
such  as  breaks,  gaps,  and  translocations. 
Application  received  by  Commissioner  of 
Customs:  August  26, 1974. 

Docket  number:  75-00071-33-90000. 
Applicant:  Duke  University  Medical 
Center,  Department  of  Radiology,  Dur¬ 
ham,  N.C.  27710.  Article:  EMI  Scanner 
System.  Manufacturer:  EMI  Limited, 
United  Kingdom.  Intended  use  of  article: 
The  article  is  intended  to  be  used  for 
non-invasive  diagnosis  of  intracranial 
lesions,  and  the  non-invasive  study  of  the 
normal  brain  and  ventricular  system. 
The  article  will  also  be  used  in  training 
in  radiology.  Application  received  by 
Commissioner  of  Customs:  August  26, 
1974. 

Docket  number:  75-00072-33-46040. 
Applicant:  Yale  University,  Department 
of  Biology,  Kline  Biology  Tower,  219 
Prospect  Street,  New  Haven,  Conn. 
06520.  Article:  Electron  Microscope, 
Model  EM  201.  Manufacturer:  Philips 
Electronic  Instruments  NVD,  The 
Netherlands.  Intended  use  of  article:  The 
article  is  intended  to  be  used  for  bio¬ 
medical  research  which  will  include 
studies  of  animal  cells,  subcellular  com¬ 
ponents,  and  aggregates  of  cellular 
molecules.  The  processes  which  will  be 
investigated  include:  (1)  the  mechanism 
of  cell  division  in  animal  cells;  (2)  the 
role  of  filamentous  structures  in  the  de¬ 
velopment,  maintenance  and  function  of 
nerve  cells;  (3)  ultrastructural  aspects 
of  nerve  tumor  cell  development  in  tissue 
culture;  and  (4)  the  assembly  of 
filamentous  structures  responsible  for 
movements  of  subcellular  particles.  The 
experiments  to  be  conducted  are  devised 


to  give  insight  into  each  of  the  topics 
mentioned  above  with  the  objective  of 
obtaining  a  full  understanding  of  mech¬ 
anism  by  which  normal  and  tumor  cells 
divide,  the  mechanism  by  which  nerve 
cells  develop  and  maintain  their  long 
axons  and  dendrites,  and  the  mecha¬ 
nism  by  which  filamentous’  structures 
operate  to  move  the  chromosomes  apart 
during  cell  division.  Other  experiments 
are  designed  to  determine  how  these 
same  filamentous  structures  operate  to 
cause  sperm  motility.  The  article  will 
also  be  used  for  advanced  training  in  re¬ 
search  for  graduate  students,  post¬ 
doctoral  fellows,  and  research  associates. 
Application  received  by  Commissioner 
of  Customs:  August  26,  1974. 

Docket  number:  75-00073-33-46070. 
Applicant:  University  of  Florida,  College 
of  Dentistry,  Box  202  MSB,  J  Hillis  Mil¬ 
ler  Health  Ctr.,  Gainesville,  Fla.  32610. 
Article:  Scanning  Electron  Microscope, 
Model  NOVASCAN  30.  Manufacturer: 
Carl  Zeiss,  West  Germany.  Intended  use 
of  article:  The  article  is  intended  to  be 
used  in  studies  on  the  effect  of  dental 
instruments  on  oral  hard  tissues,  specif¬ 
ically;  (1)  the  effects  of  low  speed  and 
high  speed  drilling  forces  on  enamel  and 
dentin  surfaces;  (2)  variation  and 
tolerances  (diameter,  length)  of  burs; 
(3)  usable  lifespan  of  burs;  (4)  effect  of 
burs,  chisels,  hatchets,  etc.  on  cavity  wall 
preparations;  (5)  effects  of  reamers  on 
root  canals  in  endodontic  procedures;  (6) 
in  vitro  studies  on  sealing  properties  of 
various  biomaterials  (amalgam,  gold, 
ceramics)  in  tooth  cavity  preparations. 
Other  studies  relate  to  the  morphology 
and  pathology  of  the  dental  pulp  (freeze- 
fracture  studies) ,  element  analysis  (con¬ 
tent  and  distribution  of  fluor)  and  a 
comparative  study  and  analysis  between 
replication  of  dental  hard  tissue  sur¬ 
faces  and  direct  SEM  observation.  The 
article  will  also  be  used  in  the  teaching 
of  dental  students  in  the  areas  of  Basic 
Dental  Sciences,  Oral  Pathology  and  a 
number  of  clinical  disciplines.  Applica¬ 
tion  received  by  Commissioner  of  Cus¬ 
toms:  August  26, 1974. 

Docket  number:  75-00075-33-46040. 
Applicant:  Princeton  University,  De¬ 
partment  of  Biology,  Guyot  Hall,  Wash¬ 
ington  Road,  Princeton,  New  Jersey 
08540.  Article:  Electron  Microscope, 
Model  JEM  100C.  Manufacturer:  JOEL 
Ltd.,  Japan.  Intended  use  of  article:  The 
article  is  intended  to  be  used  in  a  wide 
range  of  research  projects  some  of  which 
include  the  following:  (1)  Cell  adhe¬ 
sion  and  cell  movement  studies;  (2)  Stud¬ 
ies  on  in  vitro  assembly  of  microtubules 
with  high  resolution  microscopy;  (3) 
Examination  of  various  tissue  cultures  of 
Tobacco  teratome  under  conditions  of 
varying  sucrose  content  in  order  to  de¬ 
termine  the  ultrastructure  of  the  dif¬ 
ferent  classes  of  chloroplasts  induced  un¬ 
der  these  conditions;  (4)  Differentiation 
in  the  cellular  slime  molds;  (5)  Ultra- 
structural  studies  of  differentiating  plant 
cells;  (6)  Development  studies  in  Caulo- 
bacter  cresentus;  (7)  Drosophila  Y 
chromosome  structure  and  function.  In 
addition,  the  article  will  be  used  to  train 
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personnel  In  electron  microscopy  tech¬ 
niques,  particularly  graduate  students 
engaged  in  some  aspect  of  research.  Ap¬ 
plication  received  by  Commissioner  of 
Customs:  August  28, 1974. 

Docket  number:  75-00076-33-90000. 
Applicant:  Allegheny  General  Hospital, 
320  East  North  Avenue,  Pittsburgh,  Pa. 
15212.  Article:  EMI  Scanner  and  Mag¬ 
netic  Tape  System.  Manufacturer:  EMI 
Limited,  United  Kingdom.  Intended  use 
of  article:  The  article  is  intended  to  be 
used  in  an  investigation  carried  out  both 
on  humans  and  on  animals  in  the  at¬ 
tempt  to  learn  more  about  the  density 
of  tissues,  to  evaluate  the  density  of  tis¬ 
sues  as  they  refer  to  the  various  types  of 
pathology  effecting  the  tissue  involved, 
in  this  case  the  brain  of  a  patient,  and  to 
attempt  to  correlate  this  information 
with  known  diagnostic  studies  previously 
used  and  subsequently  found  operative 
information.  The  article  will  be  used  to 
screen  large  numbers  of  patients,  the  re¬ 
sults  of  which  will  be  compared  with  the 
conventional  carotid  angiography  and 
pneumocencephalogTaphy.  This  material 
will  be  used  for  educational  purposes  in 
lecture  courses  within  the  hospital  and 
within  the  medical  school  complex  in 
demonstrating  its  usefulness  and  in  ob¬ 
taining  the  information  and  instructing 
others  in  its  efficiency  and  diagnostic 
facilities.  Application  received  by  Com¬ 
missioner  of  Customs:  August  28,  1974. 

Docket  number:  75-00078-00-46040. 
Applicant:  University  of  Wisconsin,  High 
Voltage  Microscope  Facility,  1675  Ob¬ 
servatory  Drive,  Madison,  Wisconsin 
53706.  Article:  Double  Tilting  Side  Entry 
Cold  Stage  for  High  Voltage  Microscope. 
Manufacturer:  Gatan  Co.,  United  King¬ 
dom.  Intended  use  of  article:  The  article 
is  intended  to  be  used  with  a  high  voltage 
electron  microscope  for  studies  of  frozen 
sections  of  biological  materials.  Applica¬ 
tion  received  by  Commissioner  of  Cus¬ 
toms:  August  28, 1974. 

Docket  number:  75-00079-33-90000. 
Applicant:  University  of  Pennsylvania, 
Johnson  Research  Foundation,  School 
of  Medicine,  Philadelphia,  Pa.  19174. 
Article:  GX-6  Rotating  Anode  X-ray 
Generator.  Manufacturer:  Marconi -El¬ 
liott  Avionic  Systems  Ltd.,  United  King¬ 
dom.  Intended  use  of  article :  The  article 
is  intended  to  be  used  in  the  investiga¬ 
tion  of  the  dynamic  structure  (molecu¬ 
lar)  of  biological  membranes  to  deter¬ 
mine  structure-function  relationships  in 
biological  membranes.  Application  re¬ 
ceived  by  Commissioner  of  Customs:  Au¬ 
gust  28,  1974. 

Docket  number:  75-00080-99-46040. 
Applicant:  Mount  Sinai  Medical  Center 
of  Greater  Miami,  4300  Alton  Road,  Mi¬ 
ami  Beach,  Fla.  33140.  Article:  Electron 
Microscope,  Model  EM  9S-2.  Manufac¬ 
turer:  Carl  Zeiss,  West  Germany.  In¬ 
tended  use  of  article:  The  article  is  in¬ 
tended  to  be  used  for  Instruction  in 
which  residents  received  training  in 
Anatomic  and  Clinical  Pathology  and 
routine  diagnostic  methods  using  the 
microscope  to  identify  and  demonstrate 
basic  concepts  of  structure  and  ultra¬ 
structure  In  pathologic  processes.  Appli- 
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cation  received  by  Commissioner  of  Cus¬ 
toms:  August  28,  1974. 

Docket  number:  75-00081-33-46040. 
Applicant :  The  University  of  West  Flor¬ 
ida,  Pensacola,  Florida  32504.  Article: 
Electron  Miscroscope,  Model  EM  201. 
Manufacturer:  Philips  Electronic  In¬ 
struments  NVD,  The  Netherlands.  In¬ 
tended  use  of  article:  The  article  is  in¬ 
tended  to  be  used  in  research  involving 
experimentation  with  a  variety  of  ma¬ 
terials  including :  the  algae,  other  plants, 
marine  invertebrates  and  vertebrates, 
bacteria  and  colloids.  Experiments  to  be 
conducted  include:  (a)  effects  of  nutri¬ 
tion,  pesticides  and  herbicides  on  algal 
ultrastructure:  (b)  ultrastructure  of 
micro-algae;  (c)  wall  formation  in  algae 
and  algal  spine  formation;  (d)  subcellu- 
lar  structure  of  sexual  reproduction;  (e) 
ultrastructure  of  the  ontogeny  of  ma¬ 
rine  invertebrates;  (f)  otolith  and  lens 
patterns  in  marine  fish ;  and  (g)  prepa¬ 
ration  of  colloidal  suspensions.  The  ar¬ 
ticle  will  also  be  used  in  the  courses :  Cell 
Biology,  Electron  Microscopy  Directed 
Study,  Physical  Chemistry  and  Instru¬ 
mental  Analysis  to  familiarize  the  stu¬ 
dent  with  the  electron  microscope  as  a 
tool,  to  demonstrate  areas  of  application 
in  his  major  field  and  to  teach  method¬ 
ology  thus  enabling  the  student  to  use 
the  electron  microscope  as  a  tool.  Appli¬ 
cation  received  by  Commissioner  of  Cus¬ 
toms:  August  28,  1974. 

Docket  number:  75-00082-33-46500. 
Applicant:  University  of  California,  San 
Francisco,  Coleman  Memorial  Labora¬ 
tory,  HSE-863,  3rd  &  Parnassus  Streets, 
San  Francisco,  California  94143.  Article: 
Ultramicrotome,  Model  LKB  8800A. 
Manufacturer:  LKB  Produkter  AB, 
Sweden.  Intended  use  of  article:  The  ar¬ 
ticle  is  intended  to  be  used  for  studies  of 
biological  tissues,  mainly  mammalian, 
derived  from  experimental  animals 
which  exhibit  both  normal  and  patho¬ 
logical  structure.  Investigation  will  in¬ 
volve  basic  research  projects  in  auditory 
and  vestibular  anatomy  correlated  to 
neurophysiological  experimentation.  The 
experiments  to  be  conducted  will  include 
preparation  of  anatomical  specimens  for 
electron  microscopy  to  observe  normal 
anatomical  connections  with  relation  to 
physiological  processes  and  to  determine 
the  affects  of  ototoxic  influences  namely 
aminoglycoside  antibiotics  and  acoustic 
trauma  on  the  ear.  Application  received 
by  Commissioner  of  Customs:  August  29, 
1974. 

Docket  number:  75-00083-33-46500. 
Applicant:  University  of  Wisconsin,  Pur¬ 
chasing  Department,  Peterson  Office 
Building,  Madison,  Wisconsin.  ARTI¬ 
CLE:  Ultramicrotome,  Model  OM  U3. 
Manufacturer:  C.  Reichert  Optische 
Werke,  Austria.  Intended  use  of  article: 
The  article  is  intended  to  be  used  in  the 
preparation  of  thin  sections  of  silicate 
minerals  in  Epoxy  resin  for  electron 
microscopy  during  investigation  of  the 
reactions  of  minerals  in  soils.  The  article 
will  also  be  used  in  the  training  of  soil 
scientists  in  the  courses  908-990  Grad¬ 
uate  Research  and  908-721  Property  and 
Weathering  of  Soil  Minerals.  Application 


33721 

received  by  Commissioner  of  Customs: 
August  29,  1974. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  11.105,  Importation  of  Duty-Free 
Educational  and  Scientific  Materials.) 

A.  H.  Stuart, 
Director,  Special  Import 

Programs  Division. 
[FR  Doc.74-21736  Filed  9-l&-74;8:45  am) 


RALPH  K.  DAVIES  MEDICAL  CENTER 
ET  AL 

Consolidated  Decision  on  Applications  for 
Duty-Free  Entry  of  Accessories  for  For¬ 
eign  Instruments 

The  following  is  a  consolidated  deci¬ 
sion  on  applications  for  duty-free  entry 
of  accessories  for  foreign  instruments 
pursuant  to  section  6(c)  of  the  Educa¬ 
tional  Scientific  and  Cultural  Materials 
Importation  Act  of  1966  (Pub.  L.  89-651. 
80  (Stat.  897)  and  the  regulations  issued 
thereunder  as  amended  (37  FR  3892  et 
seq).  (See  especially  1701.11(e).) 

A  copy  of  the  record  pertaining  to  each 
of  the  applications  in  this  consolidated 
decision  is  available  for  public  review 
during  ordinary  -  business  hours  of  the 
Department  of  Commerce,  at  the  Special 
Import  Programs  Division,  Office  of  Im¬ 
port  Programs,  Department  of  Com¬ 
merce,  Washington,  D.C.  20230. 

Docket  number:  74-00500-00-90000. 
Applicant:  Ralph  K.  Davies  Medical 
Center,  Franklin  Hospital,  Castro  &  Du- 
boce  Streets,  San  Francisco,  Calif.  94114. 
Article:  EMI  Scanner  High  Resolution 
Option-Display.  Manufacturer:  EMI 
Limited,  United  Kingdom.  Intended  use 
of  article:  The  article  is  an  accessory  to 
be  used  with  an  existing  EMI  Scanner 
which  is  being  used  to  investigate  and  di¬ 
agnose  a  large  variety  of  neurologic  dis¬ 
orders,  the  most  common  of  which  are 
cerebral  vascular  accident  (stroke) ,  and 
brain  tumors.  Application  received  by 
Commissioner  of  Customs:  May  30,  1974. 
Advice  submitted  by  the  Department  of 
Health,  Education,  and  Welfare  on:  Au¬ 
gust  23, 1974. 

Docket  number:  74-00519-00-46070. 
Applicant:  University  of  Wisconsin,  De¬ 
partment  of  Geology  and  Geophysics, 
Science  Hall,  Madison,  Wisconsin  53706. 
Article:  Bean  Stabilizer  Accessory  for 
Scanning  Electron  Microscope.  Manu¬ 
facturer:  JEOL  Ltd.,  Japan.  Intended 
use  of  article:  The  article  is  intended  to 
be  used  to  quantitatively  analyse  rocks, 
minerals  and  metals.  Application  re¬ 
ceived  by  Commissioner  of  Customs : 
June  7,  1974.  Advice  submitted  by  the 
Department  of  Health,  Education,  and 
Welfar  on:  August  23,  1974. 

Comments:  No  comments  have  been 
received  with  respect  to  any  of  the  fore¬ 
going  applications.  Decision:  Applica¬ 
tions  approved.  No  instrument  or  ap¬ 
paratus  of  equivalent  scientific  value  to 
the  foreign  articles,  for  the  purposes  for 
which  the  articles  are  intended  to  be 
used,  is  being  manufactured  in  the  United 
States.  Reasons:  The  applications  relate 
to  compatible  accessories  for  instru¬ 
ments  that  have  been  previously  im- 
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ported  for  the  use  of  the  applicant  in¬ 
stitutions.  The  articles  are  being  manu¬ 
factured  by  the  manufacturers  which 
produced  the  instruments  with  which 
they  are  intended  to  be  used.  We  are 
advised  by  the  Department  of  Health, 
Education,  and  Welfare  in  the  respec¬ 
tively  cited  memoranda  that  the  acces¬ 
sories  are  pertinent  to  the  applicants' 
intended  uses  and  that  it  knows  of  no 
comparable  domestic  articles. 

The  Department  of  Commerce  knows 
of  no  similar  accessories  manufactured 
in  the  United  States  which  are  inter¬ 
changeable  with  or  can  be  readily 
adapted  to  the  instruments  with  which 
the  foreign  articles  are  intended  to  be 
used. 

(Catalog  of  Federal  Domestic  Assistance  Pro¬ 
gram  No.  11.105,  Importation  of  Duty-Free 
Educational  and  Scientific  Materials) 

A.  H.  Stuart, 

Director, 

Special  Import  Programs  Division. 

IFR  Doc.74-21734  FUed  9-l&-74;8:45  am] 


UNIVERSITY  OF  IOWA 

Decision  on  Application  for  Duty-Free 
Entry  of  Scientific  Article 

The  following  is  a  decision  on  an  ap¬ 
plication  for  duty-free  entry  of  a  scien¬ 
tific  article  pursuant  to  section  6(c)  of 
the  Educational,  Scientific,  and  Cultural 
Materials  Importation  Act  of  1966  (Pub. 

L.  89-651,  80  Stat.  897)  and  the  regula¬ 
tions  issued  thereunder  as  amended  (37 
FR  3892  et  seq.). 

A  copy  of  the  record  pertaining  to  this 
decision  is  available  for  public  review 
during  ordinary  business  hours  of  the 
Department  of  Commerce,  at  the  Office 
of  Import  Programs,  Department  of 
Commerce,  Washington,  D.C.  20230. 

Docket  number:  74-00354-33-46040. 
Applicant:  University  of  Iowa,  Depart¬ 
ment  of  Anatomy,  Iowa  City,  Iowa  52242. 
Article:  Electron  Microscope,  Model 
EM  201.  Manufacturer:  Philips  Elec¬ 
tronic  Instruments  NVD,  The  Nether¬ 
lands.  Intended  use  of  article:  The  arti¬ 
cle  will  be  used  for  research  in  (1)  col¬ 
lateral  nerve  sprouting:  (2)  fine  struc¬ 
ture  of  interneurons  and  synapses;  (3) 
electron-microscopic  and  EM  radio  auto¬ 
graphic  studies  of  the  synthesis  and  re¬ 
lease  of  hormones  produced  in  the  hypo- 
thalmus  and;  (4)  ultrastructural  study 
of  electron-dense  particles  on  the 
cholinergic  synaptic  vesicles.  The  article 
will  also  be  used  in  teaching  courses  in 
electron  microscopy  to  graduate  students 
and  faculty  members.  Comments:  No 
comments  have  been  received  with  re¬ 
spect  to  this  application.  Decision:  Appli¬ 
cation  Denied.  An  instrument  or  appara¬ 
tus  of  equivalent  scientific  value  to  the 
foreign  article,  for  such  purposes  as  this 
article  is  intended  to  be  used,  is  being 
manufactured  in  the  United  States. 
Reasons:  This  application  is  a  resub¬ 
mission  of  Docket  Number  74-00029-33- 
46040  which  was  denied  without  prejudice 
to  resubmission  on  November  13, 1973  for 
informational  deficiencies.  In  reply  to 
Question  8  the  applicant  alleged  the  for¬ 
eign  article  provided  the  following  per¬ 


tinent  features  unavailable  in  domestic 
instruments:  (1)  Five  Angstrom  (A) 
resolution  (3.4A  demonstrated) ;  (2) 

(3)  Can  be  used  at  40,  60,  80,  100  Kilo¬ 
volts;  (4)  The  micro- gun,  mini-lens  sys¬ 
tem  provides  coherent  illumination  with 
high  efficiency,  permitting  operation  with 
low  beam  currents;  (5)  Simple  but 
highly  effective  anti-contamination 
device  (cold  trap) ;  (6)  Full  magnifica¬ 
tion  without  pole -piece  or  specimen 
holder  change;  (7)  Simple,  reliable,  and 
easy  to  operate;  and  (8)  Reliable  and 
effective  specimen  insertion  airlock. 

The  Department  of  Health,  Education, 
and  Welfare  (HEW)  reviewed  this  appli¬ 
cation  and  compared  the  alleged  perti¬ 
nent  features  of  the  article  with  those 
of  the  most  closely  comparable  domestic 
electron  microscope,  the  Model  EMU-4C, 
supplied  by  the  Adam  David  Company. 
HEW  advises  in  its  memorandum  dated 
June  6,  1974  that  the  article’s  specifica¬ 
tions  with  the  application  state  6  A  guar¬ 
anteed  resolution,  40,  60,  80,  100  kilovolt 
accelerating  voltages,  magnification 
range  1500  X  to  200,000  X,  all  similar  to 
the  EMU-4C.  The  EMU-C  provides  5  A 
resolution  guaranteed  point-to-point,  a 
magnification  range  of  1400  X  to  200,- 
000  x  (without  a  pole-piece  change)  and 
accelerating  voltages  of  25,  50,  75,  100 
kilovolts. 

HEW  also  advises  that  features  (4) 
through  (8),  cited  by  the  applicant  as 
pertinent,  are  convenience  features,  none 
of  which  constitutes  a  “pertinent  speci¬ 
fication”  within  the  meaning  of  Section 
701.2(n)  of  the  regulations. 

HEW  recommends  that  the  application 
establishes  no  pertinent  specification 
upon  which  duty-free  entry  could  be 
based.  Accordingly,  we  find  that  the 
Model  EMU-4C  is  of  equivalent  scientific 
value  to  the  foreign  article  for  such  pur¬ 
poses  as  the  article  is  intended  to  be 
used. 

(Catalog  of  Federal  Domestic  Assistance 
Program  No.  11.105,  Importation  of  Duty- 
Free  Educational  and  Scientific  Materials.) 

A.  H.  Stuart, 
Director,  Special  Import 
Programs  Division. 

|FR  Doc.74-21735  FUed  9-18-74;8:45  am] 


[Case  No.  443] 

WILLIAM  G.  SLATER  AND  APEX 
ELECTRONICS 

Conditionally  Restoring  Export  Privileges 

By  order  effective  April  16,  1973  (38 
FR  9449)  the  above  named  respondents 
(William  G.  Slater,  Tujunga,  California 
and  Apex  Electronics,  Sun  Valley,  Cali¬ 
fornia)  were  denied  U.S.  export  priv¬ 
ileges  for  a  period  of  four  years.  The 
order  included  a  provision  to  the  effect 
that  15  months  after  the  date  thereof 
the  respondents  might  apply  for 
modification  of  the  denial  order. 
The  respondents  executed  an  affidavit 
constituting  such  an  application  on 
June  10,  1974.  The  application  was  re¬ 
ferred  to  the  Hearing  Commissioner  and 
considered  by  him.  He  has  reported  that 
it  appears  from  said  respondents  repre¬ 


sentations  and  otherwise  from  informa¬ 
tion  in  possession  of  the  Compliance  Di¬ 
vision,  Office  of  Export  Administration 
that  conditional  restoration  of  said  re¬ 
spondents  export  privileges  is  consistent 
with  the  purposes  of  the  export  admin¬ 
istration  program.  The  Hearing  Commis¬ 
sioner  has  recommended  that  an  order 
be  entered  conditionally  restoring  the 
export  privileges  of  said  respondents  and 
placing  them  on  probation  for  the  unex¬ 
pired  portion  of  the  original  four  year 
period. 

The  undersigned  has  considered  the 
record  herein  and  concurs  with  the  Hear¬ 
ing  Commissioner  that  conditional  res¬ 
toration  of  William  G.  Slater’s  and  Apex 
Electronics’  export  privileges  and  plac¬ 
ing  them  on  probation  until  April  16, 
1977  is  consistent  with  the  purposes  of 
the  U.S.  Export  Administration  Act  of 
1969  as  amended  and  the  regulations  is¬ 
sued  thereunder. 

Accordingly,  it  is  hereby  ordered:  That 
the  export  privileges  of  William  G.  Slater 
and  Apex  Electronics  be  and  hereby  are 
restored  conditionally,  and  the  said  re¬ 
spondents  are  placed  on  probation  until 
April  16,  1977.  The  conditions  of  proba¬ 
tion  are  that  the  said  respondents:  (1) 
Shall  fully  comply  with  all  of  the  re¬ 
quirements  of  the  Export  Administration 
Act  of  1969  as  amended  and  all  regula¬ 
tions,  licenses,  and  orders  issued  there¬ 
under;  (2)  shall  on  request  of  the  Office 
of  Export  Administration,  or  a  repre¬ 
sentative  of  the  U.S.  Government,  act¬ 
ing  on  its  behalf  promptly  disclose  fully 
the  details  of  his  participation  in  any  and 
all  transactions  involving  U.S.  origin 
commodities  or  technical  data,  includ¬ 
ing  information  as  to  the  disposition  or 
intended  disposition  of  such  commodities 
or  technical  data  and  on  such  request 
shall  also  furnish  all  records  and  docu¬ 
ments  relating  to  such  matters.  Further, 
on  such  request,  said  respondent  shall 
promptly  disclose  the  names  and  ad¬ 
dresses  of  his  partners,  agents,  repre¬ 
sentatives,  employees,  and  other  persons 
associated  with  him  in  tradte  or  com¬ 
merce. 

Upon  a  finding  by  the  Director,  Office 
of  Export  Administration,  or  such  other 
official  as  may  be  exercising  the  duties 
now  exercised  by  him,  that  said  respond¬ 
ent  has  failed  to  comply  with  any  of  the 
conditions  of  probation,  said  official,  with 
or  without  prior  notice  to  said  respond¬ 
ent,  by  supplemental  order,  may  revoke 
the  probation  of  said  respondent  and 
deny  him  all  export  privileges  for  such 
period  as  said  official  may  deem  appro¬ 
priate.  Such  order  shall  not  preclude  the 
Bureau  of  East- West  Trade  from  tak¬ 
ing  further  action  for  any  violation  as 
may  be  warranted. 

This  order  shall  become  effective  Sep¬ 
tember  18, 1974  and  supersedes  the  denial 
order  issued  against  the  respondent  on 
April  16,  1973  (38  FR  9449)  to  the  extent 
that  it  is  inconsistent  therewith. 

Dated:  September  13, 1974. 

Rauer  H.  Meyer, 
Director,  Office  of 
Export  Administration. 
[FR  Doc.74-21675  Filed  9-18-74:8:45  am] 
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DEPARTMENT  OF  HEALTH, 
EDUCATION,  AND  WELFARE 
Food  and  Drug  Administration 

CARDIOVASCULAR  AND  RENAL 
ADVISORY  COMMITTEE 

Renewal 

Pursuant  to  the  Federal  Advisory 
Committee  Act  of  October  6,  1972  (Pub. 
L.  92-463,  86  Stat.  770-776;  5  U.S.C. 
App.),  the  Food  and  Drug  Administra¬ 
tion  announces  the  renewal,  by  the  Sec¬ 
retary,  Department  of  Health,  Education, 
and  Welfare,  of  the  Cardiovascular  and 
Renal  Advisory  Committee  for  an  addi¬ 
tional  period  of  2  years  beyond  August  27, 
1974. 

Authority  for  this  committee  will  ex¬ 
pire  August  27,  1976,  unless  the  Secre¬ 
tary  formally  determines  that  continu¬ 
ance  is  in  the  public  interest. 

Dated:  September  13, 1974. 

Sam  D.  Fine, 

Associate  Commissioner  for 
Compliance. 

|FR  Doc.74-21696  FUed  9-18-74;8:45  am] 


ENDOCRINOLOGY  AND  METABOLISM 
ADVISORY  COMMITTEE 

Renewal 

Pursuant  to  the  Federal  Advisory  Com¬ 
mittee  Act  of  October  6, 1972  (Pub.  L.  92- 
463,  86  Stat.  770-776;  5  U.S.C.  App.),  the 
Food  and  Drug  Administration  an¬ 
nounces  the  renewal,  by  the  Secretary, 
Department  of  Health,  Education,  and 
Welfare,  of  the  Endocrinology  and  Me¬ 
tabolism  Advisory  Committee  for  an  ad¬ 
ditional  period  of  2  years  beyond  Au¬ 
gust  27, 1974. 

Authority  for  this  committee  will  ex¬ 
pire  August  27, 1976,  unless  the  Secretary 
formally  determines  that  continuance  is 
in  the  public  interest. 

Dated:  September  13,  1974. 

Sam  D.  Fine, 

Associate  Commissioner  for 
Compliance. 

[FR  Doc.74-21698  FUed  9-18-74;8:45  am] 


[DESI  8674] 

OTIC  PREPARATION  CONTAINING  HYDRO¬ 
CORTISONE,  NEOMYCIN  SULFATE,  AND 
ACETIC  ACID 

Drugs  for  Human  Use 

In  a  notice  (DESI  8674)  published  in 
the  Federal  Register  of  June  29, 1972  (37 
FR  12855),  the  Commissioner  of  Food 
and  Drugs  announced  his  conclusions 
pursuant  to  evaluation  of  a  report  re¬ 
ceived  from  the  National  Academy  of 
Sciences/National  Research  Council, 
Drug  Efficacy  Study  Group,  on  the  fol¬ 
lowing  drug  product,  stating  that  it  was 
regarded  as  possibly  effective  for  labeled 
otic  indications: 

Neo-Cort-Dome  Otic  Suspension  con¬ 
taining  neomycin  sulfate,  hydrocortisone, 
and  acotio  acid;  Dome  Laboratories,  Di¬ 
vision  of  Miles  Laboratories,  Inc.,  125 
West  End  Ave.,  New  York,  NY  10023 
(NDA  50-238). 


NOTICES 

In  the  absence  of  new  data  In  re¬ 
sponse  to  the  June  29, 1972  notice,  there 
was  published  in  the  Federal  Register  of 
August  9.  1973  (38  FR  21500),  a  pro¬ 
posal  to,  among  other  things,  revoke  pro¬ 
visions  for  certification  or  release  of  cer¬ 
tain  antibiotic  drugs  for  otic  use  in  hu¬ 
mans,  including  Neo-Cort-Dome  Otic 
Suspension.  Other  drugs  included  in  the 
notice  of  June  29,  1972,  or  in  the  pro¬ 
posal  of  August  9, 1973,  have  been  or  will 
be  the  subject  of  other  follow-up  notices 
in  the  Federal  Register. 

In  response  to  the  proposal,  Dome 
Laboratories,  Division  of  Miles  Labora¬ 
tories  Inc.,  submitted  data  in  support  of 
the  efficacy  of  Neo-Cort-Dome  Otic  Sus¬ 
pension  and  requested  a  reclassification 
of  the  status  of  the  product. 

Based  upon  a  reirtew  of  all  available 
evidence,  the  Commissioner  concludes 
that  this  drug  is  effective  for  the  indica¬ 
tions  set  forth  below.  Appearing  else¬ 
where  in  this  issue  of  the  Federal  Reg¬ 
ister  is  an  amendment  to  21  CFR  Part 
444  establishing  a  new  section  providing 
for  neomycin  sulfate-hydrocortisone 
acetate-acetic  acid  otic  suspension. 
Batches  of  drugs  for  which  certification 
is  requested  should  provide  for  labeling 
containing  the  following  indications  sec¬ 
tion:  (Labeling  guidelines  are  available 
from  the  Administration  on  request.) 

Indications 

For  the  treatment  of  superficial  bacterial 
Infections  of  the  external  auditory  canal 
caused  by  organisms  susceptible  to  the  ac¬ 
tion  of  the  antibacterials,  and  for  the  treat¬ 
ment  of  infections  of  mastoidectomy  and 
fenestration  cavities  by  organisms  susceptible 
to  the  action  of  the  antibacterials. 

Batches  of  such  drugs  with  labeling 
bearing  indications  other  than  those  pub¬ 
lished  in  this  announcement  are  no 
longer  acceptable  for  certification  or 
release. 

This  notice  is  Issued  pursuant  to  pro¬ 
visions  of  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (secs.  502,  507,  52  Stat. 
1050-1051  as  amended,  59  Stat.  463  as 
amended  (21  U.S.C.  352,  357) )  and  under 
authority  delegated  to  the  Commissioner 
(21  CFR  2.120). 

Dated:  September  11, 1974. 

William  F.  Randolph, 
Acting  Associate  Commissioner 
for  Compliance. 

[FR  Doc.74-21703  Filed  9-18-74;8:45  am] 


PANEL  ON  REVIEW  OF  INTERNAL  ANAL¬ 
GESIC  INCLUDING  ANTIRHEUMATIC 
DRUGS 

Renewal 

Pursuant  to  the  Federal  Advisory 
Committee  Act  of  October  6,  1972  (P.L. 
92-463,  86  Stat.  770-776;  5  U.S.C.  App.), 
the  Food  and  Drug  Administration  an¬ 
nounces  the  renewal,  by  the  Secretary, 
Department  of  Health,  Education,  and 
Welfare,  of  the  Panel  on  Review  of  In¬ 
ternal  Analgesic  Including  Antirheu¬ 
matic  Drugs  for  an  additional  period  of 
2  years  beyond  August  31, 1974. 

Authority  for  this  committee  will  ex¬ 
pire  August  31,  1976,  unless  the  Secre- 


33723 

tary  formally  determines  that  continu¬ 
ance  is  In  the  public  interest. 

Dated:  September  13, 1974. 

Sam  D.  Fine, 

Associate  Commissioner  for 
Compliance. 

[FR  Doc.74-21697  Filed  9-18-74;8:45  am] 


[NADA  NOS.  66-42 IV,  95-079V] 

PREMIER  MALT  PRODUCTS,  INC. 

Withdrawal  of  Approval  of  New  Animal 
Drug  Applications 

Pursuant  to  provisions  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (sec.  512, 
82  Stat.  343-351;  21  U.S.C.  360b)  and 
under  authority  delegated  to  the 'Com¬ 
missioner  of  Food  and  Drugs  (21  CFR 
2.120),  the  following  notice  is  issued: 

Premier  Malt  Products,  Inc.,  Milwau¬ 
kee,  WI  53201,  has  requested  that  its 
NADA  (new  animal  drug  application) 
Nos.  65-42 IV  and  95-079 V  be  withdrawn 
in  accordance  with  §  135.28  (21  CFR 
135.28)  on  the  grounds  that  it  is  eco¬ 
nomically  unfeasible  to  continue  mar¬ 
keting  the  products.  The  firm  has  also 
withdrawn  its  commitment  to  carry  out 
the  studies  on  NADA  No.  95-079V  re¬ 
quired  by  §  135.109  for  the  "continued 
marketing  of  the  product.  In  its  request, 
the  firm  waived  the  opportunity  for  a 
hearing.  Therefore,  notice  is  given  that 
approval  of  NADA  No.  05-421V  for  Bio- 
Best  bacitracin  soluble  powder  and 
NADA  No.  95-079V  for  Bio-Best  baci¬ 
tracin  feed  additive  premix  is  hereby 
withdrawn  effective  September  19,  1974. 

Dated:  September  13,  1974. 

Sam  D.  Fine, 
Associate  Commissioner 
for  Compliance. 

[FR  Doc.74-21701  Filed  9-18-74;8:45  am] 


Office  of  Education 
EMERGENCY  SCHOOL  AID 

Closing  Date  for  Receipt  of  Applications 

The  Commissioner  of  Education 
hereby  gives  notice  that  pursuant  to  sec¬ 
tion  708(a)  of  the  Emergency  School 
Aid  Act  (20  U.S.C.  1607(a) ) ,  applications 
for  assistance  are  being  accepted  from 
local  educational  agencies  which  have 
adopted  eligible  plans  as  described  in  45 
CFR  185.11  (38  FR  3450,  February  6, 
1973)  subsequent  to  April  1, 1974,  for  im¬ 
plementation  during  the  1974-75  school 
year,  and  which  have  not  submitted  ap¬ 
plications  for  assistance  under  the  Act 
based  on  such  plans. 

Applications  for  assistance  must  be 
received  on  or  before  October  22,  1974: 

A.  Applications  sent  by  mail.  An  ap¬ 
plication  sent  by  mail  should  be  ad¬ 
dressed  as  follows:  U.S.  Office  of  Edu¬ 
cation,  Application  Control  Center,  400 
Maryland  Avenue,  SW.,  Washington, 
D.C.  20202,  Attention:  13.532.  An  ap¬ 
plication  sent  by  mail  will  be  considered 
to  be  received  on  time  by  the  Applica¬ 
tion  Control  Center  if : 

(1)  The  application  was  sent  by  regis¬ 
tered  or  certified  mail  not  later  than  the 
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fifth  calendar  day  prior  to  the  closing 
date  (or  if  such  fifth  calendar  day  Is  a 
Saturday,  Sunday,  or  Federal  holiday, 
not  later  than  the  next  following  business 
day),  as  evidenced  by  the  U.S.  Postal 
Service  postmark  on  the  wrapper  or  en¬ 
velope,  or  -on  the  original  receipt  from 
the  U.S.  Postal  Service;  or 

(2)  The  application  is  received  on  or 
before  the  closing  date  by  either  the  De¬ 
partment  of  Health,  Education,  and 
Welfare,  or  the  U.S.  Office  of  Education 
mail  rooms  in  Washington,  D.C.  (In  es¬ 
tablishing  the  date  of  receipt,  the  Com¬ 
missioner  will  rely  on  the  time-date 
stamp  of  such  mail  rooms  or  other  docu¬ 
mentary  evidence  of  receipt  maintained 
by  the  Department  of  Health,  Educa¬ 
tion,  and  Welfare,  or  the  U.S.  Office  of 
Education.) 

B.  Hand  delivered  applications.  An  ap¬ 
plication  to  be  hand  delivered  must  be 
taken  to  the  U.S.  Office  of  Education 
Application  Control  Center,  Room  5673, 
Regional  Office  Building  Three,  7th  and 
D  Streets,  SW,  Washington,  D.C.  Hand 
delivered  applications  will  be  accepted 
daily  between  the  hours  of  8  a.m.  and  4 
p.m.,  Washington,  D.C.  time  except 
Saturdays,  Sundays,  or  Federal  holidays. 
Applications  will  not  be  accepted  after  4 
p.m.  on  the  closing  dates. 

C.  Program  information  and  forms. 
Information  and  application  forms  may 
be  obtained  from  the  Special  Projects 
Branch,  Equal  Educational  Opportunity, 
Room  2017,  400  Maryland  Avenue,  SW, 
Washington,  D.C.  20202. 

D.  Project  periods.  Awards  of  assist¬ 
ance  will  be  made  pursuant  to  this  notice 
for  activities  commencing  no  earlier  than 
November  1,  1974,  and  terminating  no 
later  than  June  30, 1975. 

F.  Applicable  regulations.  Awards  of 
assistance  made  pursuant  to  this  notice 
will  be  subject  to  the  regulations  in  45 
CFR  Part  185,  relating  to  the  Emergency 
School  Aid  Act,  and,  except  where  in¬ 
consistent  with  Part  185,  to  the  Office  of 
Education  general  provisions  regulations 
relating  to  direct  project  assistance  pro¬ 
grams  (45  CFR  Part  100a,  38  FR  30654, 
November  6,  1973).  Applicants’  attention 
is  directed  in  particular  to  45  CFR  Part 
185,  Subpart  J,  relating  to  Special 
Projects. 

(Catalog  of  Federal  Domestic  Assistance 
Number  13.532  Emergency  School  Aid — 
Special  Projects) 

(20U.S.C.  1607(a)) 

Dated:  September  13, 1974. 

T.  H.  Bell, 

U.S.  Commissioner  of  Education. 

|  FR  Doc.74-21641  Filed  9-18-74; 8: 45  am] 


Office  of  the  Assistant  Secretary  for  Health 

NATIONAL  PROFESSIONAL  STANDARDS 
REVIEW  COUNCIL 

Notice  of  Meeting 

In  accordance  with  section  10(a)  (2) 
of  the  Federal  Advisory  Committee  Act 
(Pub.  L.  92-463),  announcement  is  made 
of  the  following  Council  meeting: 


Name.  National  Professional  Standards  Re¬ 
view  CouncU. 

Date  and  time.  October  29,  1974  (1  p.m.  to 
5  p.m.) ,  October  30,  1974  (9  am.  to  12  noon) . 

Place.  Room  5051,  DHEW  North  Building, 
330  Independence  Avenue,  SW.,  Washington, 
D.C. 

Purpose  of  meeting.  The  Council  was  estab¬ 
lished  to  advise  the  Secretary  of  Health,  Edu¬ 
cation,  and  Welfare  on  the  administration  of 
Professional  Standards  Review  (Title  XI,  Part 
B,  Social  Security  Act).  Professional  Stand¬ 
ards  Review  is  the  procedure  to  assure  that 
the  services  for  which  payment  may  be  made 
under  the  Social  Security  Act  are  medically 
necessary  and  conform  to  appropriate  pro¬ 
fessional  standards  for  the  provision  of 
quality  health  care.  The  Council’s  agenda 
will  include  discussion  of  a  variety  of  issues 
relevant  to  the  implementation  of  the  PSRO 
program. 

Meeting  of  the  Council  is  open  to  the 
public.  Public  attendance  is  limited  to 
space  available. 

Any  member  of  the  public  may  file  a 
written  statement  with  the  Council  be¬ 
fore,  during,  or  after  the  meeting.  To 
the  extent  that  time  permits,  the  Council 
Chairman  may  allow  public  presentation 
of  oral  statements  at  the  meeting. 

All  communications  regarding  this 
Council  should  be  addressed  to  John  R. 
Farrell,  M.D.,  Director,  Office  of  Profes¬ 
sional  Relations,  Office  of  Professional 
Standards  Review,  Room  13A-23,  Park- 
lawn  Building,  5600  Fishers  Lane,  Rock¬ 
ville,  Maryland  20852. 

Dated:  September  16, 1974. 

Henry  E.  Simmons, 
Executive  Secretary,  National 
Professional  Standards  Re¬ 
view  Council. 

[FR  Doc.74-21785  Filed  9-18-74;8:45  am] 


NATIONAL  PROFESSIONAL  STANDARDS 

REVIEW  COUNCIL  TECHNICAL  SUB¬ 
COMMITTEE 

Notice  of  Meeting 

In  accordance  with  section  10(a)  (2) 
of  the  Federal  Advisory  Committee  Act 
(Pub.  L.  92-463) ,  announcement  is  made 
of  the  following  meeting: 

Name.  National  Professional  Standards  Re¬ 
view  Council  Technical  Subcommittee. 

Date  and  time.  October  14,  1974  (9  a.m.  to 
4  p.m.) . 

Place.  O’Hare  International  Tower  Hotel, 
Chicago,  Illinois. 

Purpose  of  meeting.  The  Technical  Sub¬ 
committee  was  established  to  assist  the  Na¬ 
tional  Professional  Standards  Review  Council 
in  the  areas  of  data  and  information  systems, 
evaluation  of  PSROs,  and  medical  care  norms, 
standards,  and  criteria.  The  Council  was  es¬ 
tablished  to  advise  the  Secretary  of  Health, 
Education,  and  Welfare  on  the  administra¬ 
tion  of  Professional  Standards  Review  (Title 
XI,  Part  B,  Social  Security  Act) .  Professional 
Standards  Review  is  the  procedure  to  assure 
that  the  services  for  which  payment  may  be 
made  under  the  Social  Security  Act  are  medi¬ 
cally  necessary  and  conform  to  appropriate 
professional  standards  for  the  provision  of 
quality  health  care.  The  Subcommittee’s 
agenda  will  include  discussion  of  issues  rele¬ 
vant  to  medical  care  norms,  standards,  and 
criteria. 


Meeting  of  the  Subcommittee  is  open 
to  the  public.  Public  attendance  is  limited 
to  space  available. 

Any  member  of  the  public  may  file  a 
written  statement  with  the  Subcommit¬ 
tee  before,  during,  or  after  the  meeting. 
To  the  extent  that  time  permits,  the  Sub¬ 
committee  Chairman  may  allow  public 
presentation  of  oral  statements  at  the 
meeting. 

All  communications  regarding  this 
Subcommittee  should  be  addressed  to 
John  B.  Farrell,  M.D.,  Director,  Office  of 
Professional  Relations,  Office  of  Profes¬ 
sional  Standards  Review,  Room  13A-23, 
Parklawn  Building,  5600  Fishers  Lane, 
Rockville,  Maryland  20852. 

Dated:  September  16, 1974. 

Henry  E.  Simmons, 
Executive  Secretary,  National 
Professional  Standards  Re¬ 
view  Council. 

[FR  Doc.74-21784  Filed  9-18-74:8:45  am] 


NATIONAL  PROFESSIONAL  STANDARDS 

REVIEW  COUNCIL  TECHNICAL  SUB¬ 
COMMITTEE 

Notice  of  Meeting 

In  accordance  with  section  10(a)  (2) 
of  the  Federal  Advisory  Committee  Act 
(Pub.  L.  92-463) ,  announcement  is  made 
of  the  following  meeting : 

Name.  National  Professional  Standards  Re¬ 
view  CouncU  Technical  Subcommittee. 

Date  and  time.  October  29,  1974  (9:00  a.m. 
to  12:00  noon). 

Place.  Room  5051,  DHEW  North  Building, 
330  Independence  Avenue,  SW.,  Washington, 
D.C. 

Purpose  of  meeting.  The  Technical  Sub¬ 
committee  was  established  to  assist  the  Na¬ 
tional  Professional  Standards  Review  Coun¬ 
cil  In  the  areas  of  data  and  information 
systems,  evaluation  of  PSROS,  and  medical 
care  norms,  standards,  and  criteria.  The 
Council  was  established  to  advise  the  Sec¬ 
retary  of  Health,  Education,  and  Welfare  on 
the  administration  of  Professional  Standards 
Review  (Title  XI,  Part  B,  Social  Security 
Act).  Professional  Standards  Review  is  the 
procedure  to  assure  that  the  services  for 
which  payment  may  be  made  under  the 
Social  Security  Act  are  medically  necessary 
and  conform  to  appropriate  professional 
standards  for  the  provision  of  quality  health 
care.  The  Subcommittee’s  agenda  wUl  Include 
discussion  of  issues  relevant  to  data  and  in¬ 
formation  systems  and  evaluation  of  PSRO* 

Meeting  of  the  Subcommittee  is  open 
to  the  public.  Public  attendance  is  lim¬ 
ited  to  space  available. 

Any  member  of  the  public  may  file  a 
written  statement  with  the  Subcommit¬ 
tee  before,  during,  or  after  the  meeting. 
To  the  extent  that  time  permits,  the 
Subcommittee  Chairman  may  allow  pub¬ 
lic  presentation  of  oral  statements  at  the 
meeting. 

All  communications  regarding  this 
Subcommittee  should  be  addressed  to 
John  R.  Farrell,  M.D.,  Director,  Office 
of  Professional  Relations,  Office  of  Pro¬ 
fessional  Standards  Review,  Room  ISA- 
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23,  Parklawn  Building,  5600  Fishers  Lane, 
Rockville,  Maryland  20852. 

Dated:  September  16, 1974. 

Henry  E.  Simmons, 
Executive  Secretary,  National 
Professional  Standards  Re¬ 
view  Council. 

[FR  Doc.  74-21786  Filed  9-18-74;  8:45  am] 


Office  of  the  Secretary 

PRESIDENT'S  COMMITTEE  ON  MENTAL 
RETARDATION 

Notice  of  Meeting 

The  President’s  Committee  on  Mental 
Retardation  was  established  to  provide 
advice  and  assistance  in  the  area  of  men¬ 
tal  retardation  to  the  President  including 
evaluation  of  the  adequacy  of  the  na¬ 
tional  effort  to  combat  mental  retarda¬ 
tion:  coordination  of  activities  of  Federal 
agencies;  provision  of  adequate  liaison 
between  Federal  activities  and  related 
activities  of  State  and  local  governments, 
foundations  and  private  organizations; 
develop  information  designed  for  dis¬ 
semination  to  the  general  public.  The 
Committee  will  meet  on  Thursday,  Oc¬ 
tober  10,  9  a.m.  to  5  p.m.  and  on  Octo¬ 
ber  11,  9  a.m.  to  12  noon,  at  the  Embassy 
Row  Hotel,  2015  Massachusetts  Avenue, 
NW.,  Washingon,  D.C.  20036.  This  meet¬ 
ing  will  be  the  quarterly  meeting  of  the 
Committee.  They  will  discuss  health, 
education,  services,  and  legal  rights  as 
they  relate  to  the  mentally  retarded. 
These  meetings  are  open  to  the  public. 

Dated:  September  12, 1974. 

Fred  J.  Krause, 

Executive  Director,  President’s 
Committee  on  Mental  Retar¬ 
dation. 

[FR  Doc.74-21746  Filed  9-18-74;8:45  am] 


SECRETARY’S  ADVISORY  COMMITTEE 
ON  POPULATION  AFFAIRS 

Notice  of  Meeting 

The  Advisory  Committee  on  Popula¬ 
tion  Affairs,  established  to  advise  the 
Secretary  regarding  all  significant  as¬ 
pects  of  family  planning  and  population 
research  activities  coming  under  the  pur¬ 
view  of  the  Department  of  Health,  Edu¬ 
cation,  and  Welfare,  is  scheduled  to  hold 
a  meeting  on  September  24,  1974.  The 
meeting  will  be  held  in  the  Department’s 
north  building  located  at  330  Independ¬ 
ence  Ave.  SW.,  Washington,  D.C.,  Room 
5131.  The  meeting  is  scheduled  to  con¬ 
vene  at  9:30  a.m.  and  adjourn  at  5  p.m. 

The  Committee  will  discuss  the  World 
Population  Conference  and  matters  re¬ 
lated  to  family  planning  and  population 
research  activities  under  the  purview  of 
the  Department  of  Health,  Education, 
and  Welfare. 

The  meeting  is  open  for  public  obser¬ 
vation. 

Dated:  September  13, 1974. 

Louis  M.  Hellman, 
Chairman  and 
Executive  Secretary. 

]FR  Doc.74-21745  Filed  9-1 8-74; 8: 45  am] 


Rehabilitation  Services  Administration 
ADVISORY  COMMITTEE 
Notice  of  Establishment 

Pursuant  to  the  Federal  Advisory 
Committee  Act  of  October  6,  1972  (Pub. 
L.  92-463,  86  Stat.  770-776) ,  the  Reha¬ 
bilitation  Services  Administration  an¬ 
nounces  the  establishment  by  the  Secre¬ 
tary,  Department  of  Health,  Education, 
and  Welfare,  on  September  3, 1974,  of  the 
Rehabilitation  Services  National  Ad¬ 
visory  Committee. 

The  purpose  of  the  Committee  shall 
be  to  provide  advice  in  formulating 
objectives,  setting  priorities,  reviewing 
implementation  activities,  and  in  review¬ 
ing  short-term  and  long-term  rehabilita¬ 
tion  research,  rehabilitation  training, 
and  rehabilitation  support  program 
plans. 

Authority  for  this  Committee  will  ex¬ 
pire  September  3,  1976,  unless  the  Secre¬ 
tary,  Department  of  Health,  Education, 
and  Welfare  determines  that  continu¬ 
ance  is  in  the  public  interest. 

Dated:  September  10, 1974. 

Andrew  S.  Adams, 
Commissioner,  RSA. 

[FR  Doc.74-21751  Filed  9-18-74;8:45  ami 


DEPARTMENT  OF 
TRANSPORTATION 

CITIZENS'  ADVISORY  COMMITTEE  ON 
TRANSPORTATION  QUALITY 

Notice  of  Open  Meeting 

The  Citizens’  Advisory  Committee  on 
Transportation  Quality  of  the  Depart¬ 
ment  of  Transportation  will  meet  at  9 
a.m.  on  Monday  and  Tuesday,  October  7- 
8,  1974,  in  Room  10214,  400  Seventh 
Street,  S.W.,  Washington,  D.C. 

The  Citizens’  Advisory  Committee  on 
Transportation  Quality  recommends 
transportation  initiatives  to  the  Secre¬ 
tary  of  Transportation  and  assesses 
transportation  policies  from  the  con¬ 
sumers’  viewpoint. 

The  agenda  will  include  discussion  of: 

(1)  Public  Transportation,  Including  con¬ 
sumer  Involvement  in  planning  and  opera¬ 
tions; 

(2)  Development  of  DOT  policy  concern¬ 
ing  abandoned  automobiles;  and; 

(3)  Reducing  adverse  Impact  in  areas  ad¬ 
jacent  to  key  transportation  faculties. 

This  meeting  is  open  to  the  public.  Any¬ 
one  wishing  to  attend  or  obtain  further 
information  should  contact  Joseph  Del- 
Vecchio,  Executive  Director  of  the  Com¬ 
mittee  at  202/426-4283. 

This  notice  is  given  pursuant  to  sec¬ 
tion  10  of  the  Federal  Advisory  Commit¬ 
tee  Act  (Pub.  L.  92-463). 

Issued  in  Washington,  D.C.  on  Septem¬ 
ber  13,  1974. 

Benjamin  O.  Davis,  Jr., 
Assistant  Secretary  for  En¬ 
vironment,  Safety  and  Con¬ 
sumer  Affairs. 

[FR  Doc.74-21763  Filed  9-18-74;8:45  am] 


Coast  Guard 
[CGD  74-202  N] 

LOUISIANA— ATCHAFALAYA  RIVER  AND 
INTRACOASTAL  WATERWAY  MORGAN 
CITY-PORT  ALLEN  (ALTERNATE  ROUTE) 

Order  Governing  the  Movement  of  Vessels 
and  Composition  of  Tows 

Notice  is  hereby  given  that  W.  W.  Bar- 
row,  Rear  Admiral,  United  States  Coast 
Guard,  Commander,  Eighth  Coast  Guard 
District,  has  issued  the  following  special 
order  governing  the  movement  of  ves¬ 
sels  and  composition  of  tows: 

LOUISIAN  A— ATCHAFALA  Y  A  RIVER  AND  INTRA¬ 
COASTAL  WATERWAY 

Morgan  city-port  allen  (Alternate  route) 

Atchafalaya  River,  La.;  special  order 
to  govern  navigation  through  the  reach 
of  the  Lower  Atchafalaya  River  (Berwick 
Bay)  in  the  vicinity  of  the  Southern  Pa¬ 
cific  Railroad  Bridge  and  both  highway 
bridges  at  Morgan  City,  La. 

1.  The  Commander,  Eighth  Coast 
Guard  District  has  determined  that  an 
emergency  condition  exists  in  the  vicin¬ 
ity  of  the  Southern  Pacific  Railroad 
Bridge  and  both  highway  bridges  at 
Morgan  City,  Louisiana  due  to  the  dam¬ 
aged  condition  of  the  northeast  dolphin 
of  the  Southern  Pacific  Railroad  Bridge, 
and  finds  it  necessary  to  issue  this  order 
governing  the  movement  of  vessels  and 
the  composition  of  tows  through  each 
of  those  bridges.  The  following  order  is 
issued  under  the  authority  of  33  CFR 
6.04. 

2.  Day  and  night  visual  signals  will  be 
displayed  prominently  on  the  Southern 
Pacific  Railroad  Bridge  when  this  order 
is  in  effect.  During  periods  of  foggy  or 
inclement  weather,  or  when  for  any 
other  reason  the  visual  signals  cannot  be 
seen,  notice  that  the  signals  are  being 
displayed  will  be  given  by  blasts  of  a 
fog  horn  located  on  the  bridge.  To  indi¬ 
cate  that  signals  are  being  displayed  to 
govern  traffic  moving  through  the 
bridges,  one  blast  of  six  (6)  seconds 
duration  will  be  sounded  on  air  horn  each 
minute. 

3.  By  day  the  visual  signals  will  con¬ 
sist  of  two  red  balls,  two  feet  in  diameter 
displayed  one  above  the  other  not  less 
than  four  nor  more  than  six  feet  apart, 
from  a  pole,  to  indicate  that  vessels  and 
tows  moving  through  the  bridges  shall 
be  governed  by  this  order. 

4.  At  night  the  visual  signal  will  con¬ 
sist  of  two  focused,  flashing  white  lights 
visible  360  degrees,  of  such  character 
as  to  be  visible  on  a  dark  night  with  a 
clear  atmosphere  for  a  distance  of  at 
least  two  (2)  miles,  displayed  vertically 
one  above  the  other,  not  less  than  four 
(4)  feet  nor  more  than  six  (6)  feet  apart. 

5.  When  the  signals  described  in  para¬ 
graphs  2,  3,  and  4  of  this  order  are  dis¬ 
played,  unless  otherwise  directed  by  the 
Commander,  Eighth  Coast  Guard  Dis¬ 
trict,  tows  (except  as  described  below) 
moving  southward  through  any  of  the 
three  bridge  openings  shall  not  exceed 
one  barge  or  other  vessel  in  addition  to 
the  towing  vessel.  Tows  moving  north¬ 
ward  through  any  of  the  three  bridge 
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openings  shall  not  exceed  two  barges  or 
other  vessels  arranged  in  tandem  in  addi¬ 
tion  to  the  towing  vessel.  Towing  on  a 
hawser  in  either  direction  shall  not  be 
permitted.  Tows  shall  move  through  the 
bridge  openings  at  the  safest  speed  com¬ 
mensurate  with  existing  conditions. 

6.  The  restrictions  as  to  size  of  tows 
described  in  paragraph  5  of  this  order 
shall  not  apply  to  an  integrated  tow  con¬ 
sisting  of  a  bow  section,  with  or  without 
a  middle  box  section  or  sections  and  a 
stem  section  arranged  in  tandem 
securely  lashed  together  with  the  push 
boat  made  up  rigidly  astern.  The  bow 
section  of  the  tow,  commonly  referred  to 
as  the  lead  barge,  shall  have  a  raked  bow 
and  a  square  stem.  Any  middle  box  sec¬ 
tion  shall  have  square  ends.  The  stem 
section,  commonly  referred  to  as  the 
trailing  barge  shall  have  a  square  bow 
and  a  raked  stem.  All  sections  in  the 
integrated  tow  must  have  virtually  the 
same  beam  and  draft  so  as  to  present  a 
nearly  uniform  and  unbroken  under¬ 
water  hull  shape.  Variations  in  draft  and 
beam  between  any  two  adjacent  barges 
shall  not  exceed  ten  percent  of  the  draft 
of  that  barge  in  the  tow  drawing  the 
most  water  and  shall  not  exceed  10  per¬ 
cent  of  the  beam  of  the  widest  barge  in 
the  tow. 

7.  The  restrictions  as  to  size  of  tows 
described  in  paragraph  5  of  this  order 
shall  not  apply  to  tows  with  two  towing 
vessels,  one  at  the  head  and  one  at  the 
stem  of  the  tow,  nor  shall  they  apply  to 
tows  with  bow  steering  units. 

8.  No  tow  may  proceed  through  any  of 
the  three  bridge  openings  unless  the  tow¬ 
ing  vessel  is  of  sufficient  horsepower. 
Towing  vessels  less  than  1000  horsepower 
each  are  deemed  to  have  insufficient 
horsepower  to  tow  barges  carrying  partic¬ 
ularly  hazardous  cargo. 

9.  “Particularly  Hazardous  Cargo”  as 
used  in  this  order  shall  mean: 

A  (1).  Explosives,  class  A  (commer¬ 
cial  or  military) . 

(2) .  Oxidizing  materials  for  which  a 
special  permit  for  water  transportation 
is  required  by  46  CFR  146. 

(3) .  Radioactive  materials  for  which 
special  approval  by  the  Commandant  for 
water  transportation  is  required  by  46 
CFR  146. 

(4) .  Any  dangerous  cargo  considered 
to  involve  a  particular  hazard,  when 
transported  or  handled  in  bulk  quanti¬ 
ties,  as  further  described  in  paragraph 
(B)  of  this  section. 

B  (1).  A  dangerous  cargo  consid¬ 
ered  to  involve  a  particular  hazard,  when 
transported  in  bulk  quantities  on  board 
vessels  is  any  commodity  which  by 
virtue  of  its  properties  would  create  an 
unusual  hazard  if  released.  The  com¬ 
modities  subject  to  this  section  are: 

Acetaldehyde  Chlorohydrins, 

Acetone  crude 

cyanohydrin  Crotonaldehyde 

Acetonitrile  1,2  Dichloropropane 

Acrylonitrile  Dichloropropene 

Allyl  Alcohol  Aniline 

Ammonia,  Butadiene 

anhydrous  Carbolic  oil 

Carbon  disulfide  Hydrochloric  acid 

Chlorine  Methane 


Methyl  acrylate  Ethylene 

Methyl  bromide  Ethyl  ether 

Methyl  chloride  Ethylene  oxide 

Methyl  Propane 

Methacrylate  ‘  Propylene 

(Monomer)  Propylene  oxide 

Oleum  Sulfuric  acid 

Phenol  Sulfuric  acid,  spent 

Phosphorus,  Vinyl  acetate 

elemental  Vinyl  chloride 

Epichlorohydrin  Vinylidene  chloride 

(2).  Each  commodity  listed  in  sub- 
paragraph  (1)  of  this  paragraph  is  con¬ 
sidered  to  possess  one  or  more  of  the 
following  properties: 

i.  Is  highly  reactive  or  unstable;  or 

ii.  Has  severe  or  unusual  fire  hazards; 
or 

iii.  Has  severe  toxic  properties;  or 

iv.  Requires  refrigeration  for  its  safe 
containment;  or 

v.  Can  cause  brittle  fracture  of  nor¬ 
mal  ship  structural  materials  or  ashore 
containment  materials  by  reason  of  its 
being  carried  at  a  low  temperature,  or 
because  of  its  low  boiling  point  at  atmos¬ 
pheric  pressure  (unless  uncontrolled  re¬ 
lease  of  the  cargo  is  not  a  major  hazard 
to  life). 

10.  Vessels  and  tows  proceeding  with 
the  current  shall  have  the  right  of  way 
over  vessels  and  tows  proceeding  against 
the  current.  When  two  vessels  or  tows 
are  about  to  enter  the  navigation  open¬ 
ing  through  the  bridges  from  opposite 
directions  at  the  same  time,  the  vessel 
or  tow  proceeding  against  the  current 
shall  stop  short  of  the  opening  until 
the  vessel  or  tow  having  the  right  of 
way  shall  have  passed  through. 

11.  Vessels  and  tows  desiring  to  pass 
through  the  navigation  opening  of  any 
of  the  three  bridges  shall  approach  the 
opening  along  the  axis  of  the  channel 
and  shall  proceed  with  due  regard  for 
direction  and  velocity  of  the  current 
and  for  any  tendency  to  drift  either  to 
the  right  or  to  the  left  so  as  to  pass 
through  without  danger  of  striking  the 
bridges  or  their  fenders.  No  vessel  shall 
attempt  passage  through  the  naviga¬ 
tion  opening  of  the  Southern  Pacific 
Railroad  Bridge  until  it  is  fully  open. 

12.  The  bridge  tender  of  the  Southern 
Pacific  Railroad  Bridge  is  available  on 
156.650  MHz  and  156.8  MHz  (Channels 
13  and  16)  for  information  regarding  the 
lift  span  and  the  marine  traffic  in  the 
vicinity  of  the  bridge. 

13.  Violation  of  this  order  is  punishable 
by  forfeiture  of  the  vessel  and  its  equip¬ 
ment,  and  a  fine  of  not  more  than 
$10,000.00,  and  imprisonment  for  not 
more  than  10  years.  50  USC  192,  33  CFR 
6.18-1. 

14.  This  order  cancels  Special  Notice 
to  Mariners  No.  1-74  of  3  January  1974. 
This  order  is  effective  for  all  marine  traf¬ 
fic  using  the  Atchafalaya  River  Route 
and  the  Morgan  City-Port  Allen  Alter¬ 
nate  Route  commencing  at  six  o’clock 
A.M.  Central  Daylight  Time,  Friday, 
August  16,  1974.” 

(Sec.  1,  40  Stat.  220,  as  amended,  sec.  6(b)  ( 1) , 
80  Stat.  937;  50  U.S.C.  191,  49  U.S.C.  1655(b) 
(1);  Proc.  No.  2914,  3  CFR  1949-53  Comp., 
p.  99  (1950),  E.  O.  10637,  3  CFR  1954-58 
Comp.,  p.  269  (1955);  49  CFR  1.46(b)) 


Dated:  September  11, 1974. 

R.  I.  Price, 

Rear  Admiral,  U.S.  Coast  Guard, 
Chief,  Office  of  Marine  Envi¬ 
ronment  and  Systems. 

[FR  Doc.74-21756  Filed  9-18-74; 8: 45  am] 

[74-213] 

NEW  YORK  HARBOR  VESSEL  TRAFFIC 
SYSTEM  ADVISORY  COMMITTEE 

Notice  of  Open  Meeting 

Tliis  is  to  give  notice  pursuant  to  Pub. 

L.  92-463,  sec.  10(a) ,  approved  October  6, 
1972,  that  the  New  York  Harbor  Vessel 
Traffic  System  Advisory  Committee  will 
conduct  an  open  meeting  on  Wednesday, 
October  2,  1974,  in  the  Auditorium  of 
Building  108,  Governors  Island,  New  York 
beginning  at  10:30  a.m. 

Members  of  the  Committee  and  their 
industry  positions  are: 

Admiral  John  M.  Will,  USN  (Ret.),  State 
of  New  York  Board  of  Commissioners  of 
Pilots. 

Captain  H.  C.  Breitenfeld,  United  New  York 
Sandy  Hook  Pilots’  Benevolent  Association. 
Captain  W.  H.  Burrill,  State  of  New  Jersey 
Board  of  Commissioners  of  Pilots. 

Mr.  Richard  Dewling,  U.S.  Environmental 
Protection  Agency. 

Commissioner  V.  J.  Fossella,  New  York  De¬ 
partment  of  Marine  and  Aviation. 

Captain  T.  J.  McGovern,  United  New  Jersey 
Sandy  Hook  Pilots’  Benevolent  Association. 
Mr.  A.  Giallorenzi,  American  Institute  of  Mer¬ 
chant  Shipping — Petroleum  Industry  Rep¬ 
resentative. 

Mr.  A.  Hammon,  Port  Authority  of  New  York 
and  New  Jersey. 

Captain  T.  A.  King,  U.S.  Department  of  Com¬ 
merce,  Maritime  Administration. 
Commodore  F.  Lindner,  Long  Island  Sound 
Commodores  Association. 

Colonel  H.  W.  Lombard,  USA,  Department  of 
the  Army,  Corps  of  Engineers. 

Mr.  Robert  W.  Sanders,  New  York  Harbor 
Panel,  Marine  Towing  and  Transportation 
Industry. 

Captain  R.  D.  Sante,  USN,  U.S.  Navy,  Mili¬ 
tary  Sealift  Command. 

Captain  S.  M.  Seledee,  American  Institute  of 
Marine  Underwriters. 

Captain  J.  G.  StUlwaggon,  Interport  Pilots’ 
Associates,  Inc. 

Captain  K.  C.  Torrens,  American  Institute 
of  Merchant  Shipping. 

The  Agenda  for  the  October  2,  1974 
meeting  consists  of : 

1.  Report  of  the  Executive  Committee 
given  by  Captain  K.  C.  Torrens,  Chairman 
of  the  Executive  Committee,  specifically 
dealing  with  the  Specific  Operational 
Requirements. 

2.  Status  Report  of  the  Hudson  River  Sub¬ 
committee  given  by  Captain  H.  C.  Breiten¬ 
feld,  Chairman  of  the  Hudson  River  Sub¬ 
committee. 

3.  Status  Report  of  the  Long  Island  Sound 
Sub-Committee  given  by  Captain  D.  M.  Ken¬ 
nedy,  Chairman  of  the  Long  Island  Sound 
Sub-Committee. 

4.  Report  from  the  Vessel  Traffic  System 
Staff  relating  to: 

a.  Voluntary  Security  Broadcast  System  for 
New  York  Harbor. 

b.  Normal  time  frame  for  adding  descrip¬ 
tive  material  and  notes  to  current  naviga¬ 
tional  charts. 
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c.  Status  of  Data  Collection  relating  to 
communications  and  traffic  densities. 

5.  Comments  or  questions  from  the  floor. 

The  New  York  Harbor  Vessel  Traffic 
System  Advisory  Committee  was  estab¬ 
lished  by  the  Commander,  Third  Coast 
Guard  District  on  April  1, 1973,  to  advise 
on  the  need  for,  and  development,  in¬ 
stallation  and  operation  of  a  Vessel  Traf¬ 
fic  System  for  the  New  York  Harbor. 
Public  members  of  the  Committee  serve 
voluntarily  without  compensation  from 
the  Federal  Government,  either  travel 
or  per  diem. 

Interested  persons  may  seek  additional 
information  by  writing  Commander  H.  A. 
PLEDGER,  Project  Officer,  Vessel  Traffic 
System,  Third  Coast  Guard  District, 
Governors  Island,  New  York  10004,  or  by 
calling  (212)  264-0409. 

Dated:  September  1,  1974. 

D.  E.  Perkins, 

Captain,  U.S.  Coast  Guard, 
Chief  of  Staff,  Third  Coast 
Guard  District. 

[FR  Doc.74-21767  Filed  9-18-74;8:45  am] 

ATOMIC  ENERGY  COMMISSION 

[Docket  Nos.  50-500,  501  ] 

TOLEDO  EDISON  CO.  ET  AL. 

Receipt  of  Application  for  Construction 
Permits  and  Facility  Licenses  and  Avail¬ 
ability  of  Applicants’  Environmental  Re¬ 
port:  Time  for  Submission  of  Views  on 
Antitrust  Matters 

The  Toledo  Edison  Company,  The 
Cleveland  Electric  Illuminating  Com¬ 
pany,  Duquesne  Light  Company,  Ohio 
Edison  Company,  and  Pennsylvania 
Power  Company  (the  applicants),  pur¬ 
suant  to  Section  103  of  the  Atomic 
Energy  Act  of  1954,  as  amended,  have 
filed  an  application  for  authorization  to 
construct  and  operate  two  generating 
units  utilizing  two  pressurized  water 
nuclear  reactors.  The  application  was 
tendered  on  May  10,  1974.  Following  a 
preliminary  review  for  completeness,  the 
Environmental  Report  was  found  to  be 
acceptable  on  July  19,  1974.  The  Prelim¬ 
inary  Safety  Analysis  Report  (PSAR) 
was  rejected  on  June  12, 1974,  because  of 
deficiencies  in  the  Quality  Assurance 
Program  description.  The  applicants  sub¬ 
mitted  a  revised  Quality  Assurance  Pro¬ 
gram  on  July  24,  1974,  and  the  applica¬ 
tion  was  docketed  on  August  9,  1974. 
Docket  Nos.  50-500  and  50-501  have  been 
assigned  to  the  application  and  should 
be  referenced  in  any  correspondence  re¬ 
lating  to  it. 

The  proposed  nuclear  facility,  desig¬ 
nated  by  the  applicants  as  the  Davis- 
Besse  Nuclear  Power  Station,  Units  2 
and  3,  is  located  on  Lake  Erie  in  Ottawa 
County,  Ohio.  Each  unit  is  designed  for 
initial  operation  at  2772  megawatts  ther¬ 
mal,  with  a  net  electrical  output  of  906 
megawatts. 

A  Notice  of  Hearing  with  opportunity 
for  public  participation  is  being  pub¬ 
lished  separately. 

Any  person  who  wishes  to  have  his 
views  on  the  antitrust  matters  of  the 
application  presented  to  the  Attorney 
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General  for  consideration  should  submit 
such  views  to  the  U.S.  Atomic  Energy 
Commission,  Washington,  D.C.  20545,  At¬ 
tention:  Chief,  Office  of  Antitrust  and 
Indemnity,  Directorate  of  Licensing,  on 
or  before  November  4,  1974.  The  request 
should  be  filed  in  connection  with 
Docket  Nos.  50-500-A  and  50-501-A. 

A  copy  of  the  application  is  available 
for  public  inspection  at  the  Commission’s 
Public  Document  Room,  1717  H  Street, 
N.W.,  Washington,  D.C.  20545,  and  at  the 
Ida  Rupp  Public  Library,  Port  Clinton, 
Ohio. 

The  Environmental  Report  was  filed 
by  the  applicants  pursuant  to  the  Na¬ 
tional  Environmental  Policy  Act  of  1969 
and  the  regulations  of  the  Commission 
in  10  CFR  Part  51.  This  report,  which 
discusses  environmental  considerations 
related  to  the  construction  and  operation 
of  the  proposed  facility,  is  being  made 
available  for  public  inspection  at  the 
aforementioned  locations  and  at  the 
Ohio  State  Clearinghouse,  Office  of  the 
Governor,  62  East  Broad  Street,  Colum¬ 
bus,  Ohio  43215. 

After  the  Environmental  Report  has 
been  analyzed  by  the  Commission’s  Di¬ 
rector  of  Regulation  or  his  designee,  a 
draft  environmental  statement  will  be 
prepared  by  the  Commission’s  Regula¬ 
tory  staff.  Upon  preparation  of  the  draft 
environmental  statement,  the  Commis¬ 
sion  will,  among  other  things,  cause  to 
be  published  in  the  Federal  Register  a 
summary  notice  of  availability  of  the 
draft  statement  with  a  request  for  com¬ 
ments  from  interested  persons  on  the 
draft  statement.  The  summary  notice 
will  also  contain  a  statement  to  the  effect 
that  comments  of  Federal  agencies  and 
State  and  local  officials  will  be  made 
available  when  received.  Upon  considera¬ 
tion  of  comments  submitted  with  respect 
to  the  draft  environmental  statement, 
the  Regulatory  staff  will  prepare  a  final 
environmental  statement,  the  availabil¬ 
ity  of  which  will  be  published  in  the 
Federal  Register. 

Dated  at  Bethesda,  Maryland,  this  27th 
day  of  August  1974. 

For  the  Atomic  Energy  Commission. 

L.  P.  Crocker, 

Acting  Chief,  Light  Water  Re¬ 
actors  Branch  2-2,  Director¬ 
ate  of  Licensing. 

[FR  Doc.74-20606  Filed  9-4-74;8:45  am] 


CIVIL  AERONAUTICS  BOARD 

[Docket  24283] 

AIR  CARRIER  REORGANIZATION 
INVESTIGATION 

Postponement  of  Oral  Argument 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Federal  Aviation  Act  of 
1958,  as  amended,  that  the  oral  argu¬ 
ment  in  this  proceeding,  heretofore  as¬ 
signed  to  be  held  before  the  Board  on 
September  20,  1974  (39  FR  27340,  July 
26,  1974),  is  postponed  to  October  10, 
1974,  at  10  a.m.  (local  time),  in  Room 
1027,  Universal  Building,  1825  Connecti¬ 
cut  Avenue,  NW,  Washington,  D.C. 
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Dated  at  Washington,  D.C.,  September 
16, 1974. 

[seal]  Robert  L.  Park, 

Chief  Administrative  Law  Judge. 
[FR  Doc.74-21777  Filed  9-18-74:8:45  am] 


[Docket  27026] 

DONALDSON  LINE  (AIR  SERVICES)  LTD. 
d/b/a  DONALDSON  INTERNATIONAL 
AIRWAYS 

Statement  of  Tentative  Findings  and 
Conclusions  and  Order  To  Show  Cause 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C.  on 
the  13th  day  of  September,  1974. 

By  Order  70-5-39,  dated  March  5, 1970, 
and  approved  by  the  President  on  May  7, 
1970,  the  Board  issued  a  foreign  air  car¬ 
rier  permit  to  Donaldson  Line  (Air 
Services)  Ltd.,  d/b/a  Donaldson  Inter¬ 
national  Airways  (Donaldson) ,  a  carrier 
of  the  United  Kingdom  of  Great  Britain 
and  Northern  Ireland,  to  engage  in 
various  types  of  charter  foreign  air 
transportation.  Information  received  by 
the  Board  indicates  that  Donaldson  has 
suspended  operations,  its  aircraft  have 
been  repossessed,  and  its  U.K.  license 
revoked  by  the  U.K.  Civil  Aviation  Au¬ 
thority. 

Based  on  the  foregoing,  the  Board 
tentatively  finds  and  concludes  that 
Donaldson  is  no  longer  satisfying  the 
fitness, 'willingness,  and  ability  require¬ 
ments  set  forth  in  section  402  of  the  Act, 
that  the  foreign  air  carrier  permit  now 
held  by  Donaldson  should  be  canceled 
and  that,  unless  objections  are  received 
within  twenty  days  from  the  date  of 
service  of  this  order,  the  Board  should 
make  such  tentative  findings  final  and 
submit  to  the  President  for  his  approval 
a  final  order  canceling  the  said  permit. 

Accordingly,  it  is  ordered.  That:  1.  All 
interested  persons  are  directed  to  show 
cause  why  the  Board  should  not  issue  an 
order  which  would  make  final  the  tenta¬ 
tive  findings  and  conclusions  set  forth 
herein  and  which  would,  subject  to  the 
approval  of  the  President,  cancel  the 
foreign  air  carrier  permit  held  by  Don¬ 
aldson  Line  (Air  Services)  Ltd.,  d/b/a 
Donaldson  International  Airways;  . 

2.  Any  interested  person  having  ob¬ 
jection  to  the  issuance  of  such  an  order 
shall  file  with  the  Board  a  statement  of 
objections  supported  by  evidence  within 
twenty  days  of  service  of  this  order;1 

3.  If  timely  and  properly  supported 
objections  are  filed,  further  considera¬ 
tion  will  be  accorded  the  matters  and 
issues  raised  by  the  objections  before 
further  action  is  taken  by  the  Board; 

4.  In  the  event  no  objections  are  filed, 
all  further  procedural  steps  will  be 
deemed  to  have  been  waived  and  the 
Board  may  proceed  to  enter  an  order  in 
accordance  with  the  tentative  findings 
and  conclusions  set  forth  herein;  and 

5.  Donaldson  Line  (Air  Services)  Ltd., 
d/b/a  Donaldson  International  Airways, 
and  the  Ambassador  of  the  United  King- 

» Since  provision  is  made  for  a  response 
to  this  order,  petitions  for  reconsideration  of 
this  order  will  not  be  entertained. 
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dom  of  Great  Britain  and  Northern 
Ireland  shall  be  served  with  copies  of 
this  order. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

[seal]  Edwin  Z.  Holland, 

Secretary. 

|FR  Doc.74-21773  Filed  9-18-74,8:45  am] 


(Docket  Nos.  23604  1  et  al.  and  25655  3  et  al.] 

KODIAK-WESTERN  ALASKA  RENEWAL 

PROCEEDING  AND  HOWARD  J.  MAYS 

REVOCATION/MUNZ  NORTHERN  CER¬ 
TIFICATION  PROCEEDING 

Prehearing  Conference 

Notice  is  hereby  given  that  a  prehear¬ 
ing  conference  in  these  proceedings  will 
be  held  on  September  30,  1974,  at  10 
a.m.  (local  time)  in  Room  911,  Universal 
Building,  1825  Connecticut  Avenue,  NW, 
Washington,  D.C.,  before  the  under¬ 
signed.  * 

Dated  at  Washington,  D.C.,  Septem¬ 
ber  16,  1974. 

[seal]  Henry  Whitehouse, 

Administrative  Law  Judge. 

[FR  Doc.74-21776  Filed  9-18-74:8:45  am] 


[Dockets  26987,  26992,  27025;  Order  74-9-43] 

PAN  AMERICAN  WORLD  AIRWAYS,  INC. 

Pago  Pago,  American  Samoa-United  States 
Fare  Increases 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington,  D.C.  on  the 
13th  day  of  September,  1974. 

By  tariff  revisions 1  marked  to  become 
effective  September  15,  1974,  Pan  Ameri¬ 
can  World  Airways,  Inc.  (Pan  American) 
proposes  to  increase  its  first  class  fares 
by  approximately  40  percent  and  its 
economy-class  fares  by  approximately  26 
percent  between  Pago  Pago,  American 
Samoa,  on  the  one  hand,  and  Honolulu 
and  west  coast  gateways  on  the  U.S. 
mainland,  on  the  other  hand.  It  also  pro¬ 
poses  to  discontinue  publication  of 
through  fares  between  Pago  Pago  and 
interior  continental  United  States  points. 
In  addition,  the  carrier  proposes  to  in¬ 
crease  the  level  of  its  14-23  day  round- 
trip  excursion  fares  in  these  markets 
from  75  to  85  percent  of  the  regular 
economy  fares,  and  to  cancel  military 
and  youth  standby  fares,  and  set  its  mili¬ 
tary  reservation  fares  at  75  percent  of 
the  proposed  economy  fares. 

In  support  of  its  proposal,  Pan  Ameri¬ 
can  asserts  that  present  fares  in  the 
Pago  Pago-States  market  have  remained 
unchanged  since  1959.  It  contends  that 


1  Embraces  Dockets  23605,  23757,  24103, 

and  25502. 

3  Embraces  Docket  25450. 

*  In  Order  74-6-21,  the  Board  severed  each 
of  these  proceedings  from  the  Bush  Routes 
Phase  of  the  Alaska  Service  Investigation 
(Docket  20826,  et  al.) . 

1  Revisions  to  Air  Tariffs  Corp.,  Agent  Tariff 
C  A  B.  No.  44. 


the  increases  are  fully  justified  by  fuel 
cost  increases  alone,  and  provides  data 
for  the  Pago  Pago-Honolulu  segment 
which  shows  that  fuel  cost  has  increased 
from  16.50  cents  per  gallon  in  the  first 
quarter  of  1973  to  40.13  cents  in  April 

1974,  an  increase  of  143.2  percent.  Pan 
American  estimates  a  revenue  gain  of 
$992,000  for  the  year  ending  March  31, 

1975,  which  would  raise  its  return  on  in¬ 
vestment  for  the  entire  Pacific  Division 
from  10.6  to  10.8  percent. 

Complaints  have  been  filed  by  the 
Legislature  of  American  Samoa  (con¬ 
curred  in  by  the  Department  of  State) 
and  by  the  Director  of  Territorial  Affairs, 
Department  of  the  Interior,  on  behalf  of 
the  Government  of  American  Samoa. 
The  complaints  allege  that  Pan  Ameri¬ 
can  has  failed  to  justify  the  proposed  in¬ 
creases;  that  it  is  now  operating  at  a 
profit  in  the  markets;  that  the  need  for 
additional  profit  is  neither  substantiated 
nor  justified;  and  that  the  increases 
would  have  a  serious  adverse  effect  on 
tourist  traffic. 

In  addition,  the  Legislature  contends 
that  fares  to  American  Samoa  are  do¬ 
mestic  and  hence  should  be  set  at  levels 
comparable  to  those  in  the  mainland- 
Hawaii  market,  its  chief  competition  for 
tourist  travel,  rather  than  at  interna¬ 
tional  fare  levels,  with  which  Pan  Amer¬ 
ican  compares  its  proposed  fares.  It  notes 
the  fact  that  Pan  American  has  failed 
to  provide  cost  and  profitability  data  for 
the  particular  markets  involved,  nor  any 
fuel  cost  data  other  than  that  for  the 
Pago  Pago-Honolulu  segment.  The  com¬ 
plainant  also  challenges  the  carrier’s  use 
of  fuel  cost  data  based  on  a  hypothetical 
55  percent  load  factor  rather  than  its 
actual  load  factor  in  the  market. 

In  answer  to  the  complaints,  Pan 
American  asserts,  inter  alia,  that  the 
current  contract  fuel  price  at  Honolulu 
and  Pago  Pago  is  38.01  cents  per  gallon, 
as  compared  with  the  average  domestic 
price  for  fuel  during  July  of  only  23.34 
cents  per  gallon.  It  contends  that  this  63 
percent  difference  fully  justifies  the  11 
percent  differential  between  the  economy 
fare  it  proposes  in  the  Pago  Pago-Hono¬ 
lulu  market  and  the  level  produced  by 
application  of  the  formula  developed  in 
Phase  9  of  the  “Domestic  Passenger- Fare 
Investigation,”  plus  the  six  percent  do¬ 
mestic  fuel  surcharge. 

The  carrier  further  alleges  that  air 
transportation  to  American  Samoa  is 
supported  by  international  service  and 
its  costs  are  directly  related  to  the  cost 
of  that  service,  concluding  that  it  is  a 
good  deal  more  rational  to  relate  Ameri¬ 
can  Samoa’s  fare  levels  to  international 
fare  levels  than  to  domestic  fare  levels. 

Upon  consideration  of  the  tariff  filing, 
the  justification,  and  complaints,  and  all 
other  relevant  matters,  the  Board  finds 
that,  except  as  indicated  below,  the  com¬ 
plaints  do  not  set  forth  sufficient  facts 
to  warrant  investigation  of  the  proposal 
and  the  requests  therefor,  and  conse¬ 
quently  the  requests  for  suspension,  will 
be  denied  and  the  complaints  dismissed. 
The  Board  does  find  that  the  proposed 
revisions  in  military  fares  may  be  unjust, 
unreasonable,  unjustly  discriminatory. 


unduly  preferential,  unduly  prejudicial, 
or  otherwise  unlawful,  and  should  be 
investigated.  The  Board  has  also  con¬ 
cluded  to  suspend  the  proposed  military 
fares  pending  investigation. 

There  is  no  question  that  the  proposed 
increases  are  substantial.  However,  there 
is  equally  no  question  that  Pan  Ameri¬ 
can  has  experienced  spiraling  operating 
costs,  largely  outside  its  control.  This  is 
particularly  true  in  the  case  of  fuel  ex¬ 
pense  where  the  cost  per  gallon  of  fuel 
has  risen  143  percent  since  the  first  part 
of  1973.  The  proposed  economy-fare  in¬ 
crease  does  in  fact  approximate  the  in¬ 
crease  in  the  cost  of  fuel  per  passenger 
mile  it  experienced  during  this  period. 

The  fare  levels  Pan  American  proposes 
are  generally  not  out  of  line  with  other 
“domestic”  fares.  For  example,  with  one 
exception,  the  economy  fares  between 
west  coast  gateways  and  Pago  Pago  are 
lower  than  the  level  which  would  be 
produced  by  application  of  the  Board’s 
Phase  9  decision  in  the  “Domestic  Pas¬ 
senger-Fare  Investigation”  plus  the  six 
percent  domestic  increase  permitted  in 
April  1974.2  We  also  note  that  with  re¬ 
spect  to  the  Pago  Pago-Honolulu  market, 
where  two  thirds  of  the  affected  traffic 
moves,  the  proposed  economy  fare  will 
yield  7.20  cents  per  passenger  mile,  which 
compares  with  the  current  fare  between 
Guam  and  Honolulu  which  produces  a 
passenger  mile  yield  of  7.25  cents.  For 
these  reasons,  we  are  unable  to  conclude 
that,  except  as  noted  below,  the  pro¬ 
posed  fares  are  unreasonable. 

It  is  suggested  that  fare  levels  in  these 
Pago  Pago  markets  should  be  compa¬ 
rable  to  those  existing  in  the  mainland- 
Hawaii  market.  However,  the  two  mar¬ 
kets  are  substantially  different.  Pan 
American  estimates  its  Pago  Pago- 
Honolulu  traffic  for  the  year  ended 
March  31,  1975  at  28,633  passengers,  of 
which  9,128  will  travel  on  to  the  main¬ 
land.  This  volume  of  traffic  in  no  way 
compares  with  the  heavy  mainland-Ha- 
waii  traffic  which  enables  carriers  in  that 
market  to  maintain  a  relatively  lower 
level  of  fares. 

Pan  American’s  proposal  to  cancel  mil¬ 
itary  standby  fares  and  establish  military 
reservation  fares  at  75  percent  of  pro¬ 
posed  economy  fares  raises  virtually  the 
same  difficulties  as  did  the  proposal  of 
Delta  Air  Lines,  Inc.  to  revise  its  military 
fares  applicable  between  San  Juan  and 
mainland  United  States  in  a  like  man¬ 
ner,3  Again,  we  are  concerned  over  the 
substantial  increase  in  military  fares,  per 
se,  on  top  of  a  general  fare  increase,  par¬ 
ticularly  in  view  of  the  lack  of  alterna¬ 
tive  modes  of  travel  between  Pago  Pago, 
Hawaii,  and  the  U.S.  mainland.  For  these 
reasons  we  do  not  believe  it  would  be  in 
the  public  interest  to  permit  the  military 
fare  increases  proposed  by  Pan  American 
pending  investigation. 

Accordingly,  pursuant  to  the  Federal 
Aviation  Act  of  1958,  and  particularly 


*  The  one  exception  Is  Pago  Pago-San  Fran¬ 
cisco  where  the  proposed  fare  would  exceed 
that  level  by  $7.00. 

*  Order  74-8-130,  August  30, 1074. 
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sections  203(a) ,  403, 404,  and  1002  there¬ 
of, 

It  is  ordered.  That:  1.  An  investiga¬ 
tion  be  instituted  to  determine  whether 
the  fares  and  provisions  described  in 
Appendix  A  *  attached  hereto,  and  rules, 
regulations,  and  practices  affecting  such 
fares  and  provisions,  are  or  will  be  un¬ 
just  or  unreasonable,  unjustly  discrim¬ 
inatory,  unduly  preferential,  unduly 
prejudicial,  or  otherwise  unlawful,  and 
if  found  to  be  unlawful,  to  determine  and 
prescribe  the  lawful  fares  and  provisions, 
and  rules,  regulations,  or  practices  af¬ 
fecting  such  fares  and  provisions; 

2.  Pending  hearing  and  decision  by  the 
Board,  the  fares  and  provisions  described 
in  Appendix  A  attached  hereto  are  sus¬ 
pended  and  their  use  deferred  to  and  in¬ 
cluding  December  13,  1974,  unless  other¬ 
wise  ordered  by  the  Board,  and  that  no 
period  of  suspension  except  by  order  or 
changes  be  made  therein  during  the 
special  permission  of  the  Board; 

3.  Except  to  the  extent  granted  herein, 
the  complaints  in  Dockets  26987  and 
26992  be,  and  hereby  are  dismissed; 

4.  The  investigation  ordered  herein  be 
assigned  before  an  Administrative  Law 
Judge  at  a  time  and  place  hereafter  to 
be  designated;  and 

5.  A  copy  of  this  order  be  served  upon 
Pan  American  World  Airways,  Inc.,  the 
Legislature  of  American  Samoa,  and  the 
Director  of  Territorial  Affairs,  Depart¬ 
ment  of  the  Interior,  which  are  hereby 
made  parties  to  this  proceeding. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

[seal]  Edwin  Z.  Holland, 

Secretary. 

[FR  Doc.74-21774;  Filed  9-18-74;8:45  am] 


[Docket  25280,  Agreement  C.A.B.  24643,  R-l 
and  R-2,  Agreement  C.A.B.  24646] 

SPECIFIC  COMMODITY  RATES 

Agreements  Adopted  by  the  Joint  Traffic 

Conferences  of  the  International  Air 

Transport  Association 

September  12, 1974. 

Issued  under  delegated  authority, 
September  12, 1974. 

Agreements  have  been  filed  with  the 
Board  pursuant  to  section  412(a)  of  the 
Federal  Aviation  Act  of  1958  (the  Act) 
and  Part  261  of  the  Board’s  Economic 
regulations  between  various  air  carriers, 
foreign  air  carriers,  and  other  carriers 
embodied  in  the  resolutions  of  the  Joint 
Traffic  Conferences  of  the  International 
Air  Transport  Association  (IATA) ,  and 
adopted  pursuant  to  the  provisions  of 
Resolution  590  dealing  with  specific  com¬ 
modity  rates. 

The  agreements  name  additional  spe¬ 
cific  commodity  rates  as  set  forth  below, 
reflecting  reductions  from  general  cargo 
rates ;  and  were  adopted  pursuant  to  un¬ 
protested  notices  to  the  carriers  and 
promulgated  in  IATA  letters  dated  Sep- 


*  Appendix  A  filed  as  part  of  original  doc¬ 
ument. 


tember  4,  1974  (C.A.B.  24643)  and  Sep¬ 
tember  6,  1974  (C.A.B.  24646). 


Agreement  Specific 

C.A.B.  commodity  DescrlpUon  and  rate 
item  No. 


24643: 

K-l _ 3909  Welding  Supplies,  300  cents 

per  kg.,  minimum  weight 
600  kgs.  From  New  York 
to  Johannesburg. 

R-2 . .2  0785  Vegetable  Roots,  71  cents 

per  kg.,  minimum  weight 
1,000  kgs.  From  Nandi  to 
Los  Angeles. 

24646 . -•  1439  Cut  Flowers  and  Foliage, 

160  cents  per  kg.,  mini¬ 
mum  weight  45  kgs. 
From  Honolulu  to 
Auckland. 


Pursuant  to  authority  duly  delegated 
by  the  Board  in  the  Board’s  regulations, 
14  CFR  385.14,  it  is  not  found  that  the 
subject  agreements  are  adverse  to  the 
public  interest  or  in  violation  of  the  Act, 
provided  that  approval  is  subject  to  the 
conditions  hereinafter  ordered. 

Accordingly,  It  is  ordered,  That:  Agree¬ 
ment  C.A.B.  24643,  R-l  and  R-2,  and 
Agreement  C.A.B.  24646  are  approved, 
provided  that  approval  shall  not  con¬ 
stitute  approval  of  the  specific  com¬ 
modity  descriptions  contained  therein 
.for  purposes  of  tariff  publications;  pro¬ 
vided  further  that  tariff  filings  shall  be 
marked  to  become  effective  on  not  less 
than  30  days’  notice  from  the  date  of 
filing. 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order,  pursuant  to  the 
Board’s  regulations,  14  CFR  385.50,  may 
file  such  petitions  within  ten  days  after 
the  date  of  service  of  this  order. 

This  order  shall  be  effective  and  be¬ 
come  the  action  of  the  Civil  Aeronautics 
Board  upon  expiration  of  the  above 
period,  unless  within  such  period  a  peti¬ 
tion  for  review  thereof  is  filed  or  the 
Board  gives  notice  that  it  will  review  this 
order  on  its  own  motion. 

This  order  will  be  published  in  tire 
Federal  Register. 

James  L.  Deegan, 
Chief,  Passenger  and  Cargo 
Rates  Division,  Bureau  of 
Economics. 

[seal]  Edwin  Z.  Holland, 

Secretary. 

[FR  Doc.74-21775  Filed  9-18-74;8:45  am] 


[Docket  25513,  Agreement  C.A.B.  24644] 

PASSENGER  FARE  MATTERS 

Agreement  Adopted  by  the  Joint  Confer¬ 
ences  of  the  International  Air  Transport 
Association 

Issued  under  delegated  authority  Sep¬ 
tember  12,  1974. 

An  agreement  has  been  filed  with  the 
Board  pursuant  to  section  412(a)  of  the 
Federal  Aviation  Act  of  1958  (the  Act) 
and  Part  261  of  the  Board’s  Economic 
Regulations,  between  various  air  carriers, 
foreign  air  carriers  and  other  carriers, 
embodied  in  the  resolutions  of  the  Traf¬ 
fic  Conferences  of  the  International  Air 
Transport  Association  (IATA).  The 
agreement,  which  was  adopted  by  mail 


vote,  has  been  assigned  the  above  desig¬ 
nated  C.A.B.  agreement  number. 

In  light  of  pending  government  action, 
third  round  fuel  cost  increases  do  not 
apply  to  fares  specified  to/from  Manila/ 
Taipei  and  TCI  (Western  Hemisphere). 
This  creates  a  situation  whereby  certain 
fares  to/from  Manila  and  Taipei  are 
lower  than  fares  to/from  Okinawa  and 
Seoul  which  took  the  third  round  fuel  in¬ 
crease.  The  agreement  would  exempt 
travel  to/from  Manila  and  Taipei  from 
application  of  the  higher  intermediate 
point  principle  with  respect  to  fares 
specified  for  Okinawa  and  Seoul;  pro¬ 
vided  that  at  either  intermediate  point 
there  are  no  stopovers,  passengers  and 
baggage  are  through  booked,  and  pas¬ 
senger  expenses  incurred  are  not  ab¬ 
sorbed  by  the  carrier.  We  will  approve 
the  agreement  since  it  serves  to  maintain 
historical  fare  relationships. 

Pursuant  to  authority  duly  delegated 
by  the  Board  in  the  Board’s  Regulations, 
14  CFR  385.14,  it  is  not  found  that  the 
following  resolution  which  is  incorpo¬ 
rated  in  Agreemnt  C.A.B.  24644  is  ad¬ 
verse  to  the  public  interest  or  in  violation 
of  the  Act: 

JT  31  (Mail  276)00311 

Accordingly,  It  is  ordered  That:  Agree¬ 
ment  C.A.B.  24644  be  and  hereby  is  ap¬ 
proved. 

Persons  entitled  to  petition  the  Board 
for  review  of  this  order  pursuant  to  the 
Board’s  Regulations,  14  CFR  385.50,  may 
file  such  petitions  within  ten  days  after 
the  date  of  service  of  this  order. 

This  order  shall  be  effective  and  be¬ 
come  the  action  of  the  Civil  Aeronautics 
Board  upon  expiration  of  the  above  pe¬ 
riod,  unless  within  such  period  a  petition 
for  review  thereof  is  filed  or  the  Board 
gives  notice  that  it  will  review  this  order 
on  its  own  motion. 

This  order  will  be  published  in  the  Fed¬ 
eral  Register. 

James  L.  Deegan, 
Chief,  Passenger  and  Cargo 
Rates  Division  Bureau  of  Eco¬ 
nomics. 

[seal]  Edwin  Z.  Holland, 

Secretary. 

[FR  Doc.74-21778  Filed  9-18-74:8:45  am] 

CIVIL  SERVICE  COMMISSION 

U.S.  ARMS  CONTROL  AND 
DISARMAMENT  AGENCY 

Revocation  of  Authority  To  Make  Noncareer 
Executive  Assignment 

Under  authority  of  §  9.20  of  Civil  Serv¬ 
ice  Rule  rx  (5  CFR  9.20) ,  the  Civil  Serv¬ 
ice  Commission  revokes  the  authority  of 
the  U.S.  Arms  Control  and  Disarmament 
Agency  to  fill  by  noncareer  executive  as¬ 
signment  in  the  excepted  service  the 
position  of  Deputy  Assistant  Director, 
Economic  Affairs  Bureau. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  James  C.  Spry, 

Executive  Assistant 
to  the  Commissioners. 

[FR  Doc.74-21653  Filed  9-18-74; 8: 45  am] 
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DEFENSE  MANPOWER 
COMMISSION 

DEPARTMENT  OF  DEFENSE 
EXPENDITURES 

Notice  of  Meeting 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Advisory  Committee  Act  (Pub.  L. 
92-463),  notice  is  hereby  given  that  the 
Commissioners  of  the  Defense  Manpower 
will  meet  on  September  26,  1974,  at  1  p.m. 
in  Room  301F,  1111  18th  Street,  NW., 
Washington,  D.C.  20036. 

The  purpose  of  the  meeting  is  to  hear 
a  presentation  by  Mr.  Ernest  Fitzgerald 
on  the  subject  of  Department  of  Defense 
expenditures  as  related  to  the  mission  of 
the  Commission. 

The  meeting  will  be  open  to  the  public. 
Since  meeting  space  is  limited,  interested 
persons  wishing  to  attend  should  tele¬ 
phone  202/254-7803  by  close  of  business 
Tuesday,  September  24,  1974. 

Paul  C.  Keenan,  Jr., 

Acting  Executive  Director. 

September  16,  1974. 

[PR  Doc.74-21794  Piled  9-18-74;8:45  am] 

DELAWARE  RIVER  BASIN 
COMMISSION 

APPLICATIONS  FOR  APPROVAL  OF 
PROJECTS 

Notice  of  Public  Hearing 

Notice  is  hereby  given  that  the  Dela¬ 
ware  River  Basin  Commission  will  hold 
a  public  hearing  on  Wednesday,  Septem¬ 
ber  25,  1974,  commencing  at  2  p.m.  The 
hearing  will  be  held  in  the  North  Con¬ 
ference  Room  of  the  Highway  Adminis¬ 
tration  Building,  Route  113  and  Bay 
Road,  Dover,  Del.  The  subjects  of  the 
hearing  will  be  as  follows: 

A.  Applications  for  approval  of  the 
projects  listed  below.  The  Commission 
will  consider  these  applications  as  pro¬ 
posed  amendments  to  the  Comprehen¬ 
sive  Plan  pursuant  to  Article  11  of  the 
Compact,  and/or  as  project  approvals 
pursuant  to  §  3.8  of  the  Compact. 

1.  Paul  S.  Weinberg:  A  sewage  treat¬ 
ment  plant  to  serve  the  Paul  S.  Weinberg 
commercial  development  in  Uwchlan 
Township,  Chester  County,  Pa.  About  97 
percent  of  BOD5  and  95  percent  of  sus¬ 
pended  solids  will  be  removed  from  a 
sewage  flow  of  50,000  gallons  per  day. 
Treated  effluent  will  discharge  into  Sha- 
mona  Creek,  a  tributary  of  the  East 
Branch  Brandywine  Creek. 

2.  Uwchlan  Water  Co.:  A  well  (No.  1) 
to  develop  a  public  water  supply  in  Upper 
Uwchlan  Township,  Chester  County,  Pa. 
The  new  facility  is  expected  to  yield 
about  144,000  gallons  per  day. 

3.  Mount  Airy  Lodge:  Enlargement  of 
the  existing  sewage  treatment  facilities 
at  the  subject  resort  in  Paradise  Town¬ 
ship,  Monroe  County,  Pa.  About  96  per¬ 
cent  of  BODs  and  95  percent  of  suspended 
solids  will  be  removed  from  a  sewage  flow 
of  approximately  140,000  gallons  per  day. 
Treated  effluent  will  discharge  to  Forest 
Hills  Run  in  the  Brodhead  Creek  Water¬ 
shed. 


4.  Upper  Gwynedd  Township  Author¬ 
ity:  Replacement  of  an  intercepter  sewer 
in  Upper  Gwynedd  Township,  Montgom¬ 
ery  County,  Pa.  Approximately  two  miles 
of  interceptor  will  be  installed  to  convey 
an  ultimate  volume  on  24  million  gallons 
per  day  to  the  Authority’s  existing  treat¬ 
ment  plant.  Treated  effluent  will  dis¬ 
charge  to  Wissahickon  Creek. 

5.  Village  of  Walton:  A  sewage  treat¬ 
ment  plant  to  serve  the  Village  of  Wal¬ 
ton,  Delaware  County,  N.Y.  About  96  per¬ 
cent  of  BOD5  and  90  percent  of  sus¬ 
pended  solids  will  be  removed  from  a 
sewage  flow  of  1.17  million  gallons  per 
day.  Treated  effluent  will  discharge  to 
the  West  Branch  of  the  Delaware  River. 

6.  Maidencreek  Township  Water  Au¬ 
thority:  A  well  water  supply  project  to 
augment  public  water  supplies  in  Rus- 
combmanor  and  Maidencreek  Townships, 
Berks  County,  Pa.  Designated  Wells  Nos. 

1  and  2,  the  new  facilities  are  expected 
to  provide  a  combined  yield  of  about 
416,000  gallons  per  day. 

7.  Arrowhead  North  Sewage  Co.:  A 
sewage  treatment  project  at  the  subject 
recreational  community  in  Coolbaugh 
Township,  Monroe  County,  Pa.  About  92 
percent  of  BOD5  and  94  percent  of  sus¬ 
pended  solids  will  be  removed  from  a 
sewage  flow  of  50,000  gallons  per  day. 
Treated  effluent  will  discharge  to  the 
Lehigh  River. 

8.  A  Pocono  Country  Place,  Inc.:  A 
sewage  treatment  project  at  the  subject 
recreational  community  in  Coolbaugh 
Township,  Monroe  County,  Pa.  About  96 
percent  of  BOD5  and  97  percent  of  sus¬ 
pended  solids  will  be  removed  from  a 
sewage  flow  of  50,000  gallons  per  day. 
Treated  effluent  will  discharge  to  Dresser 
Rim,  a  tributary  of  Tobyhanna  Creek. 

9.  Artesian  Water  Co:  Four  well  water 
supply  projects,  designated  as  Glendale 
Nos.  5  and  6,  and  Hockessin  Nos.  G1  and 
G3,  located  in  New  Castle  County,  Del. 
The  four  new  facilities  will  augment  pub¬ 
lic  water  supplies  in  the  company’s  80 
square-mile  service  area  adjacent  to  the 
City  of  Wilmington.  Combined  with¬ 
drawals  will  be  limited  to  an  average  of 
2.09  million  gallons  per  day. 

10.  Delaware  County  Regional  Water 
Quality  Authority:  Modification  of  the 
Authority’s  pumping  station  and  force 
main  located  in  the  Borough  of  Marcus 
Hook  and  the  City  of  Chester,  Delaware 
County,  Pa.  About  1.4  miles  of  force  main 
will  be  installed  to  carry  an  average  waste 
flow  of  13.7  million  gallons  per  day. 

11.  Spring  City  Borough:  A  sewage 
treatment  plant  to  serve  Spring  City, 
East  Vincent  Township  and  Pennhurst 
State  School  in  Chester  County,  Pa. 
About  85  percent  of  BOD5  and  90  percent 
of  suspended  solids  will  be  removed  from 
a  sewage  flow  of  about  2.1  million  gal¬ 
lons  per  day.  Treated  effluent  will  dis¬ 
charge  to  the  Schuylkill  River. 

12.  East  Greenwich  Township:  A  well 
water  supply  project  to  augment  public 
water  supplies  in  East  Greenwich  Town¬ 
ship,  Gloucester  County,  N.J.  One  exist¬ 
ing  well  and  one  new  well  will  be  utilized 
to  provide  a  combined  withdrawal  of 
approximately  one  million  gallons  per 
day. 


13.  New  Castle  County  Dept,  of  Public 
Works:  A  sewage  treatment  plant  to 
serve  the  northwestern  section  of  New 
Castle  County,  Del.  The  three-million- 
gallon-per-day  facility  will  be  used  on  a 
temporary  basis  to  reduce  sewage  over¬ 
flows  into  Marsh  Creek  and  to  accom¬ 
modate  interim  development  in  the 
White  Clay  Creek  drainage  area. 

14.  City  of  Bordentown:  A  well  water 
supply  project  to  augment  public  water 
supplies  in  Hamilton  Township  in  Mercer 
County  and  Bordentown  Township  in 
Burlington  County,  N.J.  Three  existing 
wells  and  one  new  well  will  be  used  to 
provide  a  combined  yield  of  3  million 
gallons  per  day. 

15.  Ewing-Lawrence  Sewerage  Author¬ 
ity:  Expansion  of  the  Authority’s  sewage 
treatment  plant  in  Lawrence  Township, 
Mercer  County,  N.J.  About  90  percent  of 
BOD5  and  suspended  solids  will  be  re¬ 
moved  from  a  sewage  flow  of  11  million 
gallons  per  day.  Treated  effluent  will  dis¬ 
charge  to  Assunpink  Creek. 

16.  East  Stroudsburg  Borough  Author¬ 
ity:  A  re-rating  of  the  Authority’s  sew¬ 
age  treatment  plant  in  Monroe  County, 
Pa.  About  85  percent  of  BOD5  will  be  re¬ 
moved  from  a  sewage  flow  of  1.3  million 
gallons  per  day.  Treated  effluent  will  dis¬ 
charge  to  Brodhead  Creek. 

17.  Monsanto  Co:  A  well  water  project 
to  serve  the  company’s  plant  in  Logan 
Township,  Gloucester  County,  N.J.  The 
average  volume  of  water  withdrawn  from 
three  existing  wells  will  be  increased  to 
2.07  million  gallons  per  day. 

18.  Riegel  Products  Corp:  An  indus¬ 
trial  waste  treatment  project  at  the  com¬ 
pany’s  plant  in  Milford,  Warren  County, 
N.J.  About  85  percent  of  BOD5  and  95 
percent  of  suspended  solids  will  be  re¬ 
moved  from  a  wastewater  flow  of  4.2 
million  gallons  per  day.  Treated  effluent 
will  discharge  to  the  Delaware  River. 

19.  U.S.  Steel  Corp:  Docking  facilities 
at  the  company’s  American  Bridge  Di¬ 
vision  plant  in  the  City  of  Trenton, 
Mercer  County,  N.J.  Derrick  facilities 
will  be  installed  in  the  new  docking  area. 
About  6,000  cubic  yards  of  bottom  mate¬ 
rial  will  be  dredged  from  the  Delaware 
River  incident  to  construction  of  the 
project. 

20.  Rollins  Environmental  Services, 
Inc:  A  well  water  supply  project  to  serve 
the  company’s  industrial  facility  in 
Bridgeport,  Logan  Township,  Gloucester 
County,  N.J.  Average  withdrawal  from 
this  well  would  be  150,000  gallons  per  day. 

21.  Rolling  Environmental  Services, 
Inc:  A  surface  water  withdrawal  from 
the  Delaware  River  at  the  company’s 
facility  in  Bridgeport,  Logan  Township, 
Gloucester  County,  N.J.  A  maximum  of 
1.44  million  gallons  per  day  will  be  with¬ 
drawn  for  use  as  waste  incinerator  scrub¬ 
ber  water.  The  water  will  be  returned  to 
Rancocas  Creek  after  treatment  in  a  pro¬ 
posed  on-site  facility. 

22.  Blue  Ridge- Winkler  Textiles:  An 
industrial  waste  treatment  project  at  the 
company’s  plant  in  Bangor,  Northamp¬ 
ton  County,  Pa.  About  95  percent  of 
BOD5  and  90  percent  of  suspended  solids 
will  be  removed  from  a  waste  flow  of 
approximately  1.15  million  gallons  per 
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day.  Treated  effluent  will  discharge  to 
Martins  Creek. 

23.  Sohio  Petroleum  Co:  Extension  of 
an  unloading  dock  at  the  company’s  re¬ 
finery  in  Marcus  Hook,  Delaware  County, 
Pa.  The  new  facility  is  to  provide  addi¬ 
tional  tanker  berthing  space. 

24.  Olin  Corp:  An  industrial  waste 
treatment  project  at  the  company’s 
chemical  plant  in  Paulsboro,  Gloucester 
County,  N.J.,  which  recovers  waste  acid 
for  resale.  The  project  provides  almost 
complete  destruction  of  BOD  in  waste- 
water  flow  of  about  220,000.  Treated  ef¬ 
fluent  will  discharge  to  the  Delaware 
River. 

25.  Texaco,  Inc:  Expansion  of  mooring 
facilities  at  the  company’s  refinery  in 
Westville,  Gloucester  County,  N.J.  Fa¬ 
cilities  will  be  installed  for  interception 
and  removal  of  spilled  oil. 

26.  Tonolli  Corp:  An  industrial  waste 
treatment  facility  at  the  company’s  metal 
refining  plant  in  the  Borough  of  Nesque- 
honing,  Carbon  County,  Pa.  Treatment 
facilities  will  be  installed  for  the  neutrali¬ 
zation  of  acid  wastes  in  an  average 
wastewater  flow  of  11,000  gallons  per  day. 
Treated  effluent  will  discharge  to  Nesque- 
honing  Cr$ek,  a  tributary  of  the  Lehigh 
River. 

27.  Pennsylvania  Power  &  Light  Co: 
Expansion  of  the  Martins  Creek  electric 
generating  station  in  Northamption 
County,  Pa.  The  proposed  expansion  in¬ 
cludes  construction  of  Units  No.  3  and  No. 
4  which  are  oil-fired  generating  units, 
each  with  a  capacity  of  800  megawatts, 
alongside  two  existing  coal-fired  operat¬ 
ing  units  of  150  megawatts  each.  Asso¬ 
ciated  facilities  to  be  constructed  include 
a  natural  draft  cooling  tower  and  water 
inlet  works  to  provide  a  maximum  of  19.6 


cubic  feet  per  second  for  each  unit,  of 
which  an  average  of  13.7  cfs  per  unit 
would  be  evaporated. 

B.  An  application  for  water  quality 
certification  pursuant  to  section  401  of 
the  Federal  Water  Pollution  Control  Act: 

1.  New  Jersey  Dept,  of  Transportation: 
An  earth  dike  and  18-inch  outfall  line 
in  the  City  of  Camden,  N.J.  The  project 
will  convey  storm  water  runoff  from  the 
U.S.  Route  30  interchange  to  the  Cooper 
River. 

Documents  relating  to  the  items  on  this 
hearing  notice  may  be  examined  at  the 
Commission’s  offices.  Persons  wishing  to 
testify  are  requested  to  notify  the  Secre¬ 
tary  prior  to  the  hearing. 

Dated:  September  11,  1974. 

W.  Brinton  Whitall, 

Secretary. 

[FR  Doc.74-21693  Filed  9-18-74;8:45  am] 


FEDERAL  POWER  COMMISSION 

[Docket  Nos.  RI75-31,  et  al.] 

AMERADA  HESS  CORP.  ET  AL. 

Hearing  on  and  Suspension  of  Proposed 
Changes  in  Rates,  and  Allowing  Rate 
Changes  To  Become  Effective  Subject  to 
Refund  1 

September  11, 1974. 

Respondents  have  filed  proposed 
changes  in  rates  and  charges  for  juris¬ 
dictional  sales  of  natural  gas,  as  set  forth 
in  Appendix  A  hereof. 

The  proposed  changed  rates  and 
charges  may  be  unjust,  unreasonable, 


1  Does  not  consolidate  for  hearing  or  dis¬ 
pose  of  the  several  matters  herein. 


unduly  discriminatory,  or  preferential, 
or  otherwise  unlawful. 

The  Commission  fu.ds:  It  is  in  the  pub¬ 
lic  interest  and  consistent  with  the  Natu¬ 
ral  Gas  Act  that  the  Commission  enter 
upon  hearings  regarding  the  lawfulness 
of  the  proposed  changes,  and  that  the 
supplements  herein  be  suspended  and 
their  use  be  deferred  as  ordered  below. 

The  Commission  orders:  (A)  Under 
the  Natural  Gas  Act,  particularly  sec¬ 
tions  4  and  15,  the  regulations  pertain¬ 
ing  thereto  [18  CFR,  Chapter  II,  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  public  hearings  shall  be  held  con¬ 
cerning  the  lawfulness  of  the  proposed 
changes. 

(B)  Pending  hearings  and  decisions 
thereon,  the  rate  supplements  herein  are 
suspended  and  their  use  deferred  until 
date  shown  in  the  “Date  Suspended 
Until”  column.  Each  of  these  supple¬ 
ments  shall  become  effective,  subject  to 
refund,  as  of  the  expiration  of  the  sus¬ 
pension  period  without  any  further  ac¬ 
tion  by  the  Respondent  or  by  the  Com¬ 
mission.  Each  Respondent  shall  comply 
with  the  refunding  procedure  required 
by  the  Natural  Gas  Act  and  §  154.102  of 
the  regulations  thereunder. 

(C)  Unless  otherwise  ordered  by  the 
Commission,  neither  the  suspended  sup¬ 
plements,  nor  the  rate  schedules  sought 
to  be  altered,  shall  be  changed  until  dis¬ 
position  of  these  proceedings  or  expira¬ 
tion  of  the  suspension  period,  whichever 
is  earlier. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 


Appendix  A 


Docket  Respondent 
No. 


Rate 

sched¬ 

Sup¬ 

ple¬ 

Amount 

Purchaser  and  producing  area  of 

Date 

filing 

Effective 

date 

Date 

suspended  - 

Cents  per  Mcf* 

effect  sub- 
-  Ject  to 

ule 

No. 

ment 

No. 

annual 

increase 

tendered 

unless 

suspended 

until— 

Rate  in  Proposed 

effect  increased 

rate 

refund  in 
dockets 
Nos. 

RI75-31.. 

..  Amerada  Hess  Corp _ 

25 

8 

El  Paso  Natural  Gas  Co.  (Ignacio 
Field,  La  Plata  County,  Colo., 
San  Juan  Basin)  (Rocky  Moun¬ 
tain  Area). 

$415, 097 

8-12-74  . 

2-12-75 

24.48 

57.72 

_ do . . . 

49 

13 

El  Paso  Natural  Gas  Co.  (San 
Juan  Field,  Rio  Arriba  County, 
N.  Mex.,  San  Juan  Basin) 
(Rocky  Mountain  Area). 

392,321 

8-12-74  . 

2-12-75 

29.51 

>57.72  RI72-110; 

. do - - - - 

50 

18 

. do. . - - - 

55,001 

8-12-74  . . 

2-12-75 

25.18 

>  57. 72 

RI75-32. 

..  The  Superior  Oil  Co _ 

77 

s  13 

El  Paso  Natural  Gas  Co.  (Aneth 
Field,  San  Juan  County,  Utah) 
(Rocky  Mountain  Area). 

26, 626 

8-19-74  _ 

4-19-75 

7  4  27. 5641 

*•  29. 8281 

RI75-33. 

..  Marathon  Oil  Co . 

116 

3 

Colorado  Interstate  Gas  Co.  (Ore¬ 
gon  Basin  Field,  Park  County, 
Wyoming  Subarea)  (Rocky 
Mountain  Area). 

19,263 

8-21-74  . 

10-22-74 

4 « 7  22. 8822 

4  87  24.9624 

•Unless  otherwise  stated,  the  pressure  base  is  15.025  lb/in*a.  4  Subject  to  Btu  adjustment  up  and  down  from  1,000  Btu. 

1  Increase  based  on  Aztec  Oil  &  Gas  Co.  rate  which  became  effective  subject  to  8  Includes  a  double  amount  of  the  2  percent  increase  in  the  Wyoming  severance  fax. 

refund  on  July  2, 1974.  •  The  pressure  base  is  14.73  lb/in*a. 

1  Includes  upward  Btu  adjustment.  7  The  pressure  base  is  1.465  lb/inJa. 

*  For  sales  from  wells  commenced  prior  to  Jan.  1, 1973. 


The  proposed  rate  increases  which  ex¬ 
ceed  the  applicable  ceiling  rate  estab¬ 
lished  by  Opinion  No.  658  are  suspended 
for  five  months  and  Marathon’s  pro¬ 
posed  rate  increase  which  exceeds  the 
applicable  area  ceiling  rate  in  Order  No. 
435  is  suspended  for  one  day.  Because  of 
the  level  of  the  rates  sought  by  Amerada, 


its  proposed  increases  are  suspended  for 
five  months. 

Marathon  in  its  filing  includes  a  double 
amount  of  the  contractually  due  tax  re¬ 
imbursement  so  as  to  collect  tax  reim¬ 
bursement  on  past  production  as  well  as 
on  future  production.  It  shall  file  a  rate 
decrease  reflecting  only  contractually 


due  tax  reimbursement  for  future  pro¬ 
duction  after  tax  reimbursement  on  past 
production  has  been  recovered. 

In  regard  to  any  sale  of  natural  gas 
for  which  the  proposed  increased  rate 
is  filed  under  the  provisions  of  Opinion 
No.  699,  issued  June  21,  1974,  in  Docket 
No.  R-389-B,  no  part  of  the  proposed 
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rate  Increase  above  the  prior  applicable 
area  ceiling  rate  may  be  made  effective 
until  the  seller  submits  a  statement  in 
writing  demonstrating  that  Opinion  No. 
699  is  applicable  to  the  particular  in¬ 
creased  rate  filing,  in  whole  or  in  part. 
The  proposed  increased  rates  for  which 
such  support  shall  have  been  satisfac¬ 
torily  demonstrated  prior  to  September 
23, 1974,  will  be  made  effective  as  of  June 
21,  1974. 

[FR  Doc.74-21540  Filed  9-18-74;8:45  am] 

[Docket  No.  RI74-177] 

A.  O.  PHILLIPS 

Rescheduling  Prehearing  Conference 
September  12,  1974. 

On  September  10,  1974,  Staff  Counsel 
filed  a  motion  for  postponement  of  the 
prehearing  conference  fixed  by  order 
issued  July  3,  1974,  in  the  above-desig¬ 
nated  matter.  On  September  11, 1974,  this 
motion  was  denied. 

Notice  is  hereby  given  that  the  pre- 
hearing  conference  scheduled  for  Sep¬ 
tember  12,  1974,  is  postponed  until  Sep¬ 
tember  19,  1974,  10  a.m.,  e.d.t.  The  par¬ 
ticipants  shall  be  prepared  to  go  forward 
with  the  prehearing  conference  on  that 
date. 

Kenneth  P.  Plumb, 

Secretary. 

[FR  Doc.74-21711  Filed  9-18-74;8:45  am] 


[Docket  No.  E-8851  ] 

ALABAMA  POWER  CO. 

Order  Granting  in  Part  Application  for  Re¬ 
hearing  and  Motion  for  Modification  of 
Suspension  Period 

September  12, 1974. 

On  August  19,  1974,  Alabama  Power 
Company  filed  herein  an  application  for 
rehearing  of  the  Commission’s  order  is¬ 
sued  July  18,  1974,  which  order  sus¬ 
pended  Alabama’s  proposed  wholesale 
rate  increase  in  this  docket  until  Decem¬ 
ber  18,  1974.  Alabama  requests  that  the 
suspension  period  be  shortened  to  permit 
its  proposed  increase  to  become  effective 
as  of  July  18,  1974,  after  a  one-day  sus¬ 
pension.  On  August  29,  1974,  Alabama’s 
intervenor-customers  answered  in  oppo¬ 
sition  to  the  application  and  motion. 

In  support  of  its  request  for  a  short¬ 
ened  suspension  period,  Alabama  states 
that  it  is  presently  unable  to  issue  any 
first  mortgage  bonds  or  preferred  stock 
under  its  applicable  indenture  and  earn¬ 
ings  coverage  tests.  As  a  result,  Alabama 
states  it  will  be  forced  to  curtail  its  con¬ 
struction  program  unless  its  requests  for 
emergency  rate  relief  are  granted.  (Ala¬ 
bama  has  requested  emergency  retail 
rate  relief  from  the  Alabama  Public 
Service  Commission.) 

The  intervenors  argue  that  Alabama 
has  provided  no  new  facts  or  evidence 
upon  which  the  requested  relief  can 


properly  be  based.  They  argue  further 
that  since  Alabama’s  jurisdictional  sales 
make  only  an  insignificant  contribution 
to  the  company’s  earnings,  the  solution 
to  its  problems  depends  on  emergency 
relief  at  the  state  level. 

On  September  9,  1974,  Alabama  filed 
a  supplement  to  its  application  and  mo¬ 
tion;  and  an  answer  to  the  intervenor’s 
response.  Alabama  advises  that  the  Ala¬ 
bama  Public  Service  Commission  has 
granted,  in  part,  the  company’s  request 
for  emergency  retail  rate  relief.  Alabama 
also  requests  in  the  alternative  that  the 
Commission  make  the  proposed  rates  ef¬ 
fective,  subject  to  refund,  prospectively 
immediately  after  the  date  of  issuance 
of  a  Commission  order  in  this  docket 
shortening  the  suspension  period. 

Upon  further  consideration  of  this 
matter,  we  find  that  partial  relief  in  the 
form  of  a  shortened  suspension  period 
should  be  granted.  Alabama  has  shown 
that  its  ability  to  raise  both  debt  and 
equity  capital  is  impaired  under  the 
applicable  indenture  and  earnings  cov¬ 
erage  tests  and  as  a  result  of  the  extreme 
and  unusual  conditions  prevailing  in 
capital  markets  at  the  present  time.  Ala¬ 
bama’s  customer-intervenors  are  pro¬ 
tected  by  Alabama’s  obligation  to  refund 
with  interest  all  amounts  collected  in 
excess  of  the  just  and  reasonable  rate. 
On  balance,  we  believe  that  Alabama  has 
justified  its  request  for  a  shorter  sus¬ 
pension  period,  but  at  the  same  time 
we  are  not  prepared  to  permit  the  pro¬ 
posed  rates  to  become  effective  retro¬ 
actively  to  July  18,  1974,  as  requested  by 
Alabama.  We  believe,  instead  that  the 
record  before  us  justifies  permitting  Ala¬ 
bama’s  proposed  increased  rates  to  be¬ 
come  effective  as  of  the  date  of  this 
order,  subject  to  refund,  rather  than  on 
December  18, 1974,  as  required  under  the 
suspension  order  of  July  18,  1974. 

The  Commission  orders:  (A)  The  ap¬ 
plication  for  rehearing  filed  herein  by 
Alabama  Power  Company  on  August  19, 
1974,  is  hereby  granted,  and  the  motion 
for  modification  of  suspension  period  is 
granted  in  part,  by  permitting  Alabama’s 
proposed  rate  increase  in  this  docket  to 
become  effective  on  the  date  of  issuance 
of  this  order,  subject  to  refund. 

(B)  The  Secretary  shall  cause  prompt 
publication  of  this  order  in  the  Federal 
Register. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21706  Filed  9-18-74;8:46  am] 


[Project  No.  2732] 

CAROLINA  POWER  AND  LIGHT  CO. 
Extending  Briefing  Date 

September  12, 1974. 

On  August  19,  1974,  Intervenor  Caney 
Fork  Defense  Association  (CFDA)  re¬ 
quested  a  90  day  extension  of  the  Sep¬ 
tember  16, 1974,  filing  date  for  briefs  on 


the  issue:  whether  there  is  good  cause  for 
the  Commission  to  vacate  its  order  of 
June  18, 1974,  Issuing  a  preliminary  per¬ 
mit  to  Carolina  Power  and  Light  Com¬ 
pany  (CJ&L).  Intervenor  EPIC,  Inc., 
stated  it  had  no  objection  to  a  90  day 
extension  but  suggested  a  45  day  exten¬ 
sion  as  adequate  and  proper.  CP&L  op¬ 
poses  the  requested  90  day  extension  but 
indicated  it  would  not  object  to  a  30  day 
extension. 

After  considering  all  the  circumstances, 
the  Interests  in  assuring  CFDA  a  mean¬ 
ingful  opportunity  to  participate  as  an 
Intervenor  require  that  CFDA’s  request 
be  granted.  All  parties  are  authorized  to 
file,  no  later  than  December  16,  1974,' 
briefs  regarding  vacating  the  Commis¬ 
sion’s  order  granting  CP&L  a  preliminary 
permit  for  Project  No.  2732.  All  reply 
briefs  shall  be  filed  by  January  6, 1975. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.74-21732  Filed  9-18-74;8:46  am] 
[Docket  No.  E-8788] 

CENTRAL  TELEPHONE  AND  UTILITIES 

CORP. 

Filing  of  Service  Schedule 

September  12,  1974. 
Take  notice  that  by  letter  dated  May  7, 
1974,  the  Central  Telephone  and  Utilities 
Corporation  (Applicant)  filed  with  the 
Federal  Power  Commission  a  Service 
Schedule  to  the  Interconnection  Agree¬ 
ment  dated  January  23,  1963  between 
Central  Telephone  and  Utilities  Corpora¬ 
tion  and  the  Sunflower  Electric  Coopera¬ 
tive,  Inc.  This  service  schedule  provides 
for  the  sale  by  Applicant  to  the  Sunflower 
Electric  Cooperative  of  20  MW  of  elec¬ 
tric  capacity  without  reserves  to  be  sup¬ 
plied  from  the  La  Cygne  No.  1  Unit  of  the 
Kansas  Gas  and  Electric  Company. 

The  Sunflower  Electric  Cooperative 
Inc.  has  filed  with  the  Commission  a  cer¬ 
tificate  of  concurrence  to  this  Service 
Schedule. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Octo¬ 
ber  16,  1974  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426, 
petitions  to  Intervene  or  protests  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10).  All  protests 
filed  with  the  Commission  will  be  con¬ 
sidered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Persons  wishing  to  be¬ 
come  parties  to  a  proceeding  or  to  par¬ 
ticipate  as  a  party  in  any  hearing  there¬ 
in  must  file  petitions  to  intervene  in  ac¬ 
cordance  with  the  Commission’s  rules. 
The  application  is  on  file  with  the  Com¬ 
mission  and  is  available  for  public 
inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.74-21731  Filed  9-18-74;8:45  am] 
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[Docket  No.  CP64-89] 

CITIES  SERVICE  GAS  CO.  AND  NATURAL 
GAS  PIPELINE  CO.  OF  AMERICA 

Petitions  To  Amend 

September  12,  1974. 

Take  notice  that  on  August  20,  1974, 
Cities  Service  Gas  Company  (Cities), 
P.O.  Box  25128,  Oklahoma  City,  Okla¬ 
homa  73125,  and  on  September  4,  1974, 
Natural  Gas  Pipeline  Company  of  Amer¬ 
ica  (Natural),  122  South  Michigan  Ave¬ 
nue,  Chicago,  Illinois  60603,  filed  in 
Docket  No.  CP64-89  petitions  to  amend 
the  Commission’s  order  issued  in  said 
docket  on  January  2, 1964  (31  FPC  3) ,  as 
amended  by  orders  issued  August  14, 
1964,  April  13,  1965,  April  25,  1967,  July 
11,  1967,  and  April  17,  1970,  by  authoriz¬ 
ing  the  extension  to  May  1,  1980,  of  the 
period  during  which  Cities  and  Natural 
may  exchange  up  to  60,000  Mcf  of  nat¬ 
ural  gas  per  day  and  the  retention  of 
the  Hufnagel  No.  1  Exchange  Point  in 
Canadian  County,  Oklahoma,  all  as 
more  fully  set  forth  in  the  petitions  to 
amend  which  are  on  file  with  the  Com¬ 
mission  and  open  to  public  inspection. 

Cities  states  the  Hufnagel  No.  1  Ex¬ 
change  Point  was  installed  by  Natural 
and  placed  into  operation  on  March  5, 
1974,  pursuant  to  an  emergency  ex¬ 
change  arrangement  under  §  157.22  of 
the  Commission’s  regulations  under  the 
Natural  Gas  Act  (18  CFR  157.22),  and 
that  the  cost  to  Cities  was  $2,307.54, 
which  included  a  4-inch  tap  and  check 
setting. 

Natural  advises  that  it  commenced  an 
emergency  purchase  of  gas  from  the 
Hufnagel  No.  1  well  in  Canadian  County, 
pursuant  to  long-term  gas  purchase  con¬ 
tracts  with  Eason  Oil  Company  and  Har¬ 
per  Oil  Company  on  March  5,  1974,  and, 
concurrently  with  such  purchase,  also 
commenced  an  emergency  exchange  with 
Cities.  To  implement  the  emergency  pur¬ 
chase  and  exchange  Natural  constructed 
1.98  miles  of  6-inch  pipeline  and  a  meas¬ 
uring  facility,  pursuant  to  §  157.22  of  the 
Commission’s  regulations  for  delivery  of 
the  gas  to  Cities  at  a  point  on  Cities’ 
existing  12-inch  pipeline  in  Canadian 
County.  The  estimated  cost  of  such  fa¬ 
cilities  is  $90,000,  according  to  Natural, 
which  cost  was  met  from  funds  on  hand. 

Natural  proposes  to  deliver  up  to  10,000 
Mcf  of  gas  per  day  to  Cities  through  the 
facilities  constructed  under  the  emer¬ 
gency  provisions  and  for  which  perma¬ 
nent  authority  is  requested.  Cities  will 
redeliver  volumes  of  exchange  gas  attrib¬ 
utable  to  Natural’s  interest  (approxi¬ 
mately  60  percent)  in  the  Hufnagel  well 
to  Natural  at  the  various  existing  ex¬ 
change  points  previously  authorized  in 
the  instant  docket. 

Cities  states  that  the  extension  of  time 
proposed  in  the  instant  docket  and  the 
operation  of  the  additional  exchange 
point  will  enable  it  to  continue  to  use  its 
excess  capacity  in  its  South  Blackwell 
system  to  meet  the  growing  demands  of 
its  present  customers.  Natural  states  that 
the  principal  purpose  for  the  additional 
delivery  point  and  the  extended  exchange 
period  is  to  enable  it  and  Cities  to  re¬ 
ceive  into  their  respective  pipeline  sys¬ 


tems  volumes  of  natural  gas  to  be  pur¬ 
chased  from  the  Hufnagel  No.  1  Well. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petitions  to  amend  should  on  or  before 
October  7,  1974,  file  with  the  Federal 
Power  Commission,  Washington,  D.C. 
20426,  a  petition  to  intervene  or  a  protest 
in  accordance  with  the  requirements  of 
the  Commission’s  rules  of  practice  and 
procedure  (18  CFR  1.8  or  1.10)  and  the 
regulations  under  the  Natural  Gas  Act 
(18  CFR  157.10).  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 

Any  person  wishing  to  become  a  party 
to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  must  file  a 
petition  to  intervene  in  accordance  with 
the  Commission’s  rules. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21725  Filed  9-18-74;8:45  am] 

[Docket  No.  RI75-13] 

CLORIS  L.  DALE 

Order  Granting  Petition  for  Special  Relief 
September  13, 1974. 

On  July  27,  1974  Cloris  L.  Dale  (Dale), 
a  small  producer,  filed  a  petition  for  spe¬ 
cial  relief  under  §  2.76  1  of  the  Commis¬ 
sion’s  General  Policy  and  Interpreta¬ 
tions  with  respect  to  sales  from  the  Su¬ 
dan  No.  1  Unit,  Hugoton  Field,  Kearney 
County,  Kansas  ( Hugoton-  Anadarko 
Area)  to  Northern  Natural  Gas  Com¬ 
pany  (Northern) . 

Notice  of  the  petition  was  issued  Au¬ 
gust  6,  and  appeared  in  the  Federal  Reg¬ 
ister  on  August  12,  1974  at  39  FR  28942. 
No  petitions  to  intervene  were  filed. 

The  gas  is  to  be  sold  pursuant  to  a 
contract  amendment  dated  July  24,  1973 
between  Dale  and  Northern  which  pro¬ 
vides  that  the  price  to  be  received  for 
sales  from  the  Sudan  No.  1  Well  will 
be  increased  from  the  current  area  rate 
of  13.51  cents  per  Mcf  to  25  cents  per 
Mcf. 

On  July  23,  1974^  the  Commission  is¬ 
sued  six  orders3  with  reference  to  peti¬ 
tions  for  special  relief.  Each  order  stated, 
inter  alia,  that  an  analysis  of  a  special 
relief  petition  required  close  scrutiny  of 
the  additional  reserves  which  are  esti¬ 
mated  to  be  recoverable,  and  the  costs 
therefor,  if  the  petition  is  to  be  approved. 
Pursuant  to  this  direction,  in  the  instant 
case  our  staff  has  made  a  detailed  and 
comprehensive  study  of  the  reserve  and 
cost  information  made  available  to  it  by 
the  producer  and  the  Kansas  Corpora¬ 
tion  Commission.  Based  upon  the  peti¬ 
tion,  the  data  filed  in  support  thereof, 
and  the  staff  analysis  of  reserves  and 

1  18  CFR  §  2.76. 

2  C.  K.  Oil  Company,  Docket  No.  RI74-234; 
Cities  Service  Oil  Company,  et  al.,  Docket 
Nos.  RI74-142,  et  al.;  Dinero  OU  Company, 
Docket  No.  RI74-220;  Sun  OU  Company, 
Docket  No.  RI74-236;  Sun  OU  Company, 
Docket  No.  RI74-237;  Terra  Resources,  Inc., 
Docket  No.  RI74-240. 


costs,  all  of  which  comprise  a  part  of  the 
record  in  this  proceeding,  we  conclude 
that  the  petition  is  “economically  justi¬ 
fied”  as  is  required  by  §  2.76(c)*  of  the 
Commission’s  General  Policy  and  Inter¬ 
pretations,  and  should,  therefore,  be 
granted. 

The  Commission  orders : 

For  the  above-stated  reasons,  the  peti¬ 
tion  for  special  relief  of  Cloris  L.  Dale  is 
hereby  granted..  Dale  is  authorized  to 
collect  25  cents  per  Mcf  for  all  gas  pro¬ 
duced  from  the  Sudan  No.  1  Unit,  Kear¬ 
ney  County,  Kansas,  effective  on  the  date 
of  this  Commission  order. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21723  Filed  9-18-74;8:45  am] 


[Docket  No.  CP75-69] 

COLUMBIA  GAS  TRANSMISSION  CO. 

Application 

September  12,  1974. 
Take  notice  that  on  September  3, 1974, 
Columbia  Gas  Transmission  Company 
(Applicant),  1700  MacCorkle  Avenue 
S.E.,  Charleston,  West  Virginia  25314, 
filed  in  Docket  No.  CP75-69  an  applica¬ 
tion  pursuant  to  section  7(c)  of  the  Nat¬ 
ural  Gas  Act  for  a  certificate  of  public 
convenience  and  necessity  authorizing 
reductions  in  winter  contract  quantities 
of  natural  gas  sold  to  Columbia  Gas  of 
Maryland,  Inc.  (Maryland) ,  Columbia 
Gas  of  New  York,  Inc.  (New  York) ,  Co¬ 
lumbia  Gas  of  Ohio,  Inc.  (Ohio) ,  Colum¬ 
bia  Gas  of  Pennsylvania,  Inc.  (Pennsyl¬ 
vania),  Columbia  Gas  of  Virginia,  Inc. 
(Virginia),  Columbia  Gas  of  West  Vir¬ 
ginia,  Inc.  (West  Virginia),  The  Ohio 
Valley  Gas  Company  (Ohio  Valley) ,  The 
Cincinnati  Gas  and  Electric  Company 
(Cincinnati) ,  and  The  Union  Light,  Heat 
and  Power  Company  (Union)  and  a  re¬ 
duction  in  the  contract  demand  of  nat¬ 
ural  gas  sold  to  Commonwealth  Natural 
Gas  Corporation  (Commonwealth),  all 
as  more  fully  set  forth  in  the  application 
which  is  on  file  with  the  Commission  and 
open  to  public  inspection. 

In  accordance  with  the  desires  of  the 
respective  customers,  Applicant  requests 
authorization  to  sell  natural  gas  under: 

1.  A  revised  service  agreement  with 
Maryland  dated  April  30, 1974,  effectuat¬ 
ing  a  reduction  in  Maryland’s  winter 
contract  quantity  from  882,000  Mcf  to 
700,000  Mcf  under  Rate  Schedule  WS  in 
Zone  6. 

2.  A  revised  service  agreement  with 
New  York  dated  April  30, 1974,  effectuat¬ 
ing  a  reduction  in  New  York’s  winter 
contract  quantity  from  1,326,500  Mcf  to 
1,125,000  Mcf  under  Rate  Schedule  WS 
in  Zone  7. 

3.  A  revised  service  agreement  with 
Ohio  dated  April  30,  1974,  effectuating  a 
reduction  in  Ohio’s  winter  contract 
quantity  from  48,924,000  Mcf  to  40,770,- 
000  Mcf  under  Rate  Schedule  WS  in 
Zone  4. 


*18  CFR  5  2.76(c). 
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4.  A  revised  service  agreement  with 
Pennsylvania  dated  April  30,  1974,  ef¬ 
fectuating  a  reduction  in  Pennsylvania’s 
winter  contract  quantity  from  10,285,600 
Mcf  to  9,890,000  Mcf  under  Rate  Sched¬ 
ules  WS  in  Zone  6. 

5.  A  revised  service  agreement  with 
Virginia  dated  April  30,  1974,  effectuat¬ 
ing  a  reduction  in  Virginia’s  winter  con¬ 
tract  quantity  from  1,655,500  Mcf  to 
1,397,500  Mcf  under  Rate  Schedule  WS 
in  Zone  2. 

6.  A  revised  service  agreement  with 
West  Virginia  dated  April  30,  1974,  ef¬ 
fectuating  a  reduction  in  West  Virginia’s 
winter  contract  quantity  from  2,476,800 
Mcf  to  2,130,000  Mcf  under  Rate  Sched¬ 
ule  WS  in  Zone  6. 

7.  A  revised  service  agreement  with 
Ohio  Valley  dated  April  30,  1974,  ef¬ 
fectuating  a  reduction  in  Ohio  Valley’s 
winter  contract  quantity  from  1,131,000 
Mcf  to  1,032,000  Mcf  and  from  2,008,600 
Mcf  to  1,403,600  Mcf  under  Rate  Sched¬ 
ule  WS  in  Zones  1  and  6,  respectively. 

8.  A  revised  service  agreement  with 
Cincinnati  dated  May  30, 1974,  effectuat¬ 
ing  a  reduction  in  Cincinnati’s  winter 
contract  quantity  from  10,035,000  Mcf 
to  6,690,000  Mcf  and  from  2,250,000  Mcf 
to  1,500,000  Mcf  under  Rate  Schedule 
WS  in  Zones  3  and  4,  respectively. 

9.  A  revised  service  agreement  with 
Union  dated  May  30,  1974,  effectuating 
a  reduction  in  Union’s  winter  contract 
quantity  from  3,434,000  to  2,424,000  Mcf 
under  Rate  Schedule  WS  in  Zone  3. 

10.  A  revised  service  agreement  with 
Commonwealth  dated  April  30,  1974,  ef¬ 
fectuating  a  reduction  in  Common¬ 
wealth's  contract  demand  from  215,501 
Mcf  to  210,756  Mcf  under  Rate  Schedule 
CDS  in  Zone  2. 

Applicant  states  that  the  reduction  in 
winter  contract  quantities  are  permitted 
by  Section  13  and  the  reduction  in  con¬ 
tract  demand  is  permitted  by  Section  12 
of  the  General  Terms  and  Conditions  of 
Applicant’s  FPC  Gas  Tariff,  Original 
Volume  No.  1. 

Applicant  requests  an  effective  date  of 
November  1,  1974  for  the  revised  service 
agreements  for  Maryland,  New  York, 
Ohio,  Pennsylvania,  Virginia,  West  Vir¬ 
ginia,  Ohio  Valley,  Cincinnati  and  Union, 
and  an  effective  date  of  December  1, 
1974,  for  Commonwealth’s  revised  service 
agreement. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Oc¬ 
tober  7,  1974,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the  reg¬ 
ulations  under  the  Natural  Gas  Act  (18 
CFR  157.10).  All  protests  filed  with  the 
Commission  wTill  be  considered  by  it  in 
determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
Protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party 
to  a  proceeding  or  to  participate  as  a 
party  in  any  hearing  therein  must  file  a 
petition  to  intervene  in  accordance  with 
the  Commission’s  rules. 


Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re¬ 
view  of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or  if 
the  Commission  on  its  own  motion  be¬ 
lieves  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  Will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

(FR  Doc.74-21727  Filed  9-18-74;8:45  am] 


[Docket  No.  RP75-8] 

COMMERCIAL  PIPELINE  CO.,  INC. 

Order  Suspending  Proposed  Rate  Increase, 
Accepting  PGA  Clause  With  Condition, 
Denying  Waiver,  and  Establishing  Pro¬ 
cedures 

September  13,  1974. 

On  July  31,  1974,  Commercial  Pipe¬ 
line  tendered  for  filing  proposed  changes 
in  its  FPC  Gas  Tariff,  First  Revised  Vol¬ 
ume  No.  1 1  with  a  proposed  effective  date 
of  September  15, 1974.  Original  Sheet  No. 
3A  sets  forth  the  new  rates  applicable 
to  service  rendered  under  Commercial’s 
Rate  Schedule  F-l.  Such  sheet  provides 
for  a  new  rate  of  $0.9012  per  Mcf  for 
“Base  Load”  gas  (the  present  rate  is 
$0.6341  per  Mcf)  and  $1.0122  per  Mcf  for 
“Excess”  gas  (the  present  rate  is  $0.7451 
per  Mcf).  This  represents  a  26.710  per 
Mcf  increase  in  each  rate ;  the  allocation 
to  base  gas  and  excess  gas  rates  was 
upon  an  equal  basis.  This  new  rate  will 
result  in  increased  annual  revenues  to 
commercial  of  $79,486  based  on  the  12 
months  ended  March  31,  1974,  as  ad¬ 
justed.  Commercial  states  that  the 
principal  reasons  for  its  proposed  rate  in¬ 
creases  are  an  increase  in  its  cost  of 
purchased  gas  of  16.240  per  Mcf  in 
“Base  Load”  gas  and  14.030  per  Mcf  in 
“Excess”  gas  (this  increase  is  since  Com¬ 
mercial’s  last  rate  filing  in  Docket  No. 
RP72-105) ;  increases  in  its  cost  of  plant; 
increased  operational  and  maintenance 
costs;  and  the  need  to  provide  for  a  more 
adequate  rate  of  return.  Commercial 
proposes  a  9.75  percent  overall  return 
with  an  11.75  percent  return  on  equity. 
Commercial  also  proposes  to  incor¬ 
porate  a  Purchased  Gas  Adjustment 
Clause  (PGA  Clause)  into  its  tariff  pur¬ 
suant  to  §  154.38(d)  (4)  of  the  Regula¬ 
tions.  Our  review  of  Commercial’s  pro¬ 
posed  PGA  clause  indicates  that  it  con- 


1  Original  Sheet  Noe.  3A,  7A  and  7B  and 
Fourth  Revised  Sheet  No.  4. 


forms  to  §  154.38(d)(4)  of  the  Regula¬ 
tions  except  that  the  clause  provides  for 
a  30  day  notice  period  instead  of  the  45 
day  period  prescribed  in  §  154.38(d)  (4) 

(v)  of  the  Regulations  for  rate  changes 
under  PGA  clauses.  Accordingly,  we  shall 
accept  for  filing  and  make  effective  as 
of  September  15, 1974,  as  proposed,  Com¬ 
mercial’s  PGA  clause  upon  condition 
that  Commercial  file  revised  tariff  sheets 
within  30  days  of  the  date  of  issuance 
of  this  order  which  prescribe  a  45  day 
notice  period  for  rate  changes  under  its 
PGA  clause. 

Commercial  has  also  asked  for  a 
waiver  of  Section  154.63(f)  of  the  Regu¬ 
lations  which  requires  the  filing  of  State¬ 
ment  P  in  support  of  a  rate  increase  ap¬ 
plication.  Our  review  discloses  that  a 
Statement  P  filing  is  necessary  for  com¬ 
plete  evaluation  of  the  proposed  rate  in¬ 
crease,  and  therefore  we  shall  require 
Commercial  to  file  a  Statement  P  within 
15  days. 

The  proposed  tariff  changes  were  no¬ 
ticed  on  August  16,  1974,  with  Septem¬ 
ber  3,  1974,  established  as  the  deadline 
for  the  filing  of  protests  and  interven¬ 
tions.  No  interventions  or  protests  have 
been  filed  in  this  proceeding. 

Our  review  of  Commercial’s  filing  indi¬ 
cates  that  the  proposed  rate  increase  has 
not  been  shown  to  be  just  and  reasonable 
and  may  be  unjust,  unreasonable,  or 
unduly  discriminatory.  Accordingly,  we 
shall  suspend  the  proposed  rate  increase 
for  one  day,  subject  to  refund,  and 
establish  hearing  procedures  to  deter¬ 
mine  the  justness  and  reasonableness 
of  the  proposed  change  in  rates;  we  shall 
also  deny  the  requested  waiver  of  §  154.63 
(f )  of  the  regulations. 

The  Commission  finds: 

(1)  The  proposed  tariff  sheets  ten¬ 
dered  on  July  31, 1974  should  be  accepted 
for  filing. 

(2)  The  proposed  PGA  clause  should 
be  accepted  for  filing  and  made  effective 
as  hereinafter  conditioned  and  ordered. 

(3)  The  proposed  change  in  rates  may 
be  unjust,  unreasonable,  unduly  dis¬ 
criminatory,  preferential,  or  otherwise 
unlawful  and  should  therefore  be  sus¬ 
pended  for  one  day,  subject  to  refund, 
to  become  effective  September  16,  1974, 
and  should  be  set  for  hearing. 

(4)  Good  cause  does  not  exist  to  grant 
Commercial  the  requested  waiver  of  Sec¬ 
tion  154.63(f)  of  the  regulations. 

The  Commission  orders: 

(A)  Pending  a  hearing  and  a  decision 
thereon,  Commercial’s  proposed  rate  in¬ 
crease,  tendered  July  31,  1974,  is  hereby 
accepted  for  filing  and  suspended  for 
one  day,  subject  to  refund,  to  become 
effective  September  16,  1974. 

(B)  Commercial’s  proposed  PGA 
clause  is  accepted  for  filing  and  made 
effective  September  15, 1974,  as  proposed, 
upon  condition  that  Commercial  file  re¬ 
vised  tariff  sheets  within  30  days  of  the 
date  of  issuance  of  this  order  which  pre¬ 
scribe  a  45  day  notice  period  for  rate 
changes  under  the  PGA  clause,  as  re¬ 
quired  by  §  154.38(d)  (4)  (v)  of  the 
regulations. 

(C)  Commercial’s  request  for  waiver 
of  §  154.63(f)  of  the  Regulations  requir- 
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ing  a  Statement  P  filing  is  denied  and 
Commercial  shall  file  a  Statement  P 
within  15  days. 

(D)  Pursuant  to  authority  of  the 
Natural  Gas  Act,  particularly  section  4 
thereof,  and  the  Commission’s  rules  of 
practice  and  procedure  and  the  regula¬ 
tions  under  the  Natural  Gas  Act  (18  CFR, 
Chapter  I),  a  public  hearing  shall  be 
held  on  January  14,  1975  at  10  A.M.  in  a 
hearing  room  of  the  Federal  Power  Com¬ 
mission,  825  North  Capitol  Street,  NE., 
Washington,  D.CT  20426  concerning  the 
lawfulness  of  Commercial’s  proposed  rate 
increase. 

(E)  On  or  before  December  3,  1974, 
the  Commission  Staff  shall  serve  its 
prepared  testimony  and  exhibits.  Any 
prepared  testimony  and  exhibits  of  Pe¬ 
titioners  shall  be  served  on  or  before 
December  17,  1974.  Any  rebuttal  evi¬ 
dence  by  the  company  shall  be  served 
on  or  before  December  30,  1974. 

(F)  A  Presiding  Administrative  Law 
Judge  to  be  designated  by  the  Chief  Ad¬ 
ministrative  Law  Judge  for  that  purpose 
(See  Delegation  of  Authority,  18  CFR 
3.5(d)),  shall  preside  at  the  hearing  in 
this  proceeding,  shall  prescribe  relevant 
procedural  matters  not  herein  provided, 
and  shall  control  this  proceeding  in  ac¬ 
cordance  with  the  policies  expressed  in 
the  Commission’s  rules  of  practice  and 
procedure. 

(G)  Nothing  contained  herein  should 
be  construed  as  limiting  the  rights  of 
the  parties  to  this  proceeding  regarding 
the  convening  of  conferences  or  offers 
of  settlement  pursuant  to  §  1.18  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure. 

(H)  The  Secretary  of  the  Commis¬ 
sion  shall  cause  prompt  publication  of 
this  order  in  the  Federal  Register. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21728  Filed  9-18-74;8:45  am] 


[Docket  No.  E-8952] 

CONNECTICUT  LIGHT  AND  POWER  CO. 

Order  Granting  Intervention 

September  13, 1974. 

On  August  2,  1974,  Connecticut  Light 
and  Power  (CL&P)  tendered  for  filing 
proposed  changes  in  its  rate  schedule 
designated  FPC  Rate  1.  The  proposed 
changes  would,  effective  September  1, 
1974,  increase  revenues  from  jurisdic¬ 
tional  sales  and  service  by  $1,084,000 
based  on  the  12  month  period  ending 
December  31,  1974.  In  addition,  CL&P 
proposes  to  make  modifications  in  the 
rate  form,  fuel  adjustment  clause  form¬ 
ula  and  certain  other  provisions  relating 
to  service  to  its  wholesale  customers. 

Letters  of  protest  and  petitions  to  in¬ 
tervene  were  due  on  or  before  August  23, 
1974.  The  Bozrah  Light  and  Power 
Company  (BL&P)  timely  filed  a  protest 
and  request  to  intervene.  The  participa¬ 
tion  of  BL&P  may  be  in  the  public  in¬ 
terest  and  therefore  their  timely  inter¬ 
vention  shall  be  granted. 

The  Commission  finds : 


The  participation  of  the  above  named 
party  may  be  in  the  public  interest. 

The  Commission  orders:  (A)  The 
above  named  party  is  permitted  to  in¬ 
tervene  in  this  proceeding  subject  to 
the  rules  and  regulations  of  the  Com¬ 
mission  and  the  procedures  set  forth  in 
the  Commission  Order  of  August  30, 
1974,  Provided,  however.  That  partici¬ 
pation  of  said  intervenor  shall  be  lim¬ 
ited  to  matters  affecting  asserted  rights 
and  interests  specifically  set  forth  in  its 
petition  to  intervene,  and  Provided,  fur¬ 
ther,  the  admission  of  such  intervenor 
shall  not  be  construed  as  recognition  by 
the  Commission  that  it  might  be  ag¬ 
grieved  by  an  order  or  orders  entered  in 
this  proceeding. 

(B)  The  Secretary  shall  cause  prompt 
publication  of  this  order  to  be  made  in 
the  Federal  Register. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21724  Filed  9-18-74;8:45  am] 


[Docket  No.  CP75-60] 

EL  PASO  NATURAL  GAS  CO. 

Application 

September  13,  1974. 

Take  notice  that  on  August  29,  1974, 
El  Paso  Natural  Gas  Company  (Appli¬ 
cant),  P.O.  Box  1492,  El  Paso,  Texas 
79978,  filed  in  Docket  No.  CP75-60  an 
application  pursuant  to  section  7(c)  of 
the  Natural  Gas  Act  for  a  certificate  of 
public  convenience  and  necessity  author¬ 
izing  (1)  the  modification  of  its  exist¬ 
ing  Bell  Road  measuring  and  regulating 
station  located  on  Applicant’s  interstate 
system  so  as  to  provide  sufficient  delivery 
capacity  to  permit  required  gas  deliveries 
by  Applicant  to  Arizona  Public  Service 
Company  (APS)  for  resale  and  distribu¬ 
tion  to  Priority  1  and  2  gas  consumers, 
served  by  said  meter  station  situated  near 
Sun  City,  Arizona,  commencing  with  the 
1974-75  winter  heating  season,  and  (2) 
the  reapportionment  among  certain 
existing  delivery  points,  as  requested  by 
APS,  of  presently  authorized  contract 
quantities  of  gas  all  in  Maricopa  County, 
Arizona,  all  as  more  fully  set  forth  in 
the  application  which  is  on  file  with  the 
Commission  and  open  to  public  inspec¬ 
tion. 

Applicant  states  that  it  constructed  in 
1970  a  meter  station  (Bell  Road  meter 
station)  in  Maricopa  County,  Arizona,  to 
provide  for  the  sale  and  delivery  of  up  to 
1,700  Mcf  of  gas  daily  to  APS  for  resale 
in  the  Sim  City  area  pursuant  to  budget- 
type  authorization  granted  by  order  is¬ 
sued  December  30,  1969  (42  FPC  1296). 
Applicant  relates  that  since  the  construc¬ 
tion  of  Bell  Road  meter  station,  the  vol¬ 
umes  of  gas  delivered  by  means  thereof 
to  APS  have  substantially  increased 
above  the  contract  quantity,  attributable 
primarily  to  the  increased  development 
and  expansion  of  the  Sun  City  area. 
Applicant  states  that  as  a  further  result 
of  such  development  and  the  increased 
Priority  1  and  2  requirements  in  the  Sun 


City  area,  APS  has  informed  Applicant 
that  the  volumes  of  gas  delivered  to  APS 
are  no  longer  adequate  for  the  protec¬ 
tion  of  Priority  1  and  2  requirements  in 
the  southern  Sun  City  area  and,  further, 
under  present  design  load  conditions, 
APS’  Litchfield  Road-Wickenburg  feeder 
system  will  not  be  capable  of  serving  the 
Priority  1  and  2  requirements  of  the 
City  of  Wickenburg,  Arizona,  during  the 
1974-75  winter  heating  season  due  to  in¬ 
adequate  line  pressure.1 

In  order  to  provide  increased  deliveries 
to  APS  at  Bell  Road  and  prevent  a  pres¬ 
sure  loss  on  APS’  Litchfield  Road-Wic¬ 
kenburg  feeder  system,  Applicant  pro¬ 
poses  to  reapportion  deliveries  between 
Applicant’s  Bell  Road  meter  station  and 
Lateral  25  meter  station  by  reducing  the 
maximum  day  contract  quantities  of  the 
Lateral  25  delivery  point  by  4,900  Mcf 
and  increasing  the  maximum  day  con¬ 
tract  quantities  at  the  Bell  Road  delivery 
point  by  a  like  quantity.  In  addition.  Ap¬ 
plicant  proposes  to  modify  the  Bell  Road 
meter  station  by  replacing  the  positive 
displacement  meter  with  one  standard 
4-i/z  inch  O.D.  orifice-type  meter  run 
with  necessary  appurtenances. 

Applicant  states  that  the  estimated 
total  cost  of  the  proposed  modification 
of  facilities  is  $2,750,  which  cost  will  be 
financed  by  the  use  of  working  funds. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  October 
7,  1974,  file  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  a  peti¬ 
tion  to  intervene  or  a  protest  in  accord¬ 
ance  with  the  requirements  of  the  Com¬ 
mission’s  rules  of  practice  and  proce¬ 
dure  (18  CFR  1.8  or  1.10)  and  the  regula¬ 
tions  under  the  Natural  Gas  Act  (18  CFR 
157.10).  All  protests  filed  with  the  Com¬ 
mission  will  be  considered  by  it  in  deter¬ 
mining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  pro- 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the  Com¬ 
mission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  re¬ 
view  of  the  matter  finds  that  a  grant  of 
the  certificate  is  required  by  the  public 
convenience  and  necessity.  If  a  petition 


1  Applicant  states  that  absent  approval  of 
the  authorization  requested  herein,  APS 
would  be  required  to  construct  3(4  miles  of 
8-lnch  main  and  8(4  miles  of  4-lnch  main 
looping  its  existing  Litchfield  Road- Wicken¬ 
burg  feeder  system  at  an  estimated  cost  to 
APS  of  approximately  $486,000  in  order  ade¬ 
quately  to  serve  the  City  of  Wickenburg  and 
Sun  City,  Arizona,  during  the  1974-75  heat-  , 
ing  season.  ** 
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for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be¬ 
lieves  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Pltjmb, 
Secretary. 

IFR  Doc.74-21721  Filed  9-18-74:8:45  ami 


[Docket  No.  CP75-67J 
EL  PASO  NATURAL  GAS  CO. 

Application 

September  13,  1974. 
Take  notice  that  on  August  30,  1974, 

El  Paso  Natural  Gas  Company  (Appli¬ 
cant),  P.O.  Box  1492,  El  Paso,  Texas 
79978,  filed  in  Docket  No.  CP75-67  an 
application  pursuant  to  section  7(b)  of 
the  Natural  Gas  Act  for  permission  and 
approval  to  abandon  a  meter  station  and 
certain  tap  facilities  and  the  natural  gas 
service  rendered  thereby  in  San  Juan 
County,  New  Mexico,  Maricopa  County, 
Arizona,  and  Castro  and  Lamb  Counties, 
Texas,  all  as  more  fully  set  forth  in  the 
application  which  is  on  file  with  the  Com¬ 
mission  and  open  to  public  inspection. 

Applicant  proposes  to  abandon  one 
non-standard  displacement-type  meter 
station,  with  appurtenances,  required  for 
the  sale  and  delivery  of  natural  gas  to 
Shell  Pipe  Line  Corporation  (Shell)  for 
use  as  engine  fuel  at  Shell's  Horseshoe 
Canyon  Pumping  Station  in  San  Juan 
County,  New  Mexico.  Applicant  states 
that  Shell  has  informed  Applicant  that 
the  subject  pumping  station  has  recently 
been  converted  from  a  natural  gas  energy 
source  to  electrical  power  obviating  the 
need  for  Applicant’s  meter  station  at 
such  location. 

Applicant  additionally  proposes  to 
abandon  three  one-inch  tap  and  valve 
assemblies,  with  appurtenances,  required 
to  enable  Pioneer  Natural  Gas  Company 
(Pioneer)  to  serve  certain  of  Applicant’s 
right-of-way  grantors  in  Castro  and 
Lamb  Counties,  Texas,  and  a  one  one- 
inch  tap  and  valve  assembly,  with  appur¬ 
tenances,  required  to  enable  Arizona 
Public  Service  Company  (APS)  to  serve 
one  of  Applicant’s  right-of-way  grantors 
in  Maricopa  County,  Arizona.  The  appli¬ 
cation  states  that  Pioneer  and  APS  have 
agreed  with  Applicant  that  natural  gas 
service  at  the  subject  tap  locations  is  no 
longer  required,  thus  obviating  the  need 
for  Applicant’s  taps.  Applicant  indicates 
that  the  Pioneer  facilities  will  be  aban¬ 
doned  in  place  while  those  tap  facilities 
serving  APS  will  be  removed  and  placed 
into  stock  pending  future  need  for  such 
facilities. 

Applicant  estimates  that  total  cost  of 
the  proposed  abandonments,  including 
filing  fee,  is  $675. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Octo¬ 
ber  7,  1974,  file  with  the  Federal  Power 


Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  Rules  of  Practice  and  Pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the  Reg¬ 
ulations  under  the  Natural  Gas  Act  (18 
CFR  157.10).  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti¬ 
tion  to  intervene  in  accordance  with  the 
Commission’s  Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro-  - 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  permis¬ 
sion  for  and  approval  of  the  proposed 
abandonment  are  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or  if 
the  Commission  on  its  own  motion  be¬ 
lieves  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21722  Filed  9-18-74;8:45  am] 


[Docket  No.  E-7869] 

ILLINOIS  POWER  CO. 

Filing  of  Facility  Use  Agreement 

September  12, 1974. 

Take  notice  that  by  letter  dated  July 
19,  1974,  the  Illinois  Power  Company 
(Applicant)  filed  with  the  Federal  Pow¬ 
er  Commission  an  Appendix  to  the  Fa¬ 
cility  Use  Agreement,  dated  June  16, 1972 
between  Central  Illinois  Light  Company 
and  Applicant  (designated  Rate  Sched¬ 
ule  FPC  No.  62  and  supplements  1 
through  4  thereto) .  This  Appendix  to  the 
Use  of  Agreement  provides  for  the  use  of 
Applicant’s  facilities  by  the  Central  Illi¬ 
nois  Light  Company  in  connection  with 
the  delivery  of  electric  service  to  the 
Homer  and  Bement  areas  and  provides 
that  the  annual  rental  charge  for  the 
use  of  Applicant’s  facilities  shall  be 
$240,468. 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  application  should  on  or  before  Oc¬ 
tober  16, 1974  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426, 
petitions  to  intervene  or  protests  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10).  All  protests 
filed  with  the  Commission  will  be  con¬ 


sidered  by  it  in  determining  the  appro¬ 
priate  action  to  be  taken  but  will  not 
serve  to  make  the  protestants  parties  to 
the  proceeding.  Persons  wishing  to  be¬ 
come  parties  to  a  proceeding  or  to  par¬ 
ticipate  as  a  party  in  any  healing  there¬ 
in  must  file  petitions  to  intervene  in  ac¬ 
cordance  with  the  Commission’s  Rules. 
The  application  is  on  file  with  the  Com¬ 
mission  and  is  available  for  public  in¬ 
spection. 

Kenneth  F.  Plumb, 

Secretary. 

|FR  Doc .74-2 1730  FUed  9-18-74:8:45  am] 


[Docket  No.  E-8986] 

INDIANA  &  MICHIGAN  ELECTRIC  CO. 

Filing  of  Electric  Service  Agreement 
September  12,  1974. 

Take  notice  that  on  August  21,  1974, 
Indiana  &  Michigan  Electric  Company 
(I&M)  tendered  for  filing  an  agreement 
between  I&M  and  the  City  of  Fort 
Wayne,  Indiana  (Port  WayneX  concern¬ 
ing  service  to  Fort  Wayne  at  a  new  de¬ 
livery  point  designated  the  Avondale 
Switching  Station.  I&M  states  that  the 
new  delivery  point  was  installed  at  Fort 
Wayne’s  request  and  that  service  will  be 
provided  under  I&M’s  FPC  Electric  Tar¬ 
iff  WS. 

According  to  I&M,  the  facilities  for  the 
new  delivery  point  were  energized  on 
July  31,  1974,  and  therefore,  I&M  re¬ 
quests  waiver  of  the  notice  require¬ 
ments  of  the  Commission’s  Regulations 
and  designate  July  31,  1974,  as  the  effec¬ 
tive  date  for  the  agreement. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a  pe¬ 
tition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street,  N.E.,  Washington,  D.C. 
20426,  in  accordance  with  §§  1.8  and  1.10 
of  the  Commission’s  rules  of  practice  and 
procedure  (18  CFR  1.8,  1.10).  All  such 
petitions  or  protests  should  be  filed  on  or 
before  September  25,  1974.  Protests  will 
be  considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  the  pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  intervene.  Copies  of  this 
application  are  on  file  with  the  Commis¬ 
sion  and  are  available  for  public  inspec¬ 
tion. 

Kenneth  F.  Plumb, 

Secretary. 

IFR  Dot.  74-21714  FUed  9-18-74;8:45  am] 


[Docket  No.  E-8997  ] 

IOWA-ILLINOIS  GAS  AND  ELECTRIC  CO. 
Tariff  Change 

September  11,  1974. 
Take  notice  that  Iowa-Hlinois  Gas 
and  Electric  Company,  on  August  30, 
1974  tendered  for  filing  pursuant  to 
I  35.13  of  the  regulations  under  the  Fed¬ 
eral  Power  Act,  proposed  changes  in  its 
Electric  Rate  Schedule  FPC  No.  20  which 
is  used  to  serve  Shiyrard  Power  System, 
of  Orion,  Illinois.  Tne  changes,  proposed 
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to  be  effective  September  30,  1974,  were 
based  on  a  12-month  test  period  ended 
May  31,  1974  and  would  result  in  in¬ 
creased  revenues  from  jurisdictional  sales 
and  service  by  $195,730. 

Iowa-Illinois  Gas  and  Electric  Com¬ 
pany  alleges  that  the  proposed  increase 
in  revenues  is  necessary  to  restore  its  op¬ 
erating  income  to  a  level  which  provides 
an  adequate  rate  of  return.  It  further  al¬ 
leges  that  the  increase  is  essential  to  in¬ 
sure  the  company  of  sufficient  revenue 
and  operating  income  to  adequately  meet 
the  operating  expenses  necessary  to  pro¬ 
vide  good  electric  service  and  to  attract 
the  additional  capital  required. 

Iowa-Illinois  Gas  and  Electric  Com¬ 
pany  states  that  copies  of  the  filing  were 
served  upon  its  only  jurisdictional  cus¬ 
tomer,  Sherrard  Power  System,  and  upon 
the  Illinois  Commerce  Commission. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a  pe¬ 
tition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street,  NE.,  Washington,  D.C. 
20426,  in  accordance  with  §§1.8  and  1.10 
of  the  Commission’s  rules  of  practice  and 
procedure.  All  such  petitions  or  protests 
should  be  filed  on  or  before  September  20, 
1974.  Protests  will  be  considered  by  the 
Commission  in  determining  the  appro¬ 
priate  action  to  be  taken,  but  will  not 
serve  to  make  protestants  parties  to  the 
proceeding.  Any  person  wishing  to  be¬ 
come  a  party  must  file  a  petition  to  in¬ 
tervene.  Copies  of  this  application  are  on 
file  with  the  Commission  and  are  avail¬ 
able  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.74-21716  Filed  9-18-74;8:45  am] 

[Docket  No.  RP73-91] 

MCCULLOCH  INTERSTATE  GAS  CORP. 

Filing  of  Tariff  Sheet 

September  12,  1974. 

Take  notice  that  on  August  28,  1974, 
McCulloch  Interstate  Gas  Corporation 
(McCulloch)  tendered  for  filing  Second 
Revised  Sheet  No.  32  to  McCulloch  Inter¬ 
state  Gas  Corporation’s  FPC  Gas  Tariff 
Original  Volume  No.  1.  According  to  Mc¬ 
Culloch,  the  filing  provides  for  a  Pur¬ 
chased  Gas  Adjustment  rate  increase  of 
6.500/Mcf,  effective  October  1,  1974,  in 
accordance  with  the  terms  of  the  Pur¬ 
chased  Gas  Adjustment  Cost  Provision 
set  forth  in  Original  Sheets  Nos.  28-31  of 
McCulloch’s  currently  effective  FPC  Gas 
Tariff  Original  Volume  No.  1,  as  approved 
by  FPC  order  issued  January  7, 1974,  Mc¬ 
Culloch  states  that  the  filing  will  enable 
McCulloch:  (1)  to  recover  the  balance  in 
McCulloch’s  Unrecovered  Purchased  Gas 
Cost  Account  as  of  June  30, 1974  and  (2) 
to  provide  for  a  current  Gas  Cost  Adjust¬ 
ment  in  order  to  permit  McCulloch  to  re¬ 
cover  the  higher  cost  of  gas  purchases 
which  McCulloch  is  currently  incurring. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a  pe¬ 
tition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street  NE.,  Washington,  D.C. 
20426,  in  accordance  with  §§  1.8  and  1.10 


of  the  Commission’s  rules  of  practice  and 
procedure  (18  CFR  1.8,  1.10).  All  such 
petitions  or  protests  should  be  filed  on  or 
before  September  25,  1974.  Protests  will 
be  considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  protes¬ 
tants  parties  to  the  proceeding.  Any  per¬ 
son  wishing  to  become  a  party  must  file 
a  petition  to  intervene.  Copies  of  this  ap¬ 
plication  are  on  file  with  the  Commis¬ 
sion  and  are  available  for  public 
inspection. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21708  Filed  9-18-74:8:45  am] 


[Docket  No.  RP74-101] 

NATIONAL  FUEL  GAS  SUPPLY  CORP. 

Filing  of  Tariff  Sheet 

September  12, 1974. 

Take  notice  that  on  August  23,  1974, 
National  Fuel  Gas  Supply  Corporation 
(National  Fuel)  tendered  for  filing  First 
Revised  Sheet  No.  2  to  National  Fuel’s 
FPC  Gas  Tariff,  Original  Volume  No.  2. 
According  to  National  Fuel,  this  filing  re¬ 
flects  an  annual  increase  of  $463,380  in 
the  interim  rate  filed  by  National  Fuel 
on  June  28,  1974,  in  this  docket.  National 
Fuel  states  that  this  increase  is  made  to 
reflect  increased  costs  of  gas  purchased 
from  National  Fuel’s  supplies. 

National  Fuel  requests  a  waiver  of  the 
45-day  notice  requirement  contained  in 
§  4.6  of  the  general  terms  and  conditions 
of  its  FPC  tariff  due  to  National  Fuel’s 
failure  to  receive  its  supplier’s  revised 
rates  in  time  to  make  a  timely  filing,  and 
in  addition,  National  Fuel  requests  waiver 
of  the  notice  requirements  of  the  Com¬ 
mission’s  Rules  and  Regulations  to 
permit  this  filing  to  become  effective  on 
September  1,  1974. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a  pe¬ 
tition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street  NE.,  Washington,  D.C. 
20426,  in  accordance  with  §§  1.8  and  1.10 
of  the  Commission’s  rules  of  practice  and 
procedure  (18  CFR  1.8,  1.10).  All  such 
petitions  or  protests  should  be  filed  on  or 
before  September  25,  1974.  Protests  will 
be  considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  protes¬ 
tants  parties  to  the  proceeding.  Any  per¬ 
son  wishing  to  become  a  party  must  file 
a  petition  to  intervene.  Copies  of  this  ap¬ 
plication  are  on  file  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21710  Filed  9-18-74;8:45  am] 


NATIONAL  POWER  SURVEY  TECHNICAL 
ADVISORY  COMMITTEE  ON  THE  IMPACT 
OF  INADEQUATE  ELECTRIC  POWER 
SUPPLY 

Order  Designating  Additional  Member 
September  13,  1974. 
The  Federal  Power  Commission,  by 
order  issued  February  28,  1974,  estab¬ 


lished  the  National  Power  Survey  Tech¬ 
nical  Advisory  Committee  on  the  Impact 
of  Inadequate  Electric  Power  Supply. 

2.  Membership.  An  additional  member 
of  the  Technical  Advisory  Committee  on 
the  Impact  of  Inadequate  Electric  Power 
Supply,  as  selected  by  the  Chairman  of 
the  Commission,  with  the  approval  of 
the  Commission  is  as  follows: 

Dr.  Alvin  Kaufman,  Director,  Office  of  Eco¬ 
nomic  Research,  New  York  State  Public 
Service  Commission. 

Dr.  Kaufman  replaces  Dr.  Alfred  E. 
Kahn. 

By  the  Commission. 

[seal]  Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21717  Filed  9-18-74;8:45  am] 


[Docket  No.  CP75-61] 

NATURAL  GAS  PIPELINE  CO.  OF  AMERICA 
Application 

September  13,  1974. 

Take  notice  that  on  "August  30,  1974, 
Natural  Gas  Pipeline  Company  of 
America  (Applicant) ,  122  South  Mich¬ 
igan  Avenue,  Chicago,  Illinois  60603,  filed 
in  Docket  No.  CP75-61  an  application 
pursuant  to  section  7(b)  of  the  Natural 
Gas  Act  for  permission  and  approval  to 
abandon  its  Crawford  sales  measuring 
facility  in  the  City  of  Chicago,  Illinois, 
through  which  Applicant  delivers  gas  to 
The  Peoples  Gas  Light  and  Coke  Com¬ 
pany  (Peoples) ,  an  affiliate,  all  as  more 
fully  set  forth  in  the  application,  which 
is  on  file  with  the  Commission  and  open 
to  public  inspection. 

Applicant  states  that  the  subject  facil¬ 
ity  has  been  relaced  by  a  new  sales  and 
measuring  facility  upstream  and  that 
this  new  facility  is  owned  and  will  be 
maintained  by  Peoples  and  operated  by 
Applicant.  Applicant  proposes  to  sell  a 
portion  of  the  abandoned  facility  to 
Peoples  for  $57,274.98  and  either  to  re¬ 
move  and  salvage  or  abandon  in  place 
the  remaining  equipment.  The  total  esti¬ 
mated  salvage  value  of  the  facility,  in¬ 
cluding  the  sale  to  Peoples  is  $67,927.67. 

Applicant  further  states  that  there  will 
be  no  change  in  daily  design  capacity  of 
Applicant’s  system  as  a  result  of  the  pro¬ 
posed  abandonment. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  October 
7,  1974,  file  with  the  Federal  Power  Com¬ 
mission,  Washington,  D.C.  20426,  a  peti¬ 
tion  to  intervene  or  a  protest  in  accord¬ 
ance  with  the  requirements  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  and  the  regulations 
under  the  Natural  Gas  Act  (18  CFR 
157.10).  All  protests  filed  with  the  Com¬ 
mission  will  be  considered  by  it  in  deter¬ 
mining  the  appropriate  action  to  be  taken 
but  will  not  serve  to  make  the  pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party  in 
any  hearing  therein  must  file  a  petition 
to  intervene  in  accordance  with  the  Com¬ 
mission’s  rules. 
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Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject  to 
the  jurisdiction  conferred  upon  the  Fed¬ 
eral  Power  Commission  by  sections  7  and 
15  of  the  Natural  Gas  Act  and  the  Com¬ 
mission's  rules  of  practice  and  procedure, 
a  hearing  will  be  held  without  further 
notice  before  the  Commission  on  this 
application  if  no  petition  to  intervene  is 
filed  within*  the  time  required  herein, 
if  the  Commission  on  its  own  review  of 
the  matter  finds  that  permission  and  ap¬ 
proval  for  the  proposed  abandonment 
are  required  by  the  public  convenience 
and  necessity.  If  a  petition  for  leave  to 
intervene  is  timely  filed,  or  if  the  Com¬ 
mission  on  its  own  motion  believes  that 
a  formal  hearing  is  required,  further  no¬ 
tice  of  such  hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or  be 
represented  at  the  hearing. 

*  Kenneth  F.  Plumb, 

\  Secretary. 

[FR  Doc.74-21720  Filed  9-18-74;8:45  am] 

[Docket  No.  CP75-70] 

NATURAL  GAS  PIPELINE  CO.  OF  AMERICA 
Application 

September  13,  1974. 
Take  notice  that  on  September  3, 1974, 
Natural  Gas  Pipeline  Company  of  Amer¬ 
ica  (Applicant),  122  South  Michigan 
Avenue,  Chicago,  Illinois  60603,  filed  in 
Docket  No.  CP 7 5-70  an  application  pur¬ 
suant  to  section  7  of  the  Natural  Gas  Act 
and  §  157.7(g)  of  the  regulations  there¬ 
under  (18  CFR  157.7(g) )  for  a  certificate 
of  public  convenience  and  necessity  au¬ 
thorizing  the  construction  for  a  12- 
month  period  commencing  October  1, 
1974,  and  the  operation  and  for  permis¬ 
sion  and  approval  for  abandonment,  of 
field  gas  compression  and  related  appur¬ 
tenant  facilities,  all  as  more  fully  set 
forth  in  the  application,  which  is  on 
file  with  the  Commission  and  open  to 
public  inspection. 

The  purpose  of  this  budget-type  appli¬ 
cation  is  to  augment  Applicant’s  ability 
to  act  with  reasonable  dispatch  in  the 
construction,  relocation  and  abandon¬ 
ment  of  field  compression  facilities  which 
will  not  result  in  changing  Applicant’s 
system  salable  capacity  or  service  from 
that  authorized  prior  to  filing  of  the  in¬ 
stant  application. 

Applicant  states  that  the  total  cost 
of  the  proposed  construction,  relocation 
and  abandonment  will  not  exceed  $3,000,- 
000,  and  the  cost  for  any  single  project 
will  not  exceed  $500,000.  These  costs  will 
be  financed  from  available  funds  on 
hand. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Octo¬ 
ber  7,  1974,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the 
regulations  under  the  Natural  Gas  Act 


(18  CFR  157.10).  All  protests  filed  with 
the  Commission  will  be  considered  by  It 
in  determining  the  appropriate  action 
to  be  taken  but  will  not  serve  to  make 
the  protestants  parties  to  the  proceed¬ 
ing.  Any  person  wishing  to  become  a 
party  to  a  proceeding  or  to  participate 
as  a  party  in  any  hearing  therein  must 
file  a  petition  to  intervene  in  accord¬ 
ance  with  the  Commission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  proce¬ 
dure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re¬ 
view  of  the  matter  finds  that  a  grant 
of  the  certificate  and  permission  and  ap¬ 
proval  for  the  proposed  abandonment 
are  required  by  the  public  convenience 
and  necessity.  If  a  petition  for  leave  to 
intervene  is  timely  filed,  or  if  the  Com¬ 
mission  on  its  own  motion  believes  that 
a  formal  hearing  is  required,  further 
notice  of  such  hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.  74-21719  Filed  9-18-74;8:45  am] 


[Docket  No.  CP73-227] 

NORTHERN  NATURAL  GAS  CO. 

Petition  To  Amend 

September  12, 1974. 

Take  notice  that  on  August  19,  1974, 
Northern  Natural  Gas  Company  (Peti¬ 
tioner),  2223  Dodge  Street,  Omaha, 
Nebraska  68102,  filed  in  Docket  No. 
CP73-227  a  petition  to  amend  the  order 
of  the  Commission  issued  in  the  subject 
docket  on  November  30,  1973  (50  FPC 

_ ),  pursuant  to  section  7(c)  of  the 

Natural  Gas  Act  so  as  to  defer  for  one 
year  a  presently  authorized  increase  in 
maximum  daily  volumes  of  gas  to  be 
transported  for  Northern  States  Power 
Company  (NSP),  all  as  more  fully  set 
forth  in  the  petition  to  amend,  which  is 
on  file  with  the  Commission  and  open 
to  public  inspection. 

By  the  order  of  November  30, 1973,  the 
Commission  authorized  Petitioner  to 
transport  natural  gas  for  NSP  pursuant 
to  a  contract  between  the  two  parties, 
dated  January  12,  1973.  Under  the  terms 
of  this  agreement.  Petitioner  was  to  re¬ 
duce  its  deliveries  to  NSP  at  St.  Paul, 
Minnesota,  by  amounts  equal  to  NSP’s 
peak-shaving  production  in  the  St.  Paul 
area  and  concurrently  transport  and 
deliver  equivalent  volumes  to  Midwest¬ 
ern  Gas  Transmission  Company  (Mid¬ 
western)  for  the  account  of  NSP.  Com¬ 
mencing  with  the  1973-1974  heating  sea¬ 
son,  Petitioner  was  to  transport  and 
deliver  a  maximum  daily  volume  of  4,000 
1973-1974  heating  season.  Petitioner  was 
to  transport  and  deliver  a  maximum 


daily  volume  of  4,000  Mcf  for  NSP.  Com¬ 
mencing  with  the  1974-1975  heating  sea¬ 
son,  Petitioner’s  daily  obligation  was  to 
increase  to  8,000  Mcf.  For  all  heating  sea¬ 
sons  thereafter  the  maximum  daily  vol¬ 
ume  was  to  be  12,000  Mcf. 

The  petition  to  amend  states  only  that 
NSP  has  requested  that  the  increase  in 
the  maximum  daily  volume  be  deferred 
for  one  year.  Petitioner,  therefore,  re¬ 
quests  the  Commission  to  amend  its  order 
issued  in  the  instant  docket  to  provide 
for  such  a  one-year  deferral. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
petition  to  amend  should  on  or  before 
October  7,  1974,  file  with  the  Federal 
Power  Commission,  Washington,  D.C. 
20426,  a  petition  to  intervene  or  a  pro¬ 
test  in  accordance  with  the  requirements 
of  the  Commission’s  rules  of  practice  and 
procedure  (18  CFR  1.8  or  1.10)  and  the 
regulations  under  the  Natural  Gas  Act 
(18  CFR  157.10).  All  protests  filed  with 
the  Commission  will  be  considered  by  it 
in  determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  the 
protestants  parties  to  the  proceeding. 
Any  person  wishing  to  become  a  party  to 
a  proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti¬ 
tion  to  intervene  in  accordance  with  the 
Commission’s  rules. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21707  Filed  9-18-74;8:45  am] 
[Docket  No.  CP75— 68] 

NORTHERN  NATURAL  GAS  CO. 

Application 

September  12,  1974. 

Take  notice  that  on  September  3, 1974, 
Northern  Natural  Gas  Company  (Appli¬ 
cant),  2223  Dodge  Street,  Omaha,  Ne¬ 
braska  68102,  filed  in  Docket  No.  CP75- 
68  an  application  pursuant  to  section 
7(c)  of  the  Natural  Gas  Act,  as  imple¬ 
mented  by  §  157.7  (c)  and  (e)  of  the  reg¬ 
ulations  thereunder  (18  CFR  157.7  (c) 
and  (e) ) ,  for  a  certificate  of  public  con¬ 
venience  and  necessity  authorizing  un¬ 
specified  miscellaneous  branchline  and 
town  border  station  rearrangements  dur¬ 
ing  calendar  year  1975  and  for  permis¬ 
sion  and  .approval  to  abandon  various 
minor  direct  sales  facilities  during  the 
calendar  year  1975,  all  as  more  fully  set 
forth  in  the  application  which  is  on  file 
with  the  Commission  and  open  to  public 
inspection. 

The  purpose  of  this  budget-type  appli¬ 
cation  is  to  augment  Applicant’s  ability 
to  act  with  reasonable  dispatch  in  its 
efforts  to  provide  adequate  and  reliable 
gas  service  to  its  customers  by  miscel¬ 
laneous  rearrangements  of  existing  fa¬ 
cilities  and  to  act  wth  reasonable  dis¬ 
patch  in  abandoning  service  and  remov¬ 
ing  direct  sales  measuring,  regulating, 
and  appurtenant  facilities.  Applicant 
states  that  the  total  cost  of  the  rear¬ 
rangement  and  construction  of  facilities 
proposed  herein  will  not  exceed  $300,000, 
and  such  costs  will  be  financed  with 
working  funds.  Applicant  further  states 
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that  the  proposed  construction  and  oper¬ 
ation  will  not  result  in  any  change  in 
Applicant’s  service. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Octo¬ 
ber  7,  1974,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the  regu¬ 
lations  under  the  Natural  Gas  Act  (18 
CFR  157.10).  All  protests  filed  with  the 
Commission  will  be  considered  by  it  in 
determining  the  appropriate  action  to  be 
taken  but  will  not  serve  to  make  the  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  to  a 
proceeding  or  to  participate  as  a  party 
in  any  hearing  therein  must  file  a  peti¬ 
tion  to  intervene  in  accordance  with  the 
Commission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re¬ 
view  of  the  matter  finds  that  a  grant  of 
the  certificate  and  permission  and  ap¬ 
proval  for  the  proposed  abandonment  are 
required  by  the  public  convenience  and 
necessity.  If  a  petition  for  leave  to  in¬ 
tervene  is  timely  filed,  or  if  the  Commis¬ 
sion  on  its  own  motion  believes  that 
a  formal  hearing  is  required,  further  no¬ 
tice  of  such  hearing  will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21726  Filed  9-18-74:8:45  am] 


•  [Docket  No.  E-8999] 

ORANGL  &  ROCKLAND  UTILITIES,  INC. 

New  Power  Supply  Contract 

September  11, 1974. 

Take  notice  that  on  August  30,  1974, 
Orange  &  Rockland  Utilities,  Inc. 
(Orange  &  Rockland)  tendered  for  filing 
a  new  power  supply  contract  between 
Orange  &  Rockland  and  Pike  County 
Light  and  Power  Company  (Pike) .  This 
contract  replaces  an  outstanding  con¬ 
tract  between  the  parties  providing  for 
the  sale  of  power  by  Orange  &  Rockland 
to  Pike,  its  wholly  owned  subsidiary,  on 
a  cost  of  service  basis. 

Orange  &  Rockland  asserts  that  the 
only  changes  effected  by  the  new  contract 
are  a  new  method  of  determining  rate  of 
return,  and  some  minor  modifications  to 
working  capital.  The  new  contract,  the 
company  states,  represents  an  increase 
In  revenues  of  $13,490.  An  effective  date 
of  October  1,  1974,  has  been  requested. 

Any  person  desiring  to  be  heard  or  to 


protest  said  contract  should  file  a  peti¬ 
tion  to  intervene  or  protest  with  the  Fed¬ 
eral  Power  Commission,  825  North  Capi¬ 
tol  Street,  NE.,  Washington,  D.C.  20426, 
in  accordance  with  §§  1.8  and  1.10  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8,  1.10).  All  such  peti¬ 
tions  or  protests  should  be  filed  on  or 
before  September  19,  1974.  Protests  will 
be  considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken,  but  will  not  serve  to  make  Protes¬ 
tants  parties  to  the  proceeding.  Any  per¬ 
son  wishing  to  become  a  party  must  file 
a  petition  to  intervene.  Copies  of  this 
filing  are  on  file  with  the  Commission 
and  are  available  for  public  inspection. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74-21715  Filed  9-1 8-74; 8: 45  am] 


[Docket  No.  CI68-957] 

PETROLEUM  MANAGEMENT,  INC. 

(OPERATOR),  ET  AL. 

Application 

September  12,  1974. 

Take  notice  that  on  August  19,  1974, 
Petroleum  Management,  Inc.  (Operator) , 
et  al.  (Applicant) ,  1902  The  600  Building, 
Corpus  Christi,  Texas  78401,  filed  in 
Docket  No.  CI68-957  an  application  pur¬ 
suant  to  Section  7(b)  of  the  Natural  Gas 
Act  for  permission  and  approval  to  aban¬ 
don  a  sale  of  natural  gas  in  interstate 
commerce  to  Florida  Gas  Transmission 
Company  (Florida)  from  the  East  Aran¬ 
sas  Pass  Field,  Aransas  County,  Texas,  all 
as  more  fully  set  forth  in  the  application 
which  is  on  file  with  the  Commission  and 
open  to  public  inspection.1 

Applicant  states  that  its  predecessor 
in  interest,  Atlantic  Refining  Company, 
entered  into  a  20-year  contract,  dated 
June  29,  1956,  for  the  sale  of  natural  gas 
to  Coastal  Transmission  Corporation 
(now  Florida)  from  leases  in  the  Kring, 
Darby,  Atlantic  Fee,  Barber,  Conn 
Brown,  and  Heist  Gas  Units,  all  in  the 
East  Aransas  Pass  Field,  Aransas  County, 
Texas.  Said  sale  was  authorized  by  the 
Commission  in  the  subject  docket. 

Applicant  states  that  production  from 
the  Kring,  Darby,  and  Atlantic  Fee  Gas 
Units  has  ceased  due  to  depletion  of  re¬ 
serves  and  as  a  result  the  leases  for  said 
units  have  lapsed.  Accordingly,  Appli¬ 
cant  requests  Commission  permission, 
and  approval  to  abandon  the  sale  of  gas 
to  Florida  from  the  leases  in  the  Kring, 
Darby  and  Atlantic  Fee  Gas  Units. 

Applicant  further  states  that  in  1971 
Florida  was  not  compressing*  and  pur- 


1  Applicant  flies  this  application  on  behalf 
of  itself  and  the  other  leasehold  owners  in¬ 
volved:  Skelly  Oil  Company,  Clinton  OU  Co., 
Estate  of  J.  R.  Howe,  Deceased,  and  Total 
Oil  and  Gas,  Ltd. 

*  Applicant  states  that  under  the  June  29, 
1956,  contract.  Applicant  was  not  required  to 
deliver  gas  in  excess  of  500  pslg  after  June  26, 
1969,  nor  was  it  required  to  install  or  operate 
compressor  facilities  to  deliver  such  gas. 
However,  either  Applicant  or  Florida  had  the 
option  to  Install  such  compressor  facilities, 
which  option  Florida  chose  to  exercise. 


chasing  gas  available  to  it  (300-500  Mcf ) 
from  4  of  the  5  wells  in  the  Barber,  Conn 
Brown  and  Heist  Gas  Units.®  Applicant 
claims  that  it  sought  a  commitment  from 
Florida  as  to  whether  Florida  intended 
to  exexcise  its  option  to  compress  such 
low  pressure  gas  (approximately  50  psig) 
and  purchase  the  sgme  under  the  afore¬ 
mentioned  contract.  Applicant  states 
the  Florida  failed  to  respond.  Because 
Florida  expressed  no  interest  in  said  gas 
and  because  Applicant  was  precluded  by 
the  Texas  Railroad  Commission  from 
flaring  said  gas,  Applicant  states  that  it 
chose  to  sell  such  gas  on  an  oral  day-to- 
day  basis  to  Lo-Vaca  Gathering  Com¬ 
pany  (Lo-Vaca)  in  order  to  prevent  the 
lapsing  of  the  leases  involved  due  to  the 
lack  of  production  in  commercial  quanti¬ 
ties  and  to  prevent  damage  to  the  wells 
from  shutting  them  in. 

Additionally,  Applicant  states  that  for 
a  period  of  about  one  month  in  early 
1973  Florida  suspended  gas  purchases 
from  the  only  remaining  well  from  which 
Florida  was  purchasing  gas  under  the 
aforesaid  contract  due  to  difficulties  in 
the  operation  of  its  compressor  at  the 
Barber  Gas  Unit  Well  No.  I.4  Applicant 
claims  that  again  in  an  effort  to  prevent 
the  leases  in  the  Barber  Gas  Unit  from 
lapsing  it  began  the  sale  of  gas  from  the 
Barber  Gas  Unit  Well  No.  1  to  Lo-Vaca. 

Subsequently,  Applicant  alleges,  Flor¬ 
ida  determined  that  Applicant  had  no 
gas  available  under  the  aforesaid  con¬ 
tract  at  500  psig  and  that  the  low  pres¬ 
sure  gas  that  was  available  was  being 
sold  by  Applicant  to  Lo-Vaca.  Applicant 
further  alleges  that  in  the  middle  of  1973 
Florida  removed  its  facilities  employed 
for  the  compression  and  purchase  of  gas 
and,  accordingly,  abandoned  all  pur¬ 
chases  of  gas  from  Applicant  under  the 
aforementioned  contract. 

Applicant  states  that  the  foregoing 
facts  together  with  the  fact  that  Flor¬ 
ida  has  made  no  effort  in  over  12  months 
to  meet  its  obligations  under  the  June  29, 
1956,  contract  leads  to  the  conclusion 
that  Florida  has  abandoned  all  its  rights 
to  purchase  gas  under  said  contract.  Ac¬ 
cordingly,  Applicant  requests  Commis¬ 
sion  permission  and  approval  to  abandon 
all  service  to  Florida  authorized  in  the 
subject  docket. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  Octo¬ 
ber  7,  1974,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10).  All  protests 
filed  with  the  Commission  will  be  con¬ 
sidered  by  it  in  determining  the  appro- 


*  Barber  Gas  Unit  Well  No.  2,  Conn  Brown 
Gas  Unit  Well  No.  1,  Heist  Gas  Unit  Well  Nos. 
1  and  2.  Florida  was  only  compressing  and 
purchasing  from  Barber  Gas  Unit  Well  No.  1. 

*  Applicant  points  out  that  due  to  the  shut- 
in  for  30-40  days  of  the  Barber  Gas  Unit 
Well  No.  1  (caused  by  Florida’s  mechanical 
difficulties),  Applicant  was  never  able  to  re¬ 
gain  the  level  of  wellhead  pressure  extant 
prior  to  the  shut-in. 
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pri&te  action  to  be  taken  but  will  not 
serve  to  make  the  Protestants  parties  to 
the  proceeding.  Any  person  wishing  to 
become  a  party  to  a  proceeding  or  to 
participate  as  a  party  in  any  hearing 
therein  must  file  a  petition  to  intervene 
in  accordance  with  the  Commission’s 
Rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own 
review  of  the  matter  finds  that  permis¬ 
sion  and  approval  for  the  proposed 
abandonment  are  required  by  the  public 
convenience  and  necessity.  If  a  petition 
for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion  be¬ 
lieves  that  a  formal  hearing  is  required, 
further  notice  of  such  hearing  will  be 
duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  F.  Plumb, 

Secretary. 

I FR  Doc.74-21713  Filed  9-18-74;8:45  am] 


[Docket  No.  RP72-121] 
SOUTHWEST  GAS  CORP. 

Filing  of  Tariff  Sheets 

September  12, 1974. 
Take  notice  that  on  August  22,  1974 
Southwest  Gas  Corporation  (Southwest) 
tendered  for  filing  Second  Substitute 
Sixth  Revised  Sheet  No.  3A,  constituting 
Original  PGA-1  in  its  FPC  Gas  Tariff, 
Original  Volume  No.  1.  According  to 
Southwest,  the  purpose  of  this  filing  is 
to  decrease  the  rates  of  Southwest  under 
its  purchased  gas  adjustment  clause  in 
Section  9  of  its  General  Terms  and  Con¬ 
ditions  contained  in  its  FPC  Volume  No. 
1.  Southwest  states  that  this  filing  will 
reflect:  the  decrease  in  the  cost  of  gas 
purchased  from  Northwest  Pipeline  Cor¬ 
poration  (Northwest)  for  which  North¬ 
west  has  applied  for  an  effective  date 
of  October  1,  1974;  the  reversal  of  the 
April  2,  1974  surcharge;  and  the  imposi¬ 
tion  of  the  October  1,  1974,  surcharge. 

Southwest  has  requested  an  effective 
date  of  October  1,  1974,  and  states  that 
copies  of  the  filing  have  been  mailed  to 
the  Nevada  Public  Service  Commission, 
the  California  Public  Utilities  Commis¬ 
sion,  Sierra  Pacific  Power  Company,  and 
California-Pacific  Utilities  Commission. 

Any  person  desiring  to  be  heard  or  to 
protest  said  application  should  file  a 
petition  to  intervene  or  protest  with  the 
Federal  Power  Commission,  825  North 
Capitol  Street  NE.,  Washington,  D.C. 
20426,  in  accordance  with  §§1.8  and  1.10 
of  the  Commission’s  rules  of  practice  and 
procedure  (18  CFR  1.8,  1.10).  All  such 


petitions  or  protests  should  be  filed  on 
or  before  September  25,  1974.  Protests 
will  be  considered  by  the  Commission  In 
determining  the  appropriate  action  to 
be  taken  but  will  not  serve  to  make  Pro¬ 
testants  parties  to  the  proceeding.  Any 
person  wishing  to  become  a  party  must 
file  a  petition  to  Intervene.  Copies  of  this 
application  are  on  file  with  the  Com¬ 
mission  and  are  available  for  public 
inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.74-21712  Filed  9-18-74:8:45  am] 


TECHNICAL  ADVISORY  COMMITTEE  ON 

THE  IMPACT  OF  INADEQUATE  ELECTRIC 

POWER  SUPPLY 

Notice  of  Meeting 

To  be  held  at  the  Federal  Power  Com¬ 
mission  Offices  at  825  North  Capitol 
Street  NE.,  Washington,  D.C.,  10  a.m., 
October  3, 1974,  Room  5200. 

1.  Meeting  opened  by  FPC  Coordinat¬ 
ing  Representative. 

2.  Objectives  and  purposes  of  meet¬ 
ing. 

A.  Review  of  draft  material. 

B.  Discussion  of  additional  assign¬ 
ments. 

C.  Other  Business. 

3.  Adjournment. 

This  meeting  is  open  to  the  public.  Any 
interested  person  may  attend,  appear  be¬ 
fore,  or  file  statements  with  the  com¬ 
mittee — which  statements,  if  in  written 
form,  may  be  filed  before  or  after  the 
meeting,  or,  if  oral,  at  the  time  and  in 
the  manner  permitted  by  the  committee. 

Kenneth  F.  Plumb, 

Secretary. 

[FR  Doc.74r-21733  Filed  9-18-74:8:45  am] 


[Docket  Nos.  E-7571  and  E-7572] 

UNION  ELECTRIC  CO.  AND  MISSOURI 
POWER  &  LIGHT  CO. 

Filing  of  Joint  Motion  for  Approval  of 
Stipulation  and  Agreement 

September  13,  1974. 

Take  notice  that  on  September  3, 1974, 
Union  Electric  Company  (UE)  and  Mis¬ 
souri  Power  &  Light  Company  (MPL) 
submitted  for  filing  a  proposed  settle¬ 
ment  agreement  for  electric  service  from 
UE  to  MPL,  and  from  MPL  to  Missouri 
Edison  Company  (Edison) .  UE  and  MPL 
also  filed  a  joint  motion  for  approval  of 
the  settlement. 

The  settlement  provides  that  the 
amount  of  the  rate  increase  to  MPL  in 
Docket  No.  E-7571  would  be  determined 
by  applying  the  principles  decided  in 
Docket  No.  E-7525  (Opinion  No.  609)  ex¬ 
cept  that  the  allowable  rate  of  return 
would  be  8%.  The  settlement  contains  a 
cost  of  service  study  in  Docket  No.  E- 
7572  which  shows  the  effect  of  flowing 
the  agreed  on  UE  increase  to  MPL 
through  to  Edison. 

Any  person  desiring  to  be  heard  or  to 
protest  said  settlement  agreement  should 
file  comments  with  the  Federal  Power 
Commission,  825  North  Capitol  Street, 


NE.,  Washington,  D.C.  20426,  on  or  be¬ 
fore  September  26,  1974.  Comments  will 
be  considered  by  the  Commission  in  de¬ 
termining  the  appropriate  action  to  be 
taken.  Copies  of  this  agreement  are  on 
file  with  the  Commission  and  are  avail¬ 
able  for  public  inspection. 

Kenneth  F.  Plumb, 
Secretary. 

[FR  Doc.74r-21718  Filed  9-18-74;8:45  am] 


[Docket  No.  CP75-52] 

UNITED  GAS  PIPE  LINE  CO. 

Application 

September  12,  1974. 
Take  notice  that  on  August  23,  1974, 
United  Gas  Pipe  Line  Company  (Appli¬ 
cant),  1500  Southwest  Tower,  Houston, 
Texas  77002,  filed  in  Docket  No.  CP75- 
52  an  application  pursuant  to  Section 
7(b)  of  the  Natural  Gas  Act  for  permis¬ 
sion  and  approval  to  abandon  and  re¬ 
move  three  sales  meter  stations,  two 
separators,  a  storage  tank,  and  appur¬ 
tenant  equipment,  and  to  abandon  in 
place  approximately  1.1  miles  of  4%- 
inch  pipeline,  formerly  used  to  serve  the 
Jefferson  Lake  Sulphur  Company  in  Pla¬ 
quemines  Parish,  Louisiana,  all  as  more 
fully  set  forth  in  the  application,  which  is 
on  file  with  the  Commission  and  open 
to  public  inspection. 

Applicant  states  that  the  Jefferson 
Lake  Sulpher  Company  has  abandoned 
its  sulphur  mine  operation  at  the  above 
location  and  removed  all  equipment.  The 
last  delivery  through  the  subject  facili¬ 
ties,  according  to  Applicant,  was  made  on 
March  16, 1972. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should  on  or  before  October 
7,  1974,  file  with  the  Federal  Power 
Commission,  Washington,  D.C.  20426,  a 
petition  to  intervene  or  a  protest  in  ac¬ 
cordance  with  the  requirements  of  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure  (18  CFR  1.8  or  1.10)  and  the 
regulations  under  the  Natural  Gas  Act 
(18  CFR  157.10).  All  protests  filed  with 
the  Commission  will  be  considered  by 
it  in  determining  the  appropriate  action 
to  be  taken  but  will  not  serve  to  make 
the  protestants  parties  to  the  proceed¬ 
ing.  Any  person  wishing  to  become  a 
party  to  a  proceeding  or  to  participate  as 
a  party  in  any  hearing  therein  must  file 
a  petition  to  intervene  in  accordance 
with  the  Commission’s  rules. 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections  7 
and  15  of  the  Natural  Gas  Act  and  the 
Commission’s  rules  of  practice  and  pro¬ 
cedure,  a  hearing  will  be  held  without 
further  notice  before  the  Commission  on 
this  application  if  no  petition  to  inter¬ 
vene  is  filed  within  the  time  required 
herein,  if  the  Commission  on  its  own  re¬ 
view  of  the  matter  finds  that  permis¬ 
sion  and  approval  for  the  proposed  aban¬ 
donment  are  required  by  the  public  con¬ 
venience  and  necessity.  If  a  petition 
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for  leave  to  intervene  is  timely  filed,  or 
if  the  Commission  on  its  own  motion 
believes  that  a  formal  hearing  is  re¬ 
quired,  further  notice  of  such  hearing 
will  be  duly  given. 

Under  the  procedure  herein  provided 
for,  unless  otherwise  advised,  it  will  be 
unnecessary  for  Applicant  to  appear  or 
be  represented  at  the  hearing. 

Kenneth  P.  Plumb, 
Secretary. 

[FR  Doc.74-21709  Filed  9-18-74;8:45  am] 

FEDERAL  RESERVE  SYSTEM 

[Reg.  Y] 

BANK  HOLDING  COMPANIES 

Application  To  Continue  Activities  Gener¬ 
ally  Known  as  Operating  a  Travel  Agency 
and  of  Possible  Rulemaking 

The  Board  of  Governors  has  received 
the  application  of  First  Bancorp.,  Inc., 
Corsicana,  Texas,  filed  pursuant  to  §  4 
(c)  (8)  of  the  Bank  Holding  Company 
Act  (12  U.S.C.  1843(c)(8))  and  §  225.4 
(b)(2)  of  the  Board’s  Regulation  Y  (12 
CFR  225.4(b)  (2)),  for  prior  approval  to 
retain  First  Travel  Agency,  Corsicana, 
Texas,  and  thereby  continue  to  engage  in 
the  operation  of  a  travel  agency. 

The  activity  of  engaging  in  the  travel 
agency  business  has  not  heretofore  been 
found  by  the  Board  to  be  closely  related 
to  banking.  Applicant  states  that  the  pro¬ 
posed  activity  has  been  carried  on  by  cer¬ 
tain  banks  for  over  100  years,  and  is, 
in  Applicant’s  opinion,  closely  related  to 
banking.  Since  there  appears  to  be  a  rea¬ 
sonable  basis  for  Applicant’s  opinion, 
this  notice  is  published  pursuant  to . 

§  225.4(a)  of  Regulation  Y.  Such  a  find¬ 
ing  does  not  constitute  a  determination 
on  the  issue  and,  in  connection  with  its 
consideration  of  this  application,  the 
Board  will  also  consider  whether  or  not 
to  add  the  proposed  activity  to  the  list 
of  activities  the  Board  has  previously 
determined  to  be  closely  related  to 
banking. 

Interested  persons  may  express  their 
views  on  the  question  of  whether  engag¬ 
ing  in  travel  agency  activities  are  so 
closely  related  to  banking  or  managing 
or  controlling  banks  as  to  be  a  proper  in¬ 
cident  thereto. 

Interested  persons  may  also  express 
their  views  on  the  question  of  whether 
consummation  of  the  subject  proposal 
can  “reasonably  be  expected  to  produce 
benefits  to  the  public,  such  as  greater 
convenience,  increased  competition,  or 
gains  in  efficiency,  that  outweigh  possible 
adverse  effects,  such  as  undue  concentra¬ 
tion  of  resources,  decreased  or  unfair 
competition,  conflicts  of  interests,  or  un¬ 
sound  banking  practices.” 

In  order  to  explore  this  issue,  the  Board 
has  directed  that  an  oral  presentation 
be  held  before  available  members  of  the 
Board  in  the  Board  Room  of  its  build¬ 
ing  on  20th  Street  and  Constitution  Ave¬ 
nue  NW.,  Washington,  D.C.  commencing 
at  10  a.m.  on  November  7,  1974.  Inter¬ 
ested  persons  are  invited  to  participate 
by  presenting  their  views  on  all  issues 
raised  by  the  pending  proposal.  Inter¬ 


ested  persons  need  not  participate  in  the 
oral  presentation  to  have  their  views  con¬ 
sidered,  and  may  do  so  by  written  com¬ 
ment.  Written  comments  as  they  are  re¬ 
ceived  will  be  made  available  for  inspec¬ 
tion  and  copying  in  Room  1118  of  the 
Board’s  building,  20th  Street  and  Consti¬ 
tution  Avenue  NW.,  Washington,  D.C. 
The  application  may  be  inspected  and 
copied  at  the  offices  of  the  Board  of  Gov¬ 
ernors  or  at  the  Federal  Reserve  Bank  of 
Dallas. 

Any  requests  to  participate  orally  in 
the  heating  should  be  submitted  in  writ¬ 
ing  accompanied,  if  possible,  by  a  brief 
summary  of  the  proposed  testimony,  and 
should  be  received  by  the  Secretary, 
Board  of  Governors  of  the  Federal  Re¬ 
serve  System,  Washington,  D.C.  20551, 
not  later  than  October  7, 1974.  Each  per¬ 
son  orally  participating  in  the  hearing 
would  normally  be  expected  to  limit  their 
presentation  to  thirty  minutes.  Anyone 
wishing  to  submit  written  comments  on 
this  matter,  on  testimony  received  at  the 
oral  presentation  or  on  other  comments 
received  by  the  Board,  may  do  so  at  any 
time  before  the  close  of  business  on  De¬ 
cember  9, 1974. 

By  order  of  the  Board  of  Governors, 
effective  September  13, 1974. 

[seal]  Theodore  E.  Allison, 

Secretary  of  the  Board. 

[FR  Doc.74-21845  Filed  9-18-74;8:45  ami 


COMMERCE  BANCSHARES,  INC. 

Acquisition  of  Banks 

Commerce  Bancshares,  Inc.,  Kansas 
City,  Missouri,  a  bank  holding  company 
within  the  meaning  of  the  Bank  Hold¬ 
ing  Company  Act,  has  applied  for  the 
Board’s  approval  under  section  3(a)(3) 
of  the  Act  (12  U.S.C.  1842(a)  (3) )  to  ac¬ 
quire  50  percent  or  more  of  the  voting 
shares  of  Mound  City  Trust  Company, 
St.  Louis,  Missouri  (“Mound  City”)  and 
through  said  acquisition  to  acquire  in¬ 
directly  a  majority  of  the  voting  shares 
of  Valley  Bank  of  Florissant,  Florissant, 
Missouri  (“Valley  Bank”).  Mound  City 
presently  owns  in  excess  of  58  percent  of 
the  outstanding  voting  shares  of  Valley 
Bank;  hence,  acquisition  of  the  majority 
shares  of  Mound  City  would  include  ben¬ 
eficial  interest  in  the  shares  of  Valley 
Bank. 

Notice  of  receipt  of  the  application, 
affording  opportunity  for  interested  per¬ 
sons  to  submit  comments  and  views  with 
respect  to  the  proposed  transaction,  was 
published  in  the  Federal  Register  (39 
FR  21193).  As  required  by  section  3(b) 
of  the  Act,  the  Board  gave  written  notice 
of  receipt  of  the  application  to  the  Com¬ 
missioner  of  Finance  of  the  State  of  Mis¬ 
souri  and  requested  his  views  and  recom¬ 
mendation  thereon.  The  Commissioner 
offered  no  objection  to  the  proposed  ac¬ 
quisition  of  Mound  City  and,  in  fact,  indi¬ 
cated  the  proposal  might  make  Mound 
City  a  more  competitive  unit  and  en¬ 
hance  its  ability  to  serve  the  needs  of  the 
community.  No  formal  objection  was 
made  by  the  Commissioner  to  Applicant’s 
proposal  to  acquire  Valley  Bank  although 


the  Commissioner  did  express  his  con¬ 
cern  about  Applicant’s  method  of  entry 
into  the  north  St.  Louis  County  portion 
of  the  market  and  questioned  whether 
such  entry  could  be  accomplished  in  a 
manner  more  conducive  to  preserving 
and  promoting  a  fully  competitive  bank¬ 
ing  structure.  The  Board  has  considered 
the  application  and  all  comments  re¬ 
ceived,  including  the  views  of  the  Com¬ 
missioner,  in  light  of  the  factors  set  forth 
in  section  3  of  the  Act  (12  U.S.C.  1842 
<c)>. 

Applicant  controls  27  banks  with  ag¬ 
gregate  deposits  of  approximately  $1.2 
billion,  representing  7.7  percent  of  total 
commercial  bank  deposits  in  Missouri, 
and  is  the  third  largest  bank  holding 
company  in  the  State.  Applicant’s  acqui¬ 
sition  of  Mound  City  would  increase  Ap¬ 
plicant’s  control  of  State  deposits  by  an 
additional  0.3  percent;  Applicant’s  rank 
among  the  State’s  banking  organizations 
would  remain  unchanged. 

Mound  City  (deposits  of  $38.1  million) , 
which  is  located  in  the  city  of  St.  Louis, 
competes  with  over  90  banking  organi¬ 
zations  operating  in  the  St.  Louis  bank¬ 
ing  market.1  Applicant  presently  controls 
six  banks  in  the  St.  Louis  market  area 
and  holds  aggregate  deposits  of  approxi¬ 
mately  $155  million,  representing  2.04 
percent  of  the  total  deposits  in  commer¬ 
cial  banks  in  this  market.  Acquisition  of 
Mound  City  would  increase  Applicant’s 
share  of  the  market’s  commercial  bank 
deposits  to  2.5  percent  and,  on  the  basis 
of  the  facts  of  record,  would  not  elimi¬ 
nate  a  significant  amount  of  existing 
competition  between  the  two  institutions. 

Valley  Bank  (deposits  of  $28.5  million) 
is  located  in  the  north  St.  Louis  County 
portion  of  the  relevant  market  and  holds 
but  0.4  percent  of  the  total  commercial 
bank  deposits  in  the  St.  Louis  banking 
market.  None  of  Applicant’s  banking 
subsidiaries  are  located  in  Valley  Bank’s 
primary  service  area,  and  consummation 
of  the  proposed  acquisition  would  elimi¬ 
nate  a  negligible  amount  of  existing  com¬ 
petition  between  any  of  thefee  subsidi¬ 
aries  and  Valley  Bank. 

With  respect  to  the  overall  St.  Louis 
market,  consummation  of  both  propos¬ 
als  would  increase  Applicant’s  share  of 
total  market  deposits  to  but  2.9  percent. 
The  level  of  deposit  concentration  among 
the  ten  largest  banking  organizations 
in  the  St.  Louis  banking  market  is  rel¬ 
atively  moderate  with  the  ten  largest 
organizations  (each  of  which  is  a  multi¬ 
bank  holding  company)  controlling  in 
the  aggregate  about  55  percent  of  the 
market’s  total  commercial  deposits.  Ap¬ 
plicant  presently  ranks  (in  terms  of  to¬ 
tal  deposits)  as  the  ninth  largest  bank¬ 
ing  organization  in  the  market.  Although 
consummation  of  both  of  the  proposed 
acquisitions  would  increase  Applicant’s 
ranking  among  the  market’s  banking  or¬ 
ganizations  to  the  sixth  largest,  the  pro¬ 
posal  would  increase  the  concentration 


1  The  St.  Louis  banking  market  is  approxi¬ 
mated  by  the  city  and  county  of  St.  Louis, 
portions  of  St.  Charles  and  Jefferson  Coun¬ 
ties  in  Missouri,  and  portions  of  Madison  and 
St.  Clair  Counties  in  Illinois. 
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of  total  deposits  held  by  the  ten  largest 
banking  organizations  by  only  0.9  per¬ 
cent.  Considering  the  modest  share  of  de¬ 
posits  presently  held  by  Applicant’s 
banking  subsidiaries  in  this  market,  the 
size  of  each  of  the  banking  institutions 
Applicant  proposes  to  acquire  and  the 
minor  increase  in  the  deposit  concen¬ 
tration  among  the  market’s  banking  in¬ 
stitutions  upon  consummation  of  the 
proposed  acquisitions,  the  Board  con¬ 
cludes  that  competitive  considerations 
relating  to  the  proposal  are  consistent 
with  approval  of  the  application. 

The  financial  and  managerial  re¬ 
sources  and  future  prospects  of  Appli¬ 
cant  and  its  subsidiary  banks,  as  well  as 
that  of  Mound  City,  are  regarded  as 
satisfactory  and  consistent  with  ap¬ 
proval  of  the  application.  In  view  of  Ap¬ 
plicant’s  willingness  to  augment  the 
capital  of  Valley  Bank,  financial  con¬ 
siderations  relating  to  Valley  Bank  are 
consistent  with  approval.  With  respect 
to  considerations  relating  to  convenience 
and  needs,  it  appears  that  consumma¬ 
tion  of  the  proposal  will  enhance  to  some 
extent  the  convenience  and  needs  of  the 
communities  served  by  Mound  City  and 
Valley  Bank.  Applicant  plans  to  assist 
Valley  Bank  in  increasing  its  loan  to 
deposit  ratio  to  a  more  satisfactory  level 
and  in  expanding  banking  services  at 
both  banks.  The  Board  concludes  that 
considerations  relating  to  the  conven¬ 
ience  and  needs  of  the  communities  to 
be  served  lend  weight  toward  approval 
of  the  application.  It  is  the  Board’s 
judgment  that  consummation  of  the 
proposed  acquisitions  are  in  the  public 
Interest  and  that  the  application  should 
be  approved. 

On  the  basis  of  the  record,  the  appli¬ 
cation  is  approved  for  the  reasons  sum¬ 
marized  above,  provided  that  the  trans¬ 
action  shall  not  be  made  (a)  before  the 
thirtieth  calendar  day  following  the 
effective  date  of  this  order  or  (b)  later 
than  three  months  after  the  effective 
date  of  this  order  unless  such  period  is 
extended  for  good  cause  by  the  Board  or 
by  the  Federal  Reserve  Bank  of  Kansas 
City  pursuant  to  delegated  authority. 

By  order  of  the  Board  of  Governors,* 
effective  September  10, 1974. 

[seal]  Theodore  E.  Allison, 

Secretary  of  the  Board. 

[FR  Doc.74-21671  Filed  9-18-74;8:45  am] 

CENAR  CORP. 

Bank  Holding  Co. 

CENAR  Corporation,  Wichita,  Kansas, 
has  applied  for  the  Board’s  approval 
under  section  3(a)  (1)  of  the  Bank  Hold¬ 
ing  Company  Act  (12  U.S.C.  1842(a)  (1) ) 
to  become  a  bank  holding  company 
through  acquisition  of  83.3  percent  or 
more  of  the  voting  shares  of  The  Cen- 


*  Voting  for  this  action:  Chairman  Burns 
and  Governors  Mitchell,  Sheehan,  and  Hol¬ 
land.  Absent  and  not  voting:  Governors 
Bucher  and  WallVch. 


tral  State  Bank  and  Trust  Company  of 
Wichita,  Wichita,  Kansas.  The  factors 
that  are  considered  in  acting  on  the  ap¬ 
plication  are  set  forth  in  section  3(c)  of 
the  Act  (12  U.S.C.  1842(c) ). 

The  application  may  be  inspected  at 
the  office  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  Kansas 
City.  Any  person  wishing  to  comment  on 
the  application  should  submit  views  in 
writing  to  the  Reserve  Bank,  to  be  re¬ 
ceived  not  later  than  October  8,  1974. 

Board  of  Governors  of  the  Federal  Re¬ 
serve  System,  September  10,  1974. 

[seal]  Theodore  E.  Allison, 
Secretary  of  the  Board. 

[FR  Doc.74-21662  Filed  9-18-74;8:45  am] 

CLAYTON  BANKSHARES,  INC. 

Bank  Holding  Co. 

Clayton  Bankshares,  Inc.,  Clayton, 
Wisconsin,  has  applied  for  the  Board’s 
approval  under  section  3(a)(1)  of  the 
Bank  Holding  Company  Act  (12  U.S.C. 
1842(a)(1))  to  become  a  bank  holding 
company  through  acquisition  of  94  per¬ 
cent  or  more  of  the  voting  shares  of 
Citizens  State  Bank  of  Clayton,  Clayton, 
Wisconsin.  The  factors  that  are  consid¬ 
ered  in  acting  on  the  application  are  set 
forth  in  section  3(c)  of  the  Act  (12 
U.S.C.  1842(c)). 

The  application  may  be  inspected  at 
the  office  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  Min¬ 
neapolis.  Any  person  wishing  to  com¬ 
ment  on  the  application  should  submit 
views  in  writing  to  the  Reserve  Bank,  to 
be  received  not  later  than  October  7, 
1974. 

Board  of  Governors  of  the  Federal  Re¬ 
serve  System,  September  11,  1974. 

[seal]  Theodore  E.  Allison, 
Secretary  of  the  Board. 
[FR  Doc.74-21663  Filed  9-18-74:8:45  am] 

FIRST  ALABAMA  BANCSHARES,  INC. 
Acquisition  of  Bank 

First  Alabama  Bancshares,  Inc.,  Bir¬ 
mingham,  Alabama,  a  bank  holding  com¬ 
pany  within  the  meaning  of  the  Bank 
Holding  Company  Act,  has  applied  for 
the  Board’s  approval  under  section 
3(a)(3)  of  the  Act  (12  U.S.C.  1842(a) 
(3) )  to  acquire  all  of  the  voting  shares 
(less  directors’  qualifying  shares)  of  the 
successor  by  merger  to  Phenix  National 
Bank,  Phenix  City,  Alabama  (“Bank”). 
The  bank  into  which  Bank  is  to  be 
merged  has  no  significance  except  as  a 
means  to  facilitate  the  acquisition  of  the 
voting  shares  of  Bank.  Accordingly,  the 
proposed  acquisition  of  shares  of  the  suc¬ 
cessor  organization  is  treated  herein  as 
the  proposed  acquisition  of  the  shares  of 
Bank. 

Notice  of  the  application,  affording  op¬ 
portunity  for  interested  persons  to  sub¬ 
mit  comments  and  views,  has  been  given 
in  accordance  with  section  3(b)  of  the 
Act.  The  time  for  filing  comments  and 


views  has  expired,  and  none  has  been 
timely  received.  The  Board  has  consid¬ 
ered  the  application  in  light  of  the  fac¬ 
tors  set  forth  in  section  3(c)  of  the  Act 
(12  U.S.C.  1842(c)). 

Applicant,  the  second  largest  banking 
organization  in  Alabama,  controls  11 
banks  with  aggregate  deposits  of  ap¬ 
proximately  $949  million,  representing 
12.3  percent  of  the  total  deposits  in  com¬ 
mercial  banks  in  the  State.1  Acquisition 
of  Bank  would  increase  Applicant’s  share 
of  State  deposits  only  slightly  and  would 
not  alter  Applicant’s  ranking  among 
other  State  banking  organizations.  The 
four  largest  bank  holding  companies  now 
control  14  of  Alabama’s  20  largest  banks 
and,  in  the  past  three  years,  have  in¬ 
creased  their  aggregate  share  of  deposits 
from  approximately  30  percent  to  50 
percent  of  total  deposits  in  the  State. 

Bank  is  the  eighth  largest  of  the  nine 
commercial  banks  in  the  relevant  bank¬ 
ing  market  and  holds  deposits  of  $14.3 
million,  representing  slightly  more  than 

3  percent  of  the  total  deposits  in  com¬ 
mercial  banks  in  the  market.  As  of  June 
30,  1973,  Bank  had  been  the  seventh 
largest  bank  in  the  market,  holding  de¬ 
posits  of  $14.6  million,  then  representing 

4  percent  of  total  market  deposits.  The 
four  largest  banks  in  the  market,  all 
located  in  the  Georgia  portion  of  the 
market,  control,  respectively,  32,  31,  15 
and  6  percent  of  the  deposits  therein, 
with  the  remaining  banks  each  control¬ 
ling  approximately  3-4  percent  of  the 
deposits,  except  for  the  smallest  bank, 
which  controls  0.5  percent  of  the 
deposits. 

Based  on  Bank’s  relatively  small  size 
and  market  share,  it  does  not  appear 
likely  that  consummation  of  the  pro¬ 
posed  transaction  would  enable  Appli¬ 
cant  to  dominate  the  Columbus  market. 
In  this  connection,  the  Board  also  notes 
that  the  two  largest  banks  in  the  market 
together  control  approximately  63  per¬ 
cent  of  market  deposits,  while  the  third 
largest,  controlling  15  percent  of  market 
deposits,  is  a  subsidiary  of  one  of  the 
largest  banking  organizations  in  Georgia. 

Applicant’s  banking  subsidiary  nearest 
to  the  market  Is  located  in  Montgomery, 
Alabama,  approximately  80  miles  from 
Bank.  No  meaningful  competition  ex¬ 
ists  between  Bank  and  any  of  Applicant’s 
present  subsidiaries;  nor  does  it  appear 
likely  that  any  significant  future  com¬ 
petition  would  develop  between  Appli¬ 
cant’s  banking  subsidiaries  and  Bank 
in  view  of  the  distances  between  offices 
of  Bank  and  Applicant’s  banking  sub¬ 
sidiaries,  the  number  of  intervening 
banks,  and  Alabama’s  restrictive 
branching  laws.  Although  the  market’s 
population  per  bank  is  considerably 
higher  than  the  Alabama  average,  per 
capita  total  deposits  and  population  per 


1  All  banking  data  are  as  of  December  31, 
1973. 

■The  relevant  banking  market  Is  approxi¬ 
mated  by  the  Columbus,  Georgia,  SMSA,  an 
area  consisting  of  Russell  County.  Alabama, 
and  the  Georgia  counties  of  Muscogee  and 
Chattahoochee. 
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banking  office  are  somewhat  lower  than 
the  State’s  average,  making  it  appear 
unlikely  that  Applicant  would  enter  the 
market  de  novo.  In  addition,  the  Colum¬ 
bus  banking  market  may  be  described 
as  a  relatively  slow  growth  area,  the 
Phenix  City  portion  thereof  experiencing 
a  population  outmigration.3  Moreover, 
Applicant’s  acquisition  of  the  second 
smallest  bank  in  the  market  is  viewed  by 
the  Board  as  a  foothold  entry  into  the 
market. 

The  financial  and  managerial  re¬ 
sources  and  future  prospects  of  Applicant 
and  its  subsidiaries  are  generally  satis¬ 
factory,  and  these  factors  are  satisfac¬ 
tory  with  respect  to  Bank.  Applicant  pro¬ 
poses  to  make  available  through  Bank 
such  specialized  services  as  investment 
advice,  lease  financing,  and  trust  serv¬ 
ices.  In  addition,  Bank,  as  a  result  of 
affiliation  with  Applicant,  will  have  ac¬ 
cess  to  Applicant’s  data  processing  sys¬ 
tem,  internal  audit  department,  and 
management  training  program  and  will 
enjoy  a  ready  source  for  loan  participa¬ 
tions.  These  considerations  relating  to 
the  convenience  and  needs  of  the  com¬ 
munity  to  be  served  are  consistent  with 
and  lend  some  weight  toward  approval 
of  the  application.  It  is  the  Board’s  judg¬ 
ment  that  consummation  of  the  pro¬ 
posed  transaction  would  be  in  the  public 
interest,  and  that  the  application  should 
be  approved. 

On  the  basis  of  the  record,  the  applica¬ 
tion  is  approved  for  the  reasons  sum¬ 
marized  above.  The  transaction  shall 
not  be  made  (a)  before  the  thirtieth 
calendar  day  following  the  effective  date 
of  this  order  or  (b)  later  than  three 
months  after  the  effective  date  of  this 
order,  unless  such  period  is  extended  for 
good  cause  by  the  Board,  or  by  the  Fed¬ 
eral  Reserve  Bank  of  Atlanta  pursuant 
to  delegated  authority. 

By  order  of  the  Board  of  Governors,4 
effective  September  10,  1974. 

[seal]  Theodore  E.  Allison, 
Secretary  of  the  Board. 

[FR  Doc.74-21661  Filed  9-18-74;8:45  am] 

FIRST  INTERNATIONAL  BANCSHARES, 
INC. 

Acquisition  of  Bank 

First  International  Bancshares,  Inc., 
Dallas,  Texas,  has  applied  for  the  Board’s 
approval  under  section  3(a)(3)  of  the 
Bank  Holding  Company  Act  (12  U.S.C. 
1842(a)  (3) )  to  acquire  100  percent  of 
the  voting  shares  of  Nassau  Bay  Na¬ 
tional  Bank  of  Clear  Lake,  Nassau  Bay, 


s  The  Board  Is  not  unmindful  of  the  very 
rapid  population  growth  experienced  by 
the  City  of  Columbus,  Georgia,  In  recent 
years.  However,  entry  Into  that  sector  of 
the  market  is  foreclosed  to  Applicant  by 
prohibitions  against  Inter-State  branching 
and  by  section  3(d)  of  the  Act. 

4  Voting  for  this  action:  Chairman  Burns 
and  Governors  Mitchell,  Sheehan,  Bucher, 
and  Holland.  Absent  and  not  voting:  Gov¬ 
ernor  Wallich. 


Texas.  The  factors  that  are  considered 
in  acting  on  the  application  are  set  forth 
in  section  3(c)  of  the  Act  (12  U.S.C. 
1842(c)). 

The  application  may  be  inspected  at 
the  office  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  Dallas. 
Any  person  wishing  to  comment  on  the 
application  should  submit  views  in  writ¬ 
ing  to  the  Secretary,  Board  of  Gover¬ 
nors  of  the  Federal  Reserve  System, 
Washington,  D.C.  20551,  to  be  received 
not  later  than  October  10,  1974. 

Board  of  Governors  of  the  Federal  Re¬ 
serve  System,  September  11,  1974. 

[seal]  Theodore  E.  Allison, 

Secretary  of  the  Board. 

[FR  Doc.74-21665  Filed  9-18-74;8:45  am] 


FIRST  VIRGINIA  BANKSHARES  CORP. 

Acquisition  of  Bank 

First  Virginia  Bankshares  Corpora¬ 
tion,  Falls  Church,  Virginia  (Applicant) , 
a  bank  holding  company  within  the 
meaning  of  the  Bank  Holding  Company 
Act  (12  U.S.C.  1842),  has  applied  for 
prior  approval  under  section  3(a)  (3)  of 
the  Act  to  acquire  100  percent  of  the  vot¬ 
ing  shares  of  the  successor  by  merger  to 
People’s  Bank  of  Chesapeake,  Chesa¬ 
peake,  Virginia  (Bank),  a  nonmember 
State  bank.  The  bank  into  which  Bank 
is  to  be  merged  has  no  significance  except 
as  a  means  to  facilitate  the  acquisition 
of  the  voting  shares  of  Bank.  Accord¬ 
ingly,  the  proposed  acquisition  of  shares 
of  the  successor  organization  is  treated 
herein  as  the  proposed  acquisition  of  the 
shares  of  Bank. 

Notice  of  the  application,  affording  op¬ 
portunity  for  interested  persons  to  sub¬ 
mit  comments  and  views,  has  been  given 
in  accordance  with  section  3(b)  of  the 
Act  and  the  time  for  filing  comments  and 
views  has  expired.  The  Reserve  Bank  has 
considered  the  application  and  all  com¬ 
ments  received  in  the  light  of  the  factors 
set  forth  in  section  3(c)  of  the  Act  (12 
U.S.C.  1842(c)). 

Applicant  controls  23  banking  subsid¬ 
iaries1  with  aggregate  deposits  of  ap¬ 
proximately  $826.9  million,2  represent¬ 
ing  6.3  percent  of  the  total  commercial 
bank  deposits  in  Virginia.  In  terms  of  de¬ 
posits,  it  is  the  State’s  sixth  largest  bank¬ 
ing  organization.  Acquisition  of  Bank, 
with  deposits  of  approximately  $16.3 
million,2  would  increase  Applicant’s 
share  of  deposits  in  Virginia  by  .1  per¬ 
cent  which  would  not  represent  a  sig¬ 
nificant  increase  of  banking  resources 
in  the  State. 

The  relevant  banking  market  is  ap¬ 
proximated  by  the  cities  of  Chesapeake, 
Norfolk,  Portsmouth,  Suffolk  and  Vir¬ 
ginia  Beach,  Virginia.  Bank  competes  in 
this  market  through  its  head  office  and 


*In  May  1974  Applicant  received  approval 
to  acquire  an  additional  bank.  Also,  one  of 
its  banking  subsidiaries  recently  received  ap¬ 
proval  to  merge  with  another  bank. 

“Banking  figures  as  of  December  31,  1973. 


three  branches  in  Chesapeake  and  a  sin¬ 
gle  branch  in  Virginia  Beach.  With  1.1 
percent  of  total  market  deposits  it  ranks 
ninth  among  12  competing  banking  or¬ 
ganizations,  including  seven  of  the 
State’s  largest  bank  holding  companies. 
Two  of  these  seven  organizations  control 
57  percent  of  the  market’s  deposits. 

Applicant  presently  competes  in  the 
market  through  two  banking  subsidiaries, 
one  of  which  has  offices  in  Virginia  Beach 
in  proximity  to  Bank’s  Virginia  Beach 
branch.  These  two  banks  operate  24  of 
157  of  the  market’s  banking  offices  and 
hold  a  combined  7  percent  of  total  mar¬ 
ket  deposits.  Acquisition  of  Bank  would 
increase  Applicant’s  share  to  8.2  percent 
of  deposits  and  would  raise  its  relative 
market  rank  from  fifth  in  size  to  fourth. 

In  addition  to  these  banks,  Applicant 
has  a  mortgage  company  subsidiary 
which  operates  an  office  in  Virginia 
Beach  and  competes  with  Bank  for  first 
mortgages.  There  are  many  other  mort¬ 
gage  companies  and  savings  and  loan 
associations  in  the  area,  however,  and 
neither  the  Applicant’s  mortgage  office 
nor  Bank,  nor  a  combination  of  the  two, 
are  considered  to  be  a  significant  market 
factor.  In  view  of  this  and  the  relatively 
small  share  of  the  market  held  by  Appli¬ 
cant’s  two  banks,  it  is  concluded  that  the 
acquisition  of  Bank  would  not  signifi¬ 
cantly  affect  either  present  or  future 
competition. 

The  financial  and  managerial  re¬ 
sources  and  future  prospects  of  Appli¬ 
cant,  its  subsidiaries  and  Bank  are 
regarded  as  generally  satisfactory,  and 
these  considerations  are  consistent  with 
approval  of  the  application.  Considera¬ 
tions  relating  to  the  convenience  and 
needs  of  the  community  to  be  served  lend 
some  weight  in  support  of  approval  since 
Applicant’s  acquisition  of  Bank  will  give 
the  latter  access  to  higher  lending  limit 
and  will  enable  it  to  offer  several  other 
bank  and  bank-related  services  to  its 
customers.  It  is  the  Reserve  Bank’s  judg¬ 
ment,  therefore,  that  the.  proposed  ac¬ 
quisition  would  be  in  the  public  interest 
and  that  the  application  may  be 
approved. 

On  the  basis  of  the  record,  the  applica¬ 
tion  is  approved  for  the  reasons  sum¬ 
marized  above.  The  transaction  shall  not 
be  made  (a)  before  the  thirtieth  calendar 
day  following  the  effective  date  of  this 
order  or  (b)  later  than  three  months 
after  the  effective  date  of  this  order, 
unless  such  period  is  extended  for  good 
cause  by  the  Board  of  Governors  of  the 
Federal  Reserve  System  or  by  the  Fed¬ 
eral  Reserve  Bank  of  Richmond  pursu¬ 
ant  to  delegated  authority. 

By  order  of  the  Federal  Reserve  Bank 
of  Richmond,  acting  pursuant  to  dele¬ 
gated  authority  for  the  Board  of  Gover¬ 
nors  of  the  Federal  Reserve  System, 
effective  September  9,  1974. 

[seal!  Robert  P.  Black, 

President. 

[FR Doc.74-21669  Filed  9-18-74;8:45  am] 
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FIRST  WEST  VIRGINIA  BANCORP,  INC. 

Bank  Holding  Co. 

First  West  Virginia  Bancorp,  Inc., 
Wheeling,  West  Virginia,  has  applied  for 
the  Board’s  approval  under  section  3 
(a)(1)  of  the  Bank  Holding  Company 
Act  (12  U.S.C.  1842(a)(1))  to  become  a 
bank  holding  company  through  acquisi¬ 
tion  of  100  percent  (less  directors’ 
qualifying  shares  5  of  the  voting  shares  of 
the  successor  by  merger  of  The  Bank  of 
Warwood,  National  Association,  Wheel¬ 
ing,  West  Virginia,  and  the  successor  by 
merger  of  Community  Savings  Bank,  Na¬ 
tional  Association,  Wheeling,  West  Vir¬ 
ginia.  The  factors  that  are  considered  in 
acting  on  the  application  are  set  forth  in 
section  3(c)  of  the  Act  (12  UJ3.C.  1842 
CO). 

The  application  may  be  inspected  at 
the  office  of  the  Board  of  Governors  or 
at  the  Federal  Reserve  Bank  of  Cleve¬ 
land.  Any  person  wishing  to  comment  on 
the  application  should  submit  views  in 
writing  to  the  Reserve  Bank,  to  be  re¬ 
ceived  not  later  than  October  2,  1974. 

Board  of  Governors  of  the  Federal 
Reserve  System,  September  11,  1974. 

[seal]  .  Theodore  E.  Allison, 
Secretary  of  the  Board. 

[FR  Doc.74-21667  Filed  9-18-74;8:45  am] 


HBT  BANK  OF  CANTON 
Merger  of  Banks 

HBT  Bank  of  Canton,  Canton,  Ohio 
(Applicant),  a  nonoperating,  proposed 
State  member  bank  of  the  Federal  Re¬ 
serve  System,  has  applied  for  the  Board’s 
approval  pursuant  to  the  Bank  Merger 
Act  (12  UJ5.C.  1828(c) )  of  the  merger  of 
that  bank  with  The  Harter  Bank  &  Trust 
Company,  Canton,  Ohio  (Bank) ,  under 
the  charter  of  Applicant  and  the  name 
of  Bank. 

As  required  by  the  Act,  notice  of  the 
proposed  merger,  in  form  approved  by 
the  Board,  has  been  published,  and  the 
Board  has  requested  reports  on  competi¬ 
tive  factors  from  the  Attorney  General, 
the  Comptroller  of  the  Currency,  and 
the  Federal  Deposit  Insurance  Corpora¬ 
tion.  The  Board  has  considered  the  ap¬ 
plication  in  light  of  the  factors  set  forth 
in  the  Act. 

On  the  basis  of  the  record,  the  appli¬ 
cation  is  approved  for  the  reasons  sum¬ 
marized  in  the  Board’s  Order  of  August 
29,  1974  relating  to  the  application  of 
Harter  BanCorp,  Canton,  Ohio,  to  ac¬ 
quire  all  of  the  voting  shares  of  the  suc¬ 
cessor  by  merger  to  The  Harter  Bank  & 
Trust  Company,  Canton,  Ohio,  provided 
that  said  transaction  shall  not  be  con¬ 
summated  (a)  before  the  thirtieth  cal¬ 
endar  day  following  the  effective  date  of 
this  order,  or  (b)  later  than  three 
months  after  the  effective  date  of  this 
order,  unless  such  period  is  extended  for 
good  cause  by  the  Board,  or  by  the  Fed¬ 
eral  Reserve  Bank  of  Cleveland,  pursu¬ 
ant  to  delegated  authority. 

By  order  of  the  Federal  Reserve  Bank 
of  Cleveland,  acting  pursuant  to  dele¬ 
gated  authority  from  the  Board  of  Gov¬ 


ernors  of  the  Federal  Reserve  System, 
effective  August  29, 1974. 

[seal]  Willis  J.  Winn, 

President. 

[FR  Doc.74-21670  Filed  9-18-74:8:46  am] 


INTERNATIONAL  BANCSHARES,  INC. 

Bank  Holding  Co. 

International  Bancshares,  Inc.,  Glad¬ 
stone,  Missouri,  has  applied  for  the 
Board’s  approval  under  section  3(a)(1) 
of  the  Bank  Holding  Company  Act  (12 
U.S.C.  1842(a)(1))  to  become  a  bank 
holding  company  through  acquisition  of 
82.76  percent  or  more  of  the  voting 
shares  of  First  National  Bank  of  Glad¬ 
stone,  Gladstone,  Missouri,  and  through 
acquisition  of  96.10  percent  or  more  of 
the  voting  shares  of  Citizens  Bank  and 
Trust  Company  of  Rmithville,  Smith- 
ville,  Missouri.  The  factors  that  are  con¬ 
sidered  in  acting  on  the  application  are 
set  forth  in  section  3(c)  of  the  Act  (12 
U.S.C.  1842(c)). 

The  applcation  may  be  inspected  at 
the  office  of  the  Board  of  Governors  or  at 
the  Federal  Reserve  Bank  of  Kansas 
City.  Any  person  wishing  to  comment  on 
the  application  should  submit  views  on 
writing  to  the  Secretary,  Board  of  Gov¬ 
ernors  of  the  Federal  Reserve  System, 
Washington,  D.C.  20551,  to  be  received 
not  later  than  October  11,  1974. 

Board  of  Governors  of  the  Federal 
Reserve  System,  September  11, 1974. 

[seal]  Theodore  E.  Allison, 
Secretary  of  the  Board. 

[FR  Doc.74-21664  Filed  9-18-74:8:45  am] 


NEW  ENGLAND  MERCHANTS  COMPANY, 
INC. 

Acquisition  of  Bank 

New  England  Merchants  Company, 
Inc.,  Boston,  Massachusetts,  has  applied 
for  the  Board’s  approval  under  section 
3(a)(3)  of  the  Bank  Holding  Company 
Act  (12  U.S.C.  1842(a)(3))  to  acquire 
100  percent  (less  directors’  qualifying 
shares)  of  the  voting  shares  of  the  suc¬ 
cessor  by  merger  to  The  Fall  River 
National  Bank,  Fall  River,  Massachu¬ 
setts.  The  factors  that  are  considered  in 
acting  on  the  application  are  set  forth 
in  section  3(c)  of  the  Act  (12  U.S.C.  1842 
(c> ) . 

New  England  Merchants  Company, 
Inc.,  is  also  engaged  in  the  following  non¬ 
bank  activities:  equipment  leasing  and 
lending,  real  estate  construction  and 
mortgage  lending,  domestic  and  foreign 
commercial  and  small  business  financ¬ 
ing,  and  investment  and  advisory  serv¬ 
ices.  In  addition  to  the  factors  considered 
under  section  3  of  the  Act  (banking  fac¬ 
tors),  the  Board  will  consider  the  pro¬ 
posal  in  the  light  of  the  company’s  non¬ 
banking  activities  and  the  provisions  and 
prohibitions  in  section  4  of  the  Act  (12 
U.S.C.  1843). 

The  application  may  be  inspected  at 
the  office  of  the  Board  of  Governors  or  at 
the  Federal  Reserve  Bank  of  Boston.  Any 


person  wishing  to  comment  on  the  ap¬ 
plication  should  submit  his  views  in  writ- 
ting  to  the  Reserve  Bank  to  be  received 
not  later  than  October  11, 1974. 

Board  of  Governors  of  the  Federal  Re¬ 
serve  System,  September  11, 1974. 

[seal]  Theodore  E.  Allison, 

Secretary  of  the  Board. 

[FR  Doc.74-21666  Filed  9-18-74;8:45  am] 


TEXAS  COMMERCE  BANCSHARES,  INC. 

Acquisition  of  Bank 

Texas  Commerce  Bancshares,  Inc., 
Houston,  Texas,  a  bank  holding  company 
within  the  meaning  of  the  Bank  Holding 
Company  Act,  has  applied  for  the  Board’s 
approval  under  section  3(a)(3)  of  the 
Act  (12  U.S.C.  1842(c)(3))  to  acquire 
100  percent  of  the  voting  shares  (less 
directors’  qualifying  shares)  of  the  suc¬ 
cessor  by  merger  to  Highland  Park  State 
Bank,  San  Antonio,  Texas  (“Bank”) .  The 
bank  into  which  Bank  is  to  be  merged 
has  no  significance  except  as  a  means  to 
facilitate  the  acquisition  of  the  voting 
shares  of  Bank.  Accordingly,  the  pro¬ 
posed  acquisition  of  the  shares  of  the 
successor  organization  is  treated  herein 
as  the  proposed  acquisition  of  the  shares 
of  Bank. 

Notice  of  the  application,  affording 
opportunity  for  interested  persons  to 
submit  comments  and  views,  has  been 
given  in  accordance  with  section  3(b) 
of  the  Act.  The  time  for  filing  comments 
and  views  has  expired,  and  none  have 
been  timely  received.  The  Federal  Re¬ 
serve  Bank  of  Dallas,  acting  pursuant  to 
delegated  authority  for  the  Board  of 
Governors,  has  considered  the  applica¬ 
tion  in  light  of  the  factors  set  forth  in 
section  3(c)  of  the  Act  (12  U.S.C.  1842 
(c)). 

Applicant,  the  third  largest  banking 
organization  in  Texas,  presently  controls 
22  subsidiary  banks 1  with  aggregate  de¬ 
posits  of  approximately  $2,210.8  million, 
representing  5.73  percent  of  the  total 
commercial  bank  deposits  in  the  state.’ 
The  acquisition  of  Bank,  which  holds  de¬ 
posits  of  $66.4  million,  would  only  nomi¬ 
nally  increase  Applicant’s  share  of  com¬ 
mercial  bank  deposits  in  Texas  and  would 
not  significantly  increase  the  concentra¬ 
tion  of  banki  ig  resources  in  Texas. 

Bank,  which  is  located  in  southeastern 
San  Antonio,  operates  in  the  San  Antonio 
banking  market,  which  is  approximated 
by  the  San  Antonio  SMSA  comprised  of 
Bexar,  Comal,  and  Guadalupe  Counties. 
Bank  is  the  ninth  largest  of  44  banks  in 
the  market  and  controls  2.9  percent  of 
total  market  deposits.  Approval  of  the 


1  The  Board’s  Orders  of  August  31,  1972, 
and  November  28,  1972,  approving  acquisi¬ 
tions  of  banks  by  Applicant  respectively  re¬ 
quire  Applicant  to  divest  all  interest  in  Beau¬ 
mont  State  Bank,  Beaumont,  Texas,  by  Octo¬ 
ber  12, 1974,  and  all  Interest  in  Permian  Bank 
and  Trust,  Odessa,  Texas,  by  January  8,  1975. 

’  All  deposit  figures  are  as  of  December  31, 
1973,  and  reflect  holding  company  formations 
and  acquisitions  approved  by  the  Board 
through  July  31,  1974. 
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application  would  have  no  adverse  effect 
on  competition.  The  proposed  transaction 
represents  Applicant’s  initial  entry  into 
the  market,  and  Applicant’s  nearest  pres¬ 
ent  subsidiary  is  located  some  200  miles 
to  the  east,  in  Houston,  Texas.  There  is 
no  substantial  existing  competition  be¬ 
tween  Bank  and  any  of  Applicant’s  pres¬ 
ent  banking  subsidiaries,  nor  is  there  a 
reasonable  probability  of  such  substan¬ 
tial  competition  developing  in  the  future, 
in  view  of  the  distances  involved  and 
Texas’  prohibition  of  branch  banking.  In 
view  of  Bank’s  relatively  small  size  and 
market  position,  it  does  not  appear  that 
acquisition  of  Bank  by  Applicant  would 
raise  any  barriers  to  entry  into  the  mar¬ 
ket  area  by  other  banking  organizations. 
The  proposed  acquisition  would  thus 
have  no  adverse  effect  on  potential  com¬ 
petition. 

The  financial  and  managerial  re¬ 
sources  and  future  prospects  of  Appli¬ 
cant,  its  subsidiary  banks,  and  Bank  are 
generally  satisfactory  and  consistent 
with  approval  of  the  application,  espe¬ 
cially  in  light  of  the  proposed  addition 
of  $200,000  to  Bank’s  equity  capital  by 
Applicant.  While  there  is  no  evidence  in 
the  record  that  the  banking  needs  of  the 
community  are  not  presently  being  met, 
affiliation  with  Applicant  would  enable 
Bank  to  provide  more  resources  in  the 
form  of  increased  credit  capacity  and 
expertise  toward  the  growth  and  devel¬ 
opment  of  the  market,  particularly  in  the 
petrochemical,  transportation,  distribu¬ 
tion,  and  tourism  industries.  Applicant 
has  also  indicated  its  encouragement  of 
Bank’s  establishment  of  longer  banking 
hours  and  the  construction  of  new  and 
consolidated  banking  premises  for  Bank. 
Convenience  and  needs  considerations 
therefore  lend  weight  toward  approval  of 
the  application.  It  is  the  judgment  of 
the  Federal  Reserve  Bank  of  Dallas  that 
the  proposed  acquisition  is  in  the  public 
interest  and  that  the  application  should 
be  approved. 

On  the  basis  of  the  record  as  summar¬ 
ized  above,  the  Federal  Reserve  Bank  of 
Dallas  approves  the  application,  provided 
that  the  transaction  shall  not  be  con¬ 
summated  (a)  before  the  thirtieth  cal¬ 
endar  day  following  the  effective  date  of 
this  order  or  (b)  later  than  three  months 
after  the  effective  date  of  this  order,  un¬ 
less  such  period  is  extended  for  good 
cause  by  the  Board  or  by  the  Federal 
Reserve  Bank  of  Dallas  pursuant  to  dele¬ 
gated  authority. 

By  order  of  the  Federal  Reserve  Bank 
of  Dallas,  acting  pursuant  to  delegated 
authority  for  the  Board  of  Governors  of 
the  Federal  Reserve  System,  effective 
September  9,  1974. 

[seal]  Robert  H.  Boykin, 

Secretary. 

[FR  Doc.74-21668  Filed  9-18-74; 8:46  am] 

GENERAL  ACCOUNTING  OFFICE 

REGULATORY  REPORTS  REVIEW 
Receipt  of  Report  Proposals 

The  following  requests  for  clearance 
of  reports  intended  for  use  in  collecting 


NOTICES 

information  from  the  public  were  re¬ 
ceived  by  the  Regulatory  Reports  Review 
Staff,  GAO,  on  September  4,  1974.  See 
44  U.S.C.  3512(c)  &  (d).  The  purpose  of 
publishing  this  list  in  the  Federal  Regis¬ 
ter  is  to  inform  the  public  of  such 
receipt. 

The  list  includes  the  title  of  each  re¬ 
quest  received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in¬ 
formation;  the  agency  form  number,  if 
applicable;  and  the  frequency  with  which 
the  information  is  proposed  to  be  col¬ 
lected. 

Further  information  about  the  items 
on  this  list  may  be  obtained  from  the 
Regulatory  Reports  Review  Officer,  202- 
376-5425. 

CIVIL  AERONAUTICS  BOARD 

Request  for  clearance  of  Part  248 — 
Submission  of  Audit  and  Reconciliation 
Reports  which  requires  each  certificated 
air  carrier  that  has  caused  an  annual 
audit  of  its  books  to  be  made  by  inde¬ 
pendent  public  accountants  to  file  with 
the  Board  a  report  reconciling  the  bal¬ 
ance  sheet  and  profit  and  loss  statement 
included  in  the  audit  report  with  the 
balance  sheet  and  profit  and  loss  state¬ 
ments  filed  with  the  Board  as  a  part  of 
its  CAB  Form  41  report;  frequency  is 
annual;  potential  respondents  are  cer¬ 
tified  air  carriers;  reporting  burden  is  4 
hours  for  each  respondent  per  response. 

Norman  F.  Heyl, 
Regulatory  Reports 

Review  Officer. 

[FR  Doc.74-21770  Filed  9-18-74;8:45  am] 


REGULATORY  REPORTS  REVIEW 
Receipt  of  Report  Proposals 

The  following  requests  for  clearance 
of  reports  intended  for  use  in  collecting 
information  from  the  public  were  re¬ 
ceived  by  the  Regulatory  Reports  Review 
Staff,  GAO,  on  September  5,  1974.  See 
44  U.S.C.  3512(c)  &  (d).  The  purpose  of 
publishing  this  list  in  the  Federal  Reg¬ 
ister  is  to  inform  the  public  of  such 
receipt. 

The  list  includes  the  title  of  each  re¬ 
quest  received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in¬ 
formation;  the  agency  form  number,  if 
applicable;  and  the  frequency  with  which 
the  information  is  proposed  to  be  col¬ 
lected. 

Further  information  about  the  items 
on  this  list  may  be  obtained  from  the 
Regulatory  Reports  Review  Officer,  202- 
376-5425. 

ATOMIC  ENERGY  COMMISSION 

Request  for  revisions -to  10  CFR  70.52 
and  150.16  directing  licensed  persons  who 
possess  one  gram  or  more  of  special  nu¬ 
clear  material  to  report  directly  to  the 
Commission  any  theft  or  attempted  theft 
of  special  nuclear  material;  frequency 
is  on  occasion;  potential  respondents  are 
AEC  licensees  and  persons  licensed  by 
Agreement  States;  reporting  burden  is 
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estimated  to  be  less  than  8  hours  for  each 
respondent  per  response. 

Norman  F.  Heyl, 
Regulatory  Reports 

Review  Officer. 
[FR  Doc.74-21771  Filed  9-18-74;8:45  am] 


REGULATORY  REPORTS  REVIEW 
Receipt  of  Report  Proposals 

The  following  requests  for  clearance 
of  reports  intended  for  use  in  collecting 
information  from  the  public  were  re¬ 
ceived  by  the  Regulatory  Reports  Review 
Staff,  GAO,  on  August  29,  1974.  See  44 
U.S.C.  3512(c)  &  (d).  The  purpose  of 
publishing  this  list  in  the  Federal  Reg¬ 
ister  is  to  inform  the  public  of  such  re¬ 
ceipt. 

The  list  includes  the  title  of  each  re¬ 
quest  received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in¬ 
formation;  the  agency  form  number,  if 
applicable;  and  the  frequency  with  which 
the  information  is  proposed  to  be  col¬ 
lected. 

Further  information  about  the  items 
on  this  list  may  be  obtained  from  the 
Regulatory  Reports  Review  Officer,  202- 
376-5425. 

Atomic  Energy  Commission 

Request  for  clearance  of  AEC  Regula¬ 
tory  Guide  1.16 — Reporting  of  Operating 
Information  concerning  nuclear  power 
plants;  frequency  is  as  follows:  25  ab¬ 
normal  occurrence  reports,  15  startup 
reports  filed  annually,  1  annual  report, 
and  1  monthly  report  for  each  nuclear 
power  plant;  potential  respondents  are 
the  45  AEC  licensed  nuclear  plants;  bur¬ 
den  is  as  follows:  the  abnormal  occur¬ 
rence  reports  will  require  about  2  hours 
to  prepare,  the  startup  reports  400  hours, 
the  annual  report  100  hours,  and  the 
monthly  report  requires  about  1  hour 
to  prepare. 

Norman  F.  Heyl, 
Regulatory  Reports 
Review  Officer. 

[FR  Doc.74-21772  Filed  9-18-74;8:45  am] 


NATIONAL  AERONAUTICS  AND 
SPACE  ADMINISTRATION 

[Notice  (74-57)] 

NASA  SOLAR  MAXIMUM  MISSION  AD  HOC 
SUBCOMMITTEE  FOR  REVIEW  OF  PRO¬ 
POSALS 

Date  and  Place  of  Meeting 

The  NASA  Ad  Hoc  Subcommittee  of 
the  Space  Science  and  Applications 
Steering  Committee  for  review  of  pro¬ 
posals  for  the  Solar  Maximum  Mission 
will  meet  at  the  Goddard  Space  Flight 
Center  in  Greenbelt,  Maryland  on  Octo¬ 
ber  7,  8,  and  9.  The  meetings  will  be  held 
in  Rooms  200,  205,  and  219  in  Building 
26,  from  8:30  a.m.  to  5  p.m.  on  October 
7  and  8  and  in  Room  200  from  8:30  a.m. 
to  5  p.m.  on  October  9. 

The  Subcommittee  will  discuss,  evalu¬ 
ate  and  categorize  proposals  for  partici¬ 
pation  in  the  Solar  Maximum  Mission. 
Throughout  the  Subcommittee  sessions. 
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the  professional  qualifications  of  the 
proposers  and  their  potential  scientific 
contributions  to  the  Solar  Maximum 
Mission  as  well  as  the  merits  of  their 
proposed  instrumentation  will  be  can¬ 
didly  discussed  and  appraised.  Discussion 
of  these  matters  in  a  public  session  would 
invade  the  privacy  of  the  proposers  and 
the  other  individuals  involved.  The  meet¬ 
ing  will  be  closed  to  members  of  the  pub¬ 
lic. 

Since  the  Subcommittee  session  will  be 
concerned  throughout  with  matters  list¬ 
ed  in  5  U.S.C.  552(b)(6),  it  is  hereby 
determined  that  the  session  should  be 
closed  to  the  public. 

For  further  information  please  contact 
Dr.  Stuart  Jordan  at  (202)  755-8490. 

Boyd  C.  Myers,  H, 
Assistant  Associate  Administra¬ 
tor  for  Organization  and 
Management,  National  Aero¬ 
nautics  and  Space  Adminis¬ 
tration. 

September  11,  1974. 

[FR  Doc.74-21752  Filed  9-18-74;8:45  am] 

NATIONAL  FOUNDATION  ON  THE 
ARTS  AND  THE  HUMANITIES 

PUBLIC  MEDIA  ADVISORY  PANEL 
Notice  of  Meeting 

Pursuant  to  section  10(a)  (2)  of  the 
Federal  Advisory  Committee  Act  (Pub. 
L.  92-463) ,  notice  is  hereby  given  that  a 
closed  meeting  of  the  Public  Media  Panel 
to  the  National  Endowment  for  the 
Arts  will  be  held  at  9  a.m.  on  Sept.  30, 
1974  in  the  14th  floor  conference  room 
of  the  Columbia  Plaza  Bldg.,  2491  E  St., 
N.W..  Wash.,  D.C. 

This  meeting  is  for  the  purpose  Panel 
review,  discussion,  evaluation,  and  rec¬ 
ommendation  on  applications  for  finan¬ 
cial  assistance  under  the  National  Foun¬ 
dation  on  the  Arts  and  the  Humanities 
Act  of  1965,  as  amended,  including  dis¬ 
cussion  of  information  given  in  con¬ 
fidence  to  the  agency  by  grant  applicants. 
In  accordance  with  the  determination 
of  the  Chairman  published  in  the  Fed¬ 
eral  Register  of  January  10,  1973,  this 
meeting,  which  involves  matters  exempt 
from  the  requirements  of  public  dis¬ 
closure  under  the  provisions  of  the  Free¬ 
dom  of  Information  Act  (5  U.S.C.  552 
(b)  (4) ,  and  (5) )  will  not  be  open  to  the 
public. 

Further  information  with  reference  to 
this  meeting  can  be  obtained  from  Mrs. 
Luna  Diamond,  Advisory  Committee 
Management  Office,  National  Endow¬ 
ment  for  the  Arts,  Washington,  D.C. 
20506,  or  caU  (202)  382-5871. 

Edward  M.  Wolfe, 
Administrative  Officer,  Nation¬ 
al  Endowment  for  the  Arts, 
National  Foundation  on  the 
Arts  and  the  Humanities. 

■  [FR  Doc.74-21564  Filed  9-18-74;8:45  am] 


NOTICES 

OFFICE  OF  MANAGEMENT  AND 
BUDGET 

CLEARANCE  OF  REPORTS 
List  of  Requests 

The  following  is  a  list  of  requests  for 
clearance  of  reports  Intended  for  use  In 
collecting  information  from  the  public 
received  by  the  Office  of  Management 
and  Budget  on  September  16,  1974  (44 
U.S.C.  3509).  The  purpose  of  publishing 
this  list  in  the  Federal  Register  is  to  in¬ 
form  the  public. 

The  list  includes  the  title  of  each  re¬ 
quest  received;  the  name  of  the  agency 
sponsoring  the  proposed  collection  of  in¬ 
formation;  the  agency  form  number,  if 
applicable;  the  frequency  with  which  the 
information  is  proposed  to  be  collected; 
the  name  of  the  reviewer  or  reviewing 
division  within  OMB,  and  an  indication 
of  who  will  be  the  respondents  to  the  pro¬ 
posed  collection. 

The  symbol  (x)  identifies  proposals 
which  appear  to  raise  no  significant  is¬ 
sues,  and  are  to  be  approved  after  brief 
notice  through  this  release. 

Further  information  about  the  items 
on  this  Daily  List  may  be  obtained  from 
the  Clearance  Office,  Office  of  Manage¬ 
ment  and  Budget,  Washington,  D.C. 
20503  (202-395-4529),  or  from  the  re¬ 
viewer  listed. 

New  Forms 

DEPARTMENT  OF  COMMERCE 

Bureau  of  the  Census : 

Census  of  Agricultural  Services — 1974, 
Form  74-A40,  Single  time,  Lowry,  395- 
3772,  Agricultural  service  establishments. 
Departmental,  LBDO/CCAC  Employee 
Questionnaire,  Form,  Single  time,  EGO 
(395-3461),  Hulett  (395-4730),  Individ¬ 
uals. 

VETERANS  ADMINISTRATION 

Certification  of  Loan  Disbursement:  Form 
26-1876,  Occasional,  Caywood  (394-3443), 
Veteran  and  lender. 

Revisions 

DEPARTMENT  OF  AGRICULTURE 

Statistical  Reporting  Service:  Receipts  of 
Livestock  by  State  of  Origin,  Form, 
Monthly,  Lowry  (394-3772) ,  Meet  packers, 
stockyards  and  order  buyers. 

DEPARTMENT  OF  HEALTH,  EDUCATION,  AND 
WELFARE 

Social  Security  Administration:  State  Agency 
Financial  Accountability  Statement  fpr 
SSA  Disability  Programs,  Form  SSA  874, 
Annual,  Caywood  (395-3443),  54  State 
agencies. 

Extensions 

U.S.  CIVIL  SERVICE  COMMISSION 

Medical  Report  (Diabetes  MiUltus) ,  Form 
CSC  3684,  Occasional,  Evlnger  (395-3648), 
Diabetics  who  have  applied  for  Federal 
service. 

Phillip  D.  Larsen, 
Budget  and  Management  Officer. 
[FR  Doc.74-21890  Filed  9-18-74;8:45  am] 


PANAMA  CANAL  COMPANY 

LA  FORTUNA  HYDROELECTRIC  PROJECT 

Availability  of  Draft  Environmental  Impact 
Statement  and  Notice  of  Public  Hearings 

Pursuant  to  section  102(2)  (c)  of  the 
National  Environmental  Policy  Act,  the 
Panama  Canal  Company  /Canal  Zone 
Government  Environmental  Quality 
Committee  has  prepared  a  draft  envi¬ 
ronmental  impact  statement  for  the 
proposed  granting  of  a  license  to  the 
Instituto  de  Recursos  Hidraulicos  y 
Electrification,  an  autonomous  agency 
of  the  Government  of  the  Republic  of 
Panama,  to  construct,  maintain  and  op¬ 
erate  two  230  kv  transmission  lines  along 
a  corridor  100  meters  wide  across  the 
Canal  Zone.  This  license  covers  only  the 
Canal  Zone  portion  which  is  an  integral 
part  of  the  nationwide  La  Fortuna 
Hydroelectric  Project  in  the  Republic  of 
Panama. 

The  environmental  statement  consid¬ 
ers  the  project  as  it  relates  to  the  over¬ 
all  economic  and  social  benefits  and  de¬ 
velopment  of  the  Republic  of  Panama; 
the  increased  reliance  on  renewable  hy¬ 
droelectric  generation  vice  fossil  fuel 
generation;  the  preempting  of  580  acres 
of  land  for  the  sole  use  of  the  projects; 
negative  visual  Impact  at  certain  points 
along  the  corridor;  and  the  loss  of  a  lim¬ 
ited  amount  of  jungle  cover.  Only  tem¬ 
porary  disturbance  of  wildlife  and  minor 
loss  of  habitat  during  construction  is 
forecast. 

A  limited  supply  of  copies  of  the  draft 
environmental  Impact  statement  is 
available.  Single  copy  requests  should  be 
submitted  via  airmail  to: 

Secretary,  Environmental  Quality  Committee 
Room  233 

Panama  Canal  Company 
Balboa  Heights,  Canal  Zone 

or 

Secretary,  Panama  Canal  Company 
Room  312 

425  13th  Street,  N.W. 

Washington,  D.C.  20004 

Copies  of  the  draft  environmental 
statement  have  been  sent  for  comment  to 
various  Federal  and  local  agencies  as 
outlined  in  the  Council  on  Environmen¬ 
tal  Quality  Guidelines.  Comments  are 
invited  from  others  having  knowledge  or 
a  special  expertise  on  environmental  Im¬ 
pacts.  In  order  to  afford  full  opportunity 
for  such  comments,  In  addition  to  writ¬ 
ten  comments,  a  public  hearing  for  the 
purpose  of  taking  oral  or  written  testi¬ 
mony  on  the  matter  will  be  held  on 
October  15,  1974  at  2  p.m.  In  the  Panama 
Canal  Company  Training  Center,  Bal¬ 
boa  Heights,  Canal  Zone. 

Written  comments  concerning  the  pro¬ 
posed  action  (or  requests  for  additional 
information)  should  be  addressed  and 
sent  airmail  to:  Secretary,  Environmen¬ 
tal  Quality  Committee,  Panama  Canal 
Company,  Balboa  Heights,  Canal  Zone. 
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Comments  must  be  received  on  or  be¬ 
fore  November  8, 1974  in  order  to  be  con¬ 
sidered  in  the  preparation  of  the  final 
environmental  impact  statement. 

Dated:  September  11, 1974. 

Thomas  M.  Constant, 

Secretary, 

Panama  Canal  Company. 

[PR  Doc.74-21768  Piled  8-18-74; 8: 45  am] 


POSTAL  RATE  COMMISSION 

VISIT  TO  POSTAL  FACILITIES 

September  16,  1974. 
Notice  is  hereby  given  that  employees 
of  the  Postal  Rate  Commission  will  be 
visiting  Postal  Service  facilities  on  the 
date  indicated  for  the  purpose  of  acquir¬ 
ing  general  background  knowledge  of 
postal  operations. 

No  particular  matter  at  issue  in  con¬ 
tested  proceedings  before  the  Commis¬ 
sion  nor  the  substantive  merits  of  a  mat¬ 
ter  that  is  likely  to  become  a  particular 
matter  at  issue  in  contested  proceedings 
before  the  Commission  will  be  discussed. 

A  report  of  the  visit  will  be  on  file  in 
the  Commission’s  docket  room. 

Place  of  visit:  Date  of  visit 

Washington,  D.C _  Sept.  23,  1974. 

By  direction  of  the  Commission. 

Joseph  A.  Fisher, 
Secretary. 

[PR  Doc.74-21738  Filed  9-18-74;8:45  am] 

SECURITIES  AND  EXCHANGE 
COMMISSION 

CHICAGO  BOARD  OPTIONS  EXCHANGE, 
INC. 

Proposed  Amendments  to  Option  Plan 

Notice  is  hereby  given  that  the  Chi¬ 
cago  Board  Options  Exchange,  Inc. 
(CBOE)  has  filed  proposed  amendments 
to  its  Option  Plan  pursuant  to  Rule  9b-l 
under  the  Securities  Exchange  Act  of 
1934  (17  CPR  240.9b-l).  CBOE  proposes 
to  amend  paragraph  (d)  of  Rule  8.7  con¬ 
cerning  the  obligations  of  Market- 
Makers. 

These  amendments  affect  paragraph 
(d)  of  Rule  8.7  and  serve  to  clarify  the 
obligations  of  Market-Makers  when  they 
trade  in  classes  of  option  contracts  for 
which  they  hold  neither  a  Principal  nor 
Supplemental  Appointment.  In  practice, 
Market-Makers  trading  in  non-appointed 
classes  have  been  expected  to  meet  the 
same  requirements  as  those  imposed  upon 
Market-Makers  holding  Supplemental 
Appointments,  i.e.,  Market-Makers  trad¬ 
ing  in  non-appointed  classes  now  have 
the  responsibility  of  fulfilling  the  affirm¬ 
ative  obligations  imposed  by  paragraph 
(b)  whenever  they  are  present  in  the 
trading  crowd  for  a  particular  class  of 
option  contracts.  CBOE  stated  that  these 
amendments  are  proposed  in  order  that 
the  rule  will  reflect  current  practice  on 
the  trading  floor. 

Under  CBOE’s  proposed  amendments, 
the  provision  in  the  rule  governing  the 
time  at  which  a  Market-Maker  trading 


in  non-appointed  classes  incurs  obliga¬ 
tions  is  changed.  At  present  the  rule  pro¬ 
vides  that  a  Market-Maker  Incurs  obli¬ 
gations  with  respect  to  a  non-appointed 
class  only  when  he  makes  a  bid  or  offer 
in  that  class;  he  may  be  present  in  the 
trading  crowd,  but  so  long  as  he  does  not 
speak,  he  has  no  obligation.  With  the 
change,  the  Market-Maker  will  incur  ob¬ 
ligations  with  respect  to  a  non-appointed 
class  whenever  he  enters  the  trading 
crowd  for  that  class  in  other  than  a  floor 
brokerage  capacity.  The  timing  in  this 
regard  is  the  same  as  that  for  Market- 
Makers  holding  a  Supplemental  Appoint¬ 
ment. 

The  amendments  also  alter  the  rule’s 
expression  of  the  nature  of  the  Market- 
Maker’s  obligations  with  respect  to  non- 
appointed  classes.  By  the  deletion  of  the 
phrase  “clauses  (i)  and  (ii)  of”,  a 
Market-Maker  trading  in  non-appointed 
classes  will  have  to  meet  not  only  the 
spread  and  last  sale  restrictions  imposed 
by  clauses  (i)  and  (ii)  of  paragraph  (b) , 
but  will  also  have  to  meet  the  affirmative 
obligations  imposed  by  that  paragraph. 
Just  as  for  Market-Makers  trading  in 
classes  to  which  they  hold  a  Supple¬ 
mental  Appointment,  whenever  a  Mar¬ 
ket-Maker  is  present  in  the  trading 
crowd  for  a  class  in  which  he  holds  no 
appointment,  he  will  have  an  obligation 
to  engage,  to  a  reasonable  degree  under 
the  existing  circumstances  in  dealings 
for  his  own  account  when  there  exists,  or 
it  is  reasonably  anticipated  that  there 
will  exist,  a  lack  of  price  continuity,  a 
temporary  disparity  between  the  supply 
of  and  demand  for  a  particular  option 
contract,  or  a  temporary  distortion  of 
the  price  relationships  between  option 
contracts  of  the  same  class. 

Should  these  proposed  amendments 
become  effective,  there  will  remain  two 
distinctions  between  trading  in  a  class 
to  which  a  Market-Maker  holds  a  Sup¬ 
plemental  Appointment  and  trading  in  a 
non-appointed  class.  First,  by  virtue  of 
guideline  .03  under  Rule  8.7,  75  percent 
of  the  Market-Maker’s  transactions 
would  be  channeled  into  those  particu¬ 
lar  classes  of  option  contracts  to  which 
he  holds  Principal  or  Supplemental  Ap¬ 
pointments.  Only  25  percent  of  a  Mar¬ 
ket-Maker’s  trading  volume  would  be 
available  for  trading  pursuant  to  8.7(d). 
Second,  a  Market-Maker  holding  a  Sup¬ 
plemental  Appointment  would  be  subject 
to  a  call  for  Market-Makers  by  the  board 
broker  assigned  to  a  particular  class, 
while  a  Market-Maker  not  having  a  Sup¬ 
plemental  Appointment  in  that  class 
would  not  be  subject  to  such  a  call.  An 
example  will  demonstrate  the  point:  As¬ 
sume  that  Market-Maker  A  holds  a  Sup¬ 
plemental  Appointment  in  Avon  Prod¬ 
ucts  and  that  both  Market-Maker  A  and 
Market-Maker  B  are  in  the  trading 
crowd  for  Brunswick.  If  the  board  broker 
assigned  to  Avon  options  were  to  issue  a 
call  for  Market-Makers,  Market-Maker 
A  would  have  an  obligation  to  leave  the 
Brunswick  trading  crowd  and  respond 
to  the  board  broker’s  call;  Market- 
Maker  B  would  not  be  under  such  an 
obligation. 


The  proposed  amendment  will  become 
effective  upon  the  30th  day  after  this 
notice  appears  in  the  Federal  Register, 
or  upon  such  earlier  date  as  the  Commis¬ 
sion  may  allow  unless  the  Commission 
shall  disapprove  the  change  in  whole  or 
in  part  as  being  inconsistent  with  the 
public  interest  or  the  protection  of  in¬ 
vestors. 

All  interested  persons  are  invited  to 
submit  their  views  and  comments  on  the 
proposed  amendment  to  CBOE’s  plan  ei¬ 
ther  before  or  after  it  has  become  ef¬ 
fective.  Written  statements  of  views  and 
comments  should  be  addressed  to  the 
Secretary,  Securities  and  Exchange  Com¬ 
mission,  500  North  Capitol  Street,  Wash¬ 
ington,  D.C.  20549.  Reference  should  be 
made  to  file  number  10-54.  The  proposed 
amendment  is,  and  all  such  comments 
will  be,  available  for  public  inspection  at 
the  Public  Reference  Room  of  the  Se¬ 
curities  and  Exchange  Commission  at 
1100  L  Street,  NW„  Washington,  D.C. 

[seal]  George  A.  Fitzsimmons, 

Secretary. 

September  11, 1974. 

[FR  Doc.74-21791  Filed  9-18-74;8:45  am] 


[812-3651] 

FOURTH  EMPIRE  FUND,  INC.  ET  AL. 

Filing  of  Application  for  Order  Exempting 
Proposed  Transactions 

Notice  is  hereby  given  that  Fourth  Em¬ 
pire  Fund,  Inc.  (“Fourth”),  Fifth  Em¬ 
pire  Fund,  Inc.  (“Fifth”),  Sixth  Empire 
Fund,  Inc.  (“Sixth”)  and  Federated  Re¬ 
gional  Research  Investments,  Inc.  (“Re¬ 
gional  Research”)  (collectively  “Appli¬ 
cants”)  ,  421  Seventh  Avenue,  Pittsburgh, 
Pennsylvania  15219,  open-end  diversi¬ 
fied  management  investment  companies 
registered  under  the  Investment  Com¬ 
pany  Act  of  1940  (“Act”) ,  have  filed  an 
application  pursuant  to  section  17(b)  of 
the  Act  for  an  order  exempting  from  the 
provisions  of  section  17(a)  of  the  Act 
the  proposed  transactions  pursuant  to 
which  Fifth,  Sixth  and  Regional  Re¬ 
search  will  be  merged  into  Fourth  as 
more  fully  described  below.  All  interested 
persons  are  referred  to  the  application  on 
file  with  the  Commission  for  a  statement 
of  the  representations  contained  there¬ 
in,  which  are  summarized  below. 

Applicants  are  incorporated  under  the 
law  of  the  State  of  Maryland  and  the 
governing  instruments  of  Applicants  are 
substantially  similar.  Fourth,  Fifth  and 
Sixth  operate  under  investment  advisory 
contracts  containing  substantially  simi¬ 
lar  terms  and  which  base  advisory  fees 
on  a  percentage  of  net  assets  and  a  per¬ 
centage  of  gross  income.  Regional  Re¬ 
search  operates  under  an  investment  ad¬ 
visory  contract  which  bases  the  advisory 
fee  solely  on  a  percentage  of  net  assets. 
The  same  individuals  who  serve  as  direc¬ 
tors  of  Fourth  also  serve  as  directors  of 
Fifth,  Sixth  and  Regional  Research. 

Empire  TV  Research  Corp.,  Empire  V 
Research  Corp.,  Empire  VI  Research 
Corp.  and  Regional  Research  Corp., 
wholly  owned  subsidiaries  of  Federated 
Investors,  Inc.,  act  as  investment  advi- 
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sers  to  Fourth,  Fifth,  Sixth  and  Re¬ 
gional  Research,  respectively;  and  Fed¬ 
erated  Research  Corp.,  another  wholly 
owned  subsidiary  of  Federated  Investors, 
Inc.,  acts  as  sub-investment  adviser  to 
Applicants.  Accordingly,  the  Applicants 
may  be  deemed  to  be  under  common 
control  and,  therefore,  each  Applicant 
may  be  deemed  an  affiliated  person  of  the 
other  within  the  meaning  of  section  2 
(a)  (3)  of  the  Act. 

Applicants  have  entered  into  a  Plan 
and  Agreement  of  Merger  (“Agreement 
of  Merger”)  which  provides  for  the 
merger,  pursuant  to  Maryland  law,  of 
Fifth,  Sixth  and  Regional  Research  into 
Fourth.  Each  Applicant  will  obtain  either 
a  ruling  from  the  Internal  Revenue  Serv¬ 
ice  or  opinions  from  its  respective  tax 
counsel  that  the  merger  will  constitute  a 
tax-free  reorganization,  no  gain  or  loss 
will  be  recognized  by  Applicants  or  their 
shareholders  as  a  result  of  the  merger, 
and  the  assets  of  Fifth,  Sixth  and  Re¬ 
gional  Research,  respectively,  will  have 
the  same  tax  basis  in  the  hands  of 
Fourth  as  they  had  in  the  hands  of  Fifth, 
Sixth  and  Regional  Research,  respec¬ 
tively.  Approval  of  the  Agreement  of 
Merger  requires  the  affirmative  vote  of 
the  holders  of  a  majority  of  the  out¬ 
standing  shares  of  each  Applicant.  If  the 
Agreement  of  Merger  is  approved,  it  is 
anticipated  that  the  merger  will  take 
place  on  or  about  November  30,  1974. 

On  the  effective  date  of  the  merger, 
the  outstanding  shares  of  common  stock 
of  Fifth,  Sixth  and  Regional  Research 
owned  by  each  respective  shareholder 
will  be  converted  into  that  number  of  full 
schares  (and  fractional  interests  in  a 
full  share)  of  Fourth  as  shall  have  an 
aggregate  net  asset  value,  as  of  the  last 
day  on  which  the  New  York  Stock  Ex¬ 
change  is  open  for  unrestricted  trading 
prior  to  the  effective  date  of  the  merger, 
equal  to  each  Fifth,  Sixth  and  Regional 
Research  shareholder’s  pro  rata  interest 
in  the  value  of  the  net  assets  of  Fifth, 
Sixth  and  Regional  Research.  Prior  to 
the  effective  date  of  the  merger,  each  Ap¬ 
plicant  will  declare  a  dividend  to  its 
respective  shareholders  consisting  of  sub¬ 
stantially  all  of  its  undistributed  net  tax¬ 
able  investment  income  and  net  short¬ 
term  capital  gains.  With  respect  to  long¬ 
term  capital  gains  realized  by  Fifth  from 
December  1,  1973  (the  beginning  of  its 
fiscal  year)  up  to  the  effective  date  of  the 
merger,  by  Sixth  from  April  1,  1974 
(the  beginning  of  its  fiscal  year)  up  to  the 
effective  date  of  the  merger,  and  by  Re¬ 
gional  Research  from  August  1, 1974  (the 
beginning  of  its  fiscal  year)  up  to  the 
effective  date  of  the  merger,  Fifth,  Sixth 
and  Regional  Research  will  accrue  the 
Federal  tax  payable  thereon  as  a  liability 
to  be  paid  by  Fourth  as  the  surviving 
corporation,  and  in  determining  the 
number  of  shares  of  Fourth  to  be  issued 
in  the  transaction,  a  reduction  in  an 
amount  equal  to  such  tax  will  be  made  on 
the  net  asset  values  of  Fifth,  Sixth  and 
Regional  Research.  Shortly  before  the 
effective  date,  Fourth  will  make  a  distri¬ 
bution  to  its  shareholders  of  long-term 
capital  gains,  if  available,  substantially 
equal  to  the  net  long-term  capital  gains 


realized  but  not  previously  distributed 
since  April  1,  1974  (the  beginning  of  its 
fiscal  year) . 

No  adjustment  in  the  net  asset  values 
of  Applicants  will  be  made  to  compensate 
for  any  potential  Federal  income  tax  im¬ 
pact  on  the  shareholders  of  Applicants 
which  may  result  from  differences  in  the 
percentage  of  each  Applicant’s  net  un¬ 
realized  capital  appreciation  to  its  net 
asset  value.  Applicants  assert  that  such 
potential  tax  consequences  to  share¬ 
holders  cannot  practically  be  determined 
and  that  there  is,  therefore,  no  way  in 
which  such  potential  consequences  can 
be  offset  in  an  equitable  manner.  Ap¬ 
plicants  contend,  moreover,  that,  in  any 
case,  such  consequences  will  be  minor. 

Securities  in  the  portfolio  of  Regional 
Research  which  are  not  traded  on  a  na¬ 
tional  securities  exchange  but  for  which 
quotations  are  available  are  evaluated  at 
the  mean  between  the  bid  and  asked 
price.  For  purposes  of  the  merger,  how¬ 
ever,  such  securities  will  be  valued  at 
their  bid  price,  which  method  of  valua¬ 
tion  is  consistent  with  that  of  Fourth. 
Accordingly,  the  net  asset  value  of  Re¬ 
gional  Research  would  have  been  re¬ 
duced  by  $38,875  or  approximately 
$0.0822  per  share  if  the  merger  had  taken 
place  on  July  31,  1974. 

If  the  proposed  merger  had  taken 
place  on  July  31, 1974,  when  Fourth  had 
699,010  shares  outstanding  and  net  as¬ 
sets  of  $9,824,890;  Fifth  had  668,691 
shares  outstanding  and  net  assets  of 
$7,565,039;  Sixth  had  796,451  shares  out¬ 
standing  and  net  assets  of  $8,549,576; 
and  Regional  Research  had  472,678 
shares  outstanding  and  net  assets  of 
$2,745,800,  each  shareholder  of  Fifth 
would  have  received  .8049  shares  of 
Fourth  for  each  share  of  Fifth  he  owned; 
each  shareholder  of  Sixth  would  have 
received  .7637  shares  of  Fourth  for 
each  share  of  Sixth  he  owned;  and  each 
shareholder  of  Regional  Research  would 
have  received  .4133  shares  of  Fourth 
for  each  share  of  Regional  Research  he 
owned. 

Section  17(a)  of  the  Act,  in  pertinent 
part,  provides  that  it  is  unlawful  for  an 
affiliated  person  of  a  registered  invest¬ 
ment  company  or  an  affiliated  person  of 
such  a  person,  to  knowingly  sell  to,  or 
purchase  from,  such  investment  com¬ 
pany  any  security  or  property.  Section 
17(b)  of  the  Act  provides  that  the  Com¬ 
mission  may  exempt  a  proposed  transac¬ 
tion  from  section  17(a)  of  the  Act  if  the 
evidence  establishes  that  (1)  the  terms 
of  the  proposed  transaction  are  reason¬ 
able  and  fair  and  do  not  involve  over¬ 
reaching  on  the  part  of  any  person  con¬ 
cerned;  (2)  the  proposed  transaction  is 
consistent  with  the  policy  of  each  regis¬ 
tered  investment  company  concerned; 
and  (3)  the  proposed  transaction  is  con¬ 
sistent  with  the  general  purposes  of  the 
Act. 

Applicants  represent  that  the  transac¬ 
tion  is  fair  and  reasonable  and  does  not 
involve  overreaching  by  any  party  con¬ 
cerned,  in  that  the  merger  will  be  accom¬ 
plished  on  the  basis  of  the  net  asset 
values  of  Fourth,  Fifth,  Sixth  and  Re¬ 
gional  Research  at  the  same  point  in 


time.  The  application  states  that  the 
reduction  in  net  asset  value  of  Regional 
Research  resulting  from  evaluation  of 
certain  of  its  portfolio  securities  in  ac¬ 
cordance  with  the  charter  of  Fourth  is 
minimal.  In  addition,  it  is  represented 
that  this  procedure  is  merely  one  of  the 
factors  to  be  considered  by  the  share¬ 
holders  of  Regional  Research  in  deter¬ 
mining  whether  to  approve  the  proposed 
merger.  Applicants  assert  that  the  share¬ 
holders  of  each  Applicant  will  benefit  by 
the  elimination  of  certain  presently  du¬ 
plicated  expenses  such  as  legal,  proxy  and 
licated  expenses  such  as  legal,  proxy  and 
advisory  expenses.  In  addition,  greater 
investment  flexibility  both  with  respect 
to  normal  portfolio  transactions  and  re¬ 
demption  procedures  is  expected. 

The  aggregate  expenses  of  Applicants 
in  connection  with  the  proposed  merger, 
including  legal,  accounting,  transfer 
agent  and  other  miscellaneous  expenses, 
are  estimated  at  $25,000.  All  such  ex¬ 
penses  will  be  allocated  to  each  Applicant 
in  proportion  to  its  respective  net  asset 
value. 

Applicants  represent  that  the  proposed 
merger  is  consistent  with  the  investment 
policies  of  Fourth,  Fifth  and  Sixth,  which 
are  basically  to  seek  long-term  growth 
of  capital  and  of  income.  It  is  further 
represented  that  the  investment  policy 
of  Regional  Research,  which  is  to  obtain 
growth  of  capital  through  investment 
in  common  stocks  selected  by  using  in¬ 
formation  supplied  by  regional  invest¬ 
ment  banking  and  brokerage  firms,  has 
proven  less  effective  than  anticipated. 
Therefore,  the  Board  of  Directors  of  Re¬ 
gional  Research  has  decided  that  a  modi¬ 
fication  of  this  policy  was  required  in 
order  to  stem  the  decline  in  its  net  asset 
value  and  that  the  proposed  merger 
would  be  in  the  best  interests  of  the 
shareholders  of  Regional  Research.  Ap¬ 
plicants  further  assert  that  the  proposed 
merger  is  consistent  with  the  general 
purposes  of  the  Act. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  October 
8,  1974,  at  5:30  p.m.,  submit  to  the  Com¬ 
mission  in  writing  a  request  for  a  hear¬ 
ing  on  the  matter  accompanied  by  a 
statement  as  to  the  nature  of  his  inter¬ 
est,  the  reason  for  such  request,  and  the 
issue,  if  any,  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  com¬ 
munication  should  be  addressed:  Secre¬ 
tary,  Securities  and  Exchange  Commis¬ 
sion,  Washington,  D.C.  20549.  A  copy  of 
such  request  shall  be  served  personally  or 
by  mail  (air  mail  if  the  person  being 
served  is  located  more  than  500  miles 
from  the  point  of  mailing)  upon  Ap¬ 
plicants  at  the  address  stated  above. 
Proof  of  such  service  (by  affidavit  or 
in  the  case  of  an  attorney-at-law,  by 
certificate)  shall  be  mailed  contempo¬ 
raneously  with  the  request.  As  provided 
by  Rule  0-5  of  the  rules  and  regulations 
promulgated  under  the  Act,  an  order  dis¬ 
posing  of  the  application  will  be  issued 
as  of  course  following  said  date  unless 
the  Commission  thereafter  orders  a 
hearing  upon  request  or  upon  the  Com- 
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mission’s  own  motion.  Persons  who  re¬ 
quest  a  hearing,  or  advice  as  to  whether 
a  hearing  Is  ordered,  will  receive  any  no¬ 
tices  and  orders  issued  in  this  matter,  in¬ 
cluding  the  date  of  the  hearing  (if 
ordered)  and  any  postponements  thereof. 

For  the  Commission,  by  the  Division  of 
Investment  Management  Regulation, 
pursuant  to  delegated  authority. 

[seal]-  George  A.  Fitzsimmons, 

Secretary. 

[FR  Doc.74-21783  Filed  9-18-74;8:45  am] 
[811-2030] 

INVESTMENT  MANAGEMENT  SERVICES, 
INC. 

Proposal  To  Terminate  Registration 

Notice  is  hereby  given  that  the  Com¬ 
mission  proposes,  pursuant  to  section 
8(f)  of  the  Investment  Company  Act  of 
1940  (“Act”) ,  to  declare  by  order  on  its 
own  motion  that  Investment  Manage¬ 
ment  Services,  Inc.  (“Company”),  c/o 
Donald  L.  Herskovitz,  815  15  Street,  NW., 
Washington,  D.C.  20005,  registered  under 
the  Act  as  an  open-end,  diversified,  man¬ 
agement  investment  company,  has  ceased 
to  be  an  investment  company  as  defined 
in  the  Act. 

The  Company  was  organized  as  a 
Delaware  corporation  on  October  27, 
1969  and  registered  under  the  Act  by 
filing  a  Form  N-8A  Notification  of  Reg¬ 
istration  on  February  24, 1970.  The  Com¬ 
pany  never  filed  a  Registration  State¬ 
ment  on  Form  N-8B-1  nor  any  Registra¬ 
tion  Statement  under  the  Securities  Act 
of  1933.  It  never  sold  any  shares,  it  has 
no  assets,  and  the  Commission’s  records 
indicate  that  the  organizers  of  the  Com¬ 
pany  have  no  Intention  of  ever  com¬ 
mencing  the  Company’s  operations. 

Section  8(f)  of  the  Act  provides,  in 
pertinent  part,  that  when  the  Commis¬ 
sion,  on  its  own  motion  or  upon  applica¬ 
tion,  finds  that  a  registered  investment 
company  has  ceased  to  be  an  investment 
company,  it  shall  so  declare  by  order, 
and,  upon  the  effectiveness  of  such 
order,  the  registration  of  such  company 
shall  cease  to  be  in  effect. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  Oc¬ 
tober  8,  1974,  at  5:30  p.m.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in¬ 
terest,  the  reason  for  such  request,  and 
the  issues,  if  any,  of  fact  or  law  proposed 
to  be  controverted,  or  he  may  request 
that  he  be  notified  if  the  Commission 
shall  order  a  hearing  thereon.  Any  such 
communication  should  be  addressed: 
Secretary,  Securities  and  Exchange 
Commission,  Washington,  D.C.  20549.  A 
copy  of  such  request  shall  be  served  per¬ 
sonally  or  by  mail  (air  mail  if  the  person 
being  served  is  located  more  than  500 
miles  from  the  point  of  mailing)  upon 
the  Company  at  the  address  stated 
above.  Proof  of  such  service  (by  affi¬ 
davit,  or  in  case  of  an  attorney-at-law, 
by  certificate)  shall  be  filed  contempo¬ 
raneously  with  the  request.  As  provided 


by  Rule  0-5  of  the  rules  and  regulations 
promulgated  under  the  Act,  an  order 
disposing  of  the  application  will  be  is¬ 
sued  as  of  course  following  October  8, 
1974,  unless  the  Commission  thereafter 
orders  a  hearing  upon  request  or  upon 
the  Commission’s  own  motion.  Persons 
who  request  a  hearing,  or  advice  as  to 
whether  a  hearing  is  ordered,  will  re¬ 
ceive  any  notices  and  orders  issued  in 
this  matter,  including  the  date  of  the 
hearing  (if  ordered)  and  any  postpone¬ 
ments  thereof. 

For  the  Commission,  by  the  Division 
of  Investment  Management  Regulation, 
pursuant  to  delegated  authority. 

[seal]  George  A.  Fitzsimmons, 

Secretary. 

[FR  Doc.74-21790  Filed  9-18-74;8:45  ami 


[File  Nob.  1-5840  (81-142)  ] 

JONATHAN  LOGAN  OVERSEAS 
DEVELOPMENT  CORP. 

Application  and  Opportunity  for  Hearing 
September  10, 1974. 

Notice  is  hereby  given  that  Jonathan 
Logan  Overseas  Development  Corpora¬ 
tion  (‘'Applicant”)  has  filed  an  appli¬ 
cation  pursuant  to  section  12(h)  of  the 
Securities  Exchange  Act  of  1934,  as 
amended  (“the  1934  Act”) ,  for  a  finding 
that  an  exemption  from  the  requirement 
to  file  reports  pursuant  to  section  13 'a.) 
of  the  1934  Act  would  not  be  inconsistent 
with  the  public  interest  or  the  protec¬ 
tion  of  investors. 

Section  12(h)  empowers  the  Commis¬ 
sion  to  exempt,  in  whole  or  in  part,  any 
issuer  or  class  of  issuers  from  the  regis¬ 
tration,  periodic  reporting  and  proxy 
solicitation  provisions  and  to  grant  ex¬ 
emptions  from  the  insider  reporting  and 
trading  provisions  of  the  1934  Act  if  the 
Commission  finds,  by  reason  of  the  num¬ 
ber  of  public  investors,  amount  of  trad¬ 
ing  interest  in  the  securities,  the  nature 
and  extent  of  the  activities  of  the  issuer, 
or  otherwise,  that  such  exemption  is  not 
inconsistent  with  the  public  interest  or 
the  protection  of  investors. 

The  Application  states,  in  part: 

1.  Applicant,  a  Delaware  corpora¬ 
tion  is  a  wholly-owned,  subsidiary  of 
Jona  than  Logan  Corporation  (“Logan”) , 
existing  for  the  principal  purpose  of  ob¬ 
taining  funds  for  the  capital  require¬ 
ments  of  Logan’s  international  opera¬ 
tions. 

2.  In  March  1966,  Applicant  issued 
and  sold  $25  million,  principal  amount, 
of  4 %  percent  Guaranteed  Convertible 
Subordinated  Debentures  due  1983  (“De¬ 
bentures”)  . 

3.  The  Debentures  were  and  continue 
to  be  listed  on  the  New  York  Stock  Ex¬ 
change  and  such  securities  are  registered 
with  the  Commission  under  section  12 
(b)  of  the  Act.  As  a  consequence  of  such 
registration,  Applicant  is  required  to  file 
periodic  reports  pursuant  to  section  13 
(a)  of  the  1934  Act. 

4.  As  of  December  7,  1973,  Debentures 
aggregating,  in  principal  amount,  $13,- 
079,000  have  been  converted  into  shares 


of  common  stock  of  Logan.  The  total 
principal  amount  of  Debentures  thus  re¬ 
maining  unconverted  as  of  December  7, 
1973,  was  $11,921,000. 

5.  The  common  stock  of  Logan  into 
which  the  Debentures  are  convertible  is 
listed  on  the  New  York  Stock  Exchange 
and  such  securities  are  registered  with 
the  Commission  under  section  12(b)  of 
the  Act.  As  a  consequence  of  such  regis¬ 
tration,  Logan  is  required  to  file  periodic 
reports  pursuant  to  section  13(a)  of 
the  Act. 

6.  Since  Applicant’s  Debentures  were 
listed  on  the  New  York  Stock  Exchange 
in  August,  1968,  there  has  been  a  total 
absence  of  trading  activity  in  Appli¬ 
cant’s  remaining  unconverted  Deben¬ 
tures. 

7.  Accordingly,  Applicant  believes  that 
in  view  of  the  facts  that  a  trading  mar¬ 
ket  in  its  Debentures  is  unlikely  to  be¬ 
come  sufficiently  significant;  that  De¬ 
benture  holders,  if  interested  in  any  re¬ 
ports  filed  pursuant  to  section  13  of  the 
Act  would  be  interested  in  those  filed 
by  Logan  and  not  those  filed  by  Appli¬ 
cant;  and  that  the  Debenture  holders  are 
benefited  by  the  disclosure  and  reporting 
requirements  of  the  1934  Act  as  applied 
to  Logan,  that  Applicant  should  not 
continue  to  be  subjected  to  the  not 
insubstantial  burden  of  complying  with 
section  13(a)  of  the  Act. 

For  a  more  detailed  statement  of  the 
Information  presented,  all  persons  are 
referred  to  said  application  which  is  on 
file  in  the  offices  of  the  Commission  at 
500  North  Capitol  Street,  Washington, 
D.C. 

Notice  is  further  given  that  any  in¬ 
terested  person  not  later  than  October 
7,  1974,  may  submit  to  the  Commission 
in  writing  his  views  or  any  substantial 
facts  bearing  on  this  application  or  the 
desirability  of  a  hearing  thereon. 

Any  such  communication  or  request 
should  be  addressed  to:  Secretary,  Se¬ 
curities  and  Exchange  Commission,  500 
North  Capitol  Street  NW.,  Washington, 
D.C.  20549  and  should  state  briefly  the 
nature  of  the  interest  of  the  person  sub¬ 
mitting  such  information  or  requesting 
the  hearing,  the  reason  for  such  request, 
and  the  issues  of  fact  and  law  raised  by 
the  application  which  he  desires  to  con¬ 
trovert.  At  any  time  after  said  date,  an 
order  granting  the  application  in  whole 
or  in  part  may  be  issued  upon  request  or 
upon  the  Commission’s  own  motion. 

By  the  Commission. 

•  T seal]  George  A.  Fitzsimmons, 

Secretary. 

[FR  Doc.74-21792  Filed  9-18-74;8:45  am] 

SMALL  BUSINESS 
ADMINISTRATION 

BOISE  DISTRICT  ADVISORY  COUNCIL 
Notice  of  Meeting 

The  Small  Business  Administration 
Boise  District  Advisory  Council  will  meet 
at  10  a.m.,  m.d.t.,  Monday,  October  7, 
1974,  at  the  Downtowner  Motel,  1901 
Main  Street,  Boise,  Idaho,  to  discuss 
such  business  as  may  be  presented  by 
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members,  the  staff  of  the  Small  Business 
Administration  and  others  attending. 

Dated:  September  12, 1974. 

John  Jameson, 

Director,  Office  of  Advisory 
Councils,  Small  Business  Ad¬ 
ministration. 

[FR  Doc.74-21686  Filed  9-18-74:8:45  ami 


DIXIE  VENTURE  CAPITAL  CORP. 

[License  No.  06/06-0173] 

Issuance  of  Operating  License 

On  August  5,  1974,  a  notice  was  pub¬ 
lished  in  the  Federal  Register  (39  FR 
28193)  stating  that  Dixie  Venture  Capital 
Corporation,  406  Lake  Street,  Lake  Provi¬ 
dence,  Louisiana  71254,  had  filed  an  ap¬ 
plication  with  the  Small  Business  Admin¬ 
istration  (SBA) ,  pursuant  to  §  107.102  of 
the  regulations  governing  small  business 
Investment  companies  (13  CFR  107.102 
(1974)),  for  a  license  to  operate  as  a 
small  business  investment  company 
(SBIC) . 

Interested  parties  were  given  to  the 
close  of  business  August  20,  1974,  to  sub¬ 
mit  their  written  comments  to  SBA. 

Notice  is  hereby  given  that,  having 
considered  the  application  and  all  other 
pertinent  information,  SBA  has  issued 
License  No.  06/06-0173  to  Dixie  Venture 
Capital  Corporation,  pursuant  to  section 
301(c)  of  the  Small  Business  Investment 
Act  of  1958,  as  amended. 

Dated:  September  12, 1974. 

James  Thomas  Phelan, 
Deputy  Associate  Administrator 
for  Investment. 

[FR  Doc.  74-21692  Filed  9-18-74:8:45  am] 


JACKSON  DISTRICT  ADVISORY  COUNCIL 
Notice  of  Meeting 

The  Small  Business  Administration 
Jackson  District  Advisory  Council  will 
meet  at  9  a.m.,  c.d.t.,  Wednesday,  Octo¬ 
ber  9,  1974,  at  the  Holiday  Inn,  in  Mc- 
Comb,  Mississippi,  to  discuss  such  busi¬ 
ness  as  may  be  presented  by  members, 
the  staff  of  the  Small  Business  Adminis¬ 
tration  and  others  attending. 

Dated:  September  12, 1974. 

John  Jameson, 

Director,  Office  of  Advisory 
Councils,  Small  Business  Ad¬ 
ministration. 

[FR  Doc.74-21685  Filed  9-18-74:8:45  am] 


JACKSONVILLE/MIAMI  DISTRICT 
ADVISORY  COUNCIL 

Notice  of  Meeting 

The  Small  Business  Administration 
Jackson  ville/Miami  District  Advisory 
Council  will  meet  at  9  a.m.,  e.d.t.,  Friday, 
October  11,  1974,  at  the  Holiday  Inn, 
Jacksonville  Beach,  Florida,  to  discuss 
such  business  as  may  be  presented  by 
members,  the  staff  of  the  Small  Business 
Administration  and  others  attending. 


Dated:  September  12,  1974. 

John  Jameson, 

Director,  Office  of  Advisory 
Councils,  Small  Business  Ad¬ 
ministration. 

[FR  Doc.74-21684  Filed  9-18-74;8:45  am] 


[Declaration  of  Disaster  Loan  Area  1092] 

KANSAS 

Declaration  of  Disaster  Loan  Area 

Whereas,  it  has  been  reported  that 
during  the  month  of  August,  because  of 
the  effects  of  a  certain  disaster,  damage 
resulted  to  property  located  in  the  State 
of  Kansas; 

Whereas,  the  Small  Business  Adminis¬ 
tration  has  investigated  and  received 
reports  of  other  investigations  of  condi¬ 
tions  in  the  area  affected; 

Whereas,  after  reading  and  evaluating 
reports  of  such  conditions,  I  find  that 
the  conditions  in  such  area  constitute  a 
catastrophe  within  the  purview  of  the 
Small  Business  Act,  as  amended: 

Now,  therefore,  as  Administrator  of  the 
Small  Business  Administration,  I  hereby 
determine  that: 

1.  Applications  for  disaster  loans  under 
the  provisions  of  Section  7(b)  (1)  of  the 
Small  Business  Act,  as  amended,  may  be 
received  and  considered  by  the  office  be¬ 
low  indicated  from  persons  or  firms 
whose  property  situated  in  Allen,  Ander¬ 
son,  Bourbon,  Coffey,  Crawford,  Frank¬ 
lin,  Lyon,  Marshall,  Osage,  Shawnee  and 
Wabaunsee  Counties,  and  adjacent  af¬ 
fected  areas,  suffered  damage  or  destruc¬ 
tion  resulting  from  severe  storms  and 
high  winds  which  occurred  August  17, 
1974.  Adjacent  areas  include  only  coun¬ 
ties  within  the  state  for  which  the  dec¬ 
laration  is  made  and  do  not  extend  be¬ 
yond  state  lines. 

Office 

Small  Business  Administration 

District  Office 

120  South  Market  Street 

Wichita,  Kansas  67202 

Small  Business  Administration 

District  Office 

911  Walnut  Street 

Kansas  City,  Missouri  64106 

2.  Applications  for  disaster  loans  under 
the  authority  of  this  declaration  will  not 
be  acecpted  subsequent  to  November  11, 
1974.  EIDL  applications  will  not  be  ac¬ 
cepted  subsequent  to  June  11, 1975. 

Dated:  September  11,  1974. 

Thomas  S.  Kleppe, 
Administrator. 
[FR  Doc.74-21681  Filed  9-18-74:8:45  am] 


LOUISVILLE  DISTRICT  ADVISORY 
COUNCIL 

Notice  of  Meeting 

The  Small  Business  Administration 
Louisville  District  Advisory  Council  will 
meet  at  1  p.m.,  e.d.t.,  Thursday,  October 
10,  1974  through  Friday,  October  11, 
1974,  at  the  Holiday  City-South,  Louis¬ 
ville,  Kentucky,  to  discuss  such  business 
as  may  be  presented  by  members,  the 


staff  of  the  Small  Business  Administra¬ 
tion  and  others  attending. 

Dated:  September  12, 1974. 

John  Jameson, 

Director,  Office  of  -  Advisory 
Councils,  Small  Business  Ad¬ 
ministration. 

[FR  Doc.74-21687  Filed  9-18-74:8:45  am] 


NASHVILLE  DISTRICT  ADVISORY 
COUNCIL 

Notice  of  Meeting 

The  Small  Business  Administration 
Nashville  District  Advisory  Council  will 
meet  at  9:30  a.m.,  c.d.t.,  Wednesday, 
October  2,  1974,  at  the  Henry  Horton 
State  Park,  Chapel  Hill,  Tennessee,  to 
discuss  such  business  as  may  be  pre¬ 
sented  by  members,  the  staff  of  the  Small 
Business  Administration  and  others 
attending. 

Dated:  September  12, 1974. 

John  Jameson, 

Director,  Office  of  Advisory 
Councils,  Small  Business  Ad¬ 
ministration. 

[FR  Doc.74-21683  Filed  9-18-74;8:45  am] 


[Declaration  of  Disaster  Loan  Area  1093] 

PENNSYLVANIA 

Declaration  of  Disaster  Loan  Area 

Whereas,  it  has  been  reported  that 
during  the  month  of  August,  because  of 
the  effects  of  a  certain  disaster,  damage 
resulted  to  property  located  in  the  State 
of  Pennsylvania; 

Whereas,  the  Small  Business  Adminis¬ 
tration  has  investigated  and  received 
reports  of  other  investigations  of  condi¬ 
tions  in  the  area  affected; 

Whereas,  after  reading  and  evaluating 
reports  of  such  conditions,  I  find  that 
the  conditions  in  such  area  constitute  a 
catastrophe  within  the  purview  of  the 
Small  Business  Act,  as  amended: 

Now,  therefore,  as  Administrator  of 
the  Small  Business  Administration,  I 
hereby  determine  that: 

1.  Applications  for  disaster  loans  un¬ 
der  the  provisions  of  section  7(b)(1)  of 
the  Small  Business  Act,  as  amended,  may 
be  received  and  considered  by  the  office 
below  indicated  from  persons  or  firms 
whose  property  situated  in  Delaware  and 
Montgomery  Counties,  Pennsylvania,  and 
adjacent  affected  areas,  suffered  damage 
or  destruction  resulting  from  heavy  rains 
and  flooding  which  occurred  August  22, 
1974.  Adjacent  areas  include  only  coun¬ 
ties  within  the  state  for  which  the  dec¬ 
laration  is  made  and  do  not  extend  be¬ 
yond  state  lines. 

Office 

Small  Business  Administration 
District  Office 

1  Decker  Square — West  Lobby 
Suite  646 

Bala  Cynwyd,  Pennsylvania  19004 

2.  Applications  for  disaster  loans  un¬ 
der  the  authority  of  this  declaration  will 
not  be  accepted  subsequent  to  Novem- 
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ber  11,  1974.  EIDL  applications  will  not 
be  accepted  subsequent  to  June  11, 1975. 

Dated:  September  11,  1974. 

Thomas  S.  Kleppe, 
Administrator. 
[PR  Doc.74-21680  Filed  9-18-74; 8: 45  am] 


PORTLAND  DISTRICT  ADVISORY 
COUNCIL 

Notice  of  Meeting 

The  Small  Business  Administration 
Portland  District  Advisory  Council  will 
meet  at  9:30  a.m.,  p.d.t.,  Thursday,  Oc¬ 
tober  10,  1974,  at  the  Bank  of  California 
in  Portland,  Oregon,  to  discuss  such  busi¬ 
ness  as  may  be  presented  by  members, 
the  staff  of  the  Small  Business  Adminis¬ 
tration  and  others  attending. 

Dated:  September  12,  1974. 

John  Jameson, 

Director,  Office  of  Advisory 
Councils,  Small  Business  Ad¬ 
ministration. 

[FR  Doc.74-21682  Filed  9-18-74:8:45  am] 


SMALL  BUSINESS  INVESTMENT 
COMPANY  OF  AMERICA 

Application  for  Transfer  of  Control 

Notice  is  hereby  given  that  an  appli¬ 
cation  has  been  filed  with  the  Small 
Business  Administration  (SBA)  pursu¬ 
ant  to  §  107.701  of  the  regulations  gov¬ 
erning  Small  Business  Investment  Com¬ 
panies  (13  CFR  Section  107.701  (1974)) 
for  transfer  of  control  of  the  Small  Busi¬ 
ness  Investment  Company  of  America 
(SBICA),  1711  IBM  Building,  Seattle, 
Washington  98101,  a  Federal  Licensee 
under  the  Small  Business  Investment  Act 
of  1958  (the  Act),  as  amended  (15  U.S.C. 
661  etseq.). 

SBICA  was  licensed  on  November  6, 
1961,  and  its  private  paid-in  capital  and 
paid-in  surplus  totalled  $327,695  at 
March  31,  1974.  The  proposed  transfer  of 
control  is  subject  to  the  prior  written  ap¬ 
proval  of  SBA. 

Pursuant  to  an  agreement  dated 
March  29, 1974,  between  Henry  J.  Cama- 
rot  (Purchaser)  and  Nathaniel  G.  Kan- 
rich  (Shareholder),  Purchaser  has 
offered  to  purchase  all  of  the  outstanding 
capital  stock  of  SBICA  for  $200,000  cash 
and  Shareholder  has  agreed  to  use  his 
best  efforts  to  obtain  the  acceptance  of 
the  offer  by  all  SBICA  shareholders  and 
the  transfer  of  all  the  outstanding  capi¬ 
tal  stock  of  SBICA  to  Purchaser. 

Assuming  consummation  of  the  pro¬ 
posed  transfer  of  control,  the  manage¬ 
ment  of  SBICA  will  be: 

Henry  J.  Camarot,  President,  General  Man¬ 
ager,  Director  and  Sole  Shareholder,  Air¬ 
port  Center  Office  Building,  P.O.  Box  6155, 
Seattle,  Washington  98188. 

Hazel  D.  Brown,  Secretary  and  Director, 
Arctic  Insulation,  Inc.,  P.O.  Box  431,  Fair¬ 
banks,  Alaska  99707. 

Dr.  Arthus  J.  Schaible,  Director,  Fairbanks 
Medical  Center,  P.O.  Box  2712,  Fairbanks, 
Alaska  99707. 


Ronald  F.  Cosgrave,  Director,  Alaska  Airlines. 
Inc.,  Seattle-Tacoma  International  Airport, 
Seattle,  Washington  98188. 

Andrew  Racz,  Director,  305  East  86th  Street, 
New  York,  New  York  10028. 

In  addition,  SBICA’s  office  will  be  re¬ 
located  at  Airport  Center,  18601  Pacific 
Highway  South,  Seattle,  Washington 
98188,  and  its  area  of  operations  will  be 
expanded  to  include  Alaska,  Oregon, 
California,  Idaho,  and  Hawaii. 

Matters  involved  in  SBA’s  considera¬ 
tion  of  the  application  include  the  gen¬ 
eral  business  reputation  and  character 
of  the  proposed  new  owner  and  manage¬ 
ment,  and  the  probability  of  successful 
operations  of  the  company  under  such 
management  (including  adequate  profit¬ 
ability  and  financial  soundness)  in  ac¬ 
cordance  with  the  Act  and  regulations. 

Notice  is  further  given  that  any  person 
may,  not  later  than  15  days  from  the 
date  of  publication  of  this  notice,  sub¬ 
mit  written  comments  on  the  proposed 
transfer  of  control  to  the  Deputy  Asso¬ 
ciate  Administrator  for  Investment, 
Small  Business  Administration,  1441  L 
Street,  NW.,  Washington,  D.C.  20416. 

Dated:  September  13,  1974. 

James  Thomas  Phelan, 

Deputy  Associate  Administrator 

for  Investment. 

[FR  Doc.74-21690  Filed  9-18-74,8:45  ami 

[License  No.  06/10-0022] 

THE  SMALL  BUSINESS  INVESTMENT 
COMPANY  OF  HOUSTON 

Application  for  Approval  of  Conflict  of 
Interest  Transaction 

Notice  is  hereby  given  that  the  Small 
Business  Investment  Company  of  Hous¬ 
ton  (Houston),  640  West  Building, 
Houston,  Texas  77002,  a  Federal  Licensee 
under  the  Small  Business  Investment 
Act  of  1958,  as  amended  (Act),  License 
No.  06/10-0022,  has  filed  an  application, 
pursuant  to  the  provisions  of  §  107.1004 
of  the  regulations  governing  small  busi¬ 
ness  investment  companies  (13  CFR 
107.1004  (1974)),  for  approval  of  a  con¬ 
flict  of  interest  transaction. 

This  transaction  involves  the  financing 
to  be  provided  to  Hytek  International 
Corporation  (Hytek)  under  a  financial 
agreement  prepared  by  Ladin  Invest¬ 
ment  Corporation  (LIC) .  The  sole  stock¬ 
holder  of  LIC  and  its  president  and  chief 
executive  officer  is  Mr.  William  E.  Ladin, 
Jr.  He  is  the  son  of  Mr.  William  E.  Ladin, 
Sr.,  the  majority  shareholder  and  presi¬ 
dent  of  Houston.  Pursuant  to  the  provi¬ 
sions  of  §  107.3(f)  of  the  regulations,  LIC 
is  considered  to  be  an  Associate  of 
Houston. 

It  is  represented  in  the  application 
that: 

1.  LIC  has  arranged  a  financial  pack¬ 
age  on  behalf  of  Hytek  in  the  aggregate 
amount  of  $2.3  million.  Houston’s  share 
of  this  financing  is  $54,000. 

2.  LIC  will  receive  a  reasonable  fee 
from  Hytek  for  its  services  in  this  matter. 

As  such,  this  transaction  falls  within 


the  purview  of  §  107.1004(d)  of  the  Regu¬ 
lations  and  prior  approval  of  the  Small 
Business  Administration  (SBA)  is  re¬ 
quired. 

Notice  is  hereby  given  that  any  inter¬ 
ested-  person  may,  on  or  before  Octo¬ 
ber  4,  1974,  submit  to  SBA,  in  writing, 
relevant  comments  on  this  transaction. 
Any  such  communication  should  be  ad¬ 
dressed  to  the  Associate  Administrator 
for  Finance  and  Investment,  1441  L 
Street,  NW.,  Washington,  D.C.  20416. 

A  copy  of  this  notice  shall  be  published 
in  a  newspaper  of  general  circulation  in 
Milwaukee,  Wisconsin  and  Houston, 
Texas. 

Dated:  September  12, 1974. 

James  Thomas  Phelan, 

Deputy  Associate  Administrator 

for  Investment. 

[FR  Doc.74-21691  Filed  9-18-74;8:45  ami 

TARIFF  COMMISSION 

[337-36] 

DOXYCYCLINE 

Hearing  and  Withholding  of  Proceedings 

Notice  is  hereby  given  that  the  United 
States  Tariff  Commission  will  hold  a 
public  hearing  in  connection  with  in¬ 
vestigation  No.  337-36,  Doxycycline,  on 
Monday,  September  23,  1974,  at  10  a.m. 
e.d.t.,  in  the  Hearing  Room  of  the  Tariff 
Commission  Building,  Eighth  and  E 
Streets,  NW.,  Washington,  D.C.,  for  the 
purpose  of  hearing  oral  arguments  on  the 
motion  filed  by  International  Rectifier 
Corp.,  and  USV  Pharmaceutical  Corp. 
seeking  a  stay  of  the  Commission’s  in¬ 
vestigation  during  the  pendency  of  two 
parallel  Federal  court  actions,  namely, 
International  Rectifier  Corp.  v.  American 
Cyanamid  Co.  Pfizer,  Inc.,  et  al.,  D.  Minn. 
4-74-372,  and  Pfizer,  Inc.  v.  International 
Rectifier  Corp.  and  USV  Pharmaceutical 
Corp.,  D.  Minn.  4-73  Civ.  188. 

Requests  for  appearances  at  the  hear¬ 
ing  should  be  filed,  in  writing,  with  the 
Secretary  of  the  Commission  at  his  of¬ 
fice  in  Washington,  D.C.,  by  no  later 
than  noon,  Thursday,  September  19, 
1974. 

Notice  is  also  given  that  the  Commis¬ 
sion  is  withholding  proceedings  in  this 
investigation  pending  the  holding  of 
the  above  noted  hearing  and  disposition 
of  the  stay  of  motion. 

Notice  of  the  institution  of  the  inves¬ 
tigation  and  the  ordering  of  a  public 
hearing  for  July  9,  1974,  was  published 
in  the  Federal  Register  on  May  29,  1974 
(39  FR  18723-24).  Notice  of  the  with¬ 
holding  of  proceedings  and  postponement 
of  the  public  hearing  scheduled  for 
July  9,  1974,  was  published  in  the  Fed¬ 
eral  Register  on  June  20,  1974  (39  FR 
22196-97).  A  hearing  on  the  above 
motion  was  originally  scheduled  for 
September  10,  1974,  and  notice  was  pub¬ 
lished  in  the  Federal  Register  on  Sep¬ 
tember  5,  1974  (39  FR  32200) .  The  Sep¬ 
tember  10  hearing  was  subsequently 
cancelled  by  the  Commission  on  Septem- 
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ber  9,  1974,  but  no  notice  of  cancellation 
was  published  in  the  Federal  Register, 

By  order  of  the  Commission. 

Issued:  September  16,  1974. 

[seal]  Kenneth  R.  Mason, 

Secretary. 

[FR  Doc.74-21746  Filed  9-18-74; 8:45  ami 


JTEA-W-2451 

ELECTRO  MOTIVE  CORP. 

Determination  Investigation 

On  the  basis  of  a  petition  filed  under 
section  301(a)  (2)  of  the  Trade  Expansion 
Act  of  1962,  on  behalf  of  the  former 
workers  of  the  Electro  Motive  Corp., 
Florence,  S.C.,  a  wholly-owned  subsid¬ 
iary  of  International  Electronics  Corp., 
Melville,  N.Ym  the  United  States  Tariff 
Commission,  on  September  13,  1974,  in¬ 
stituted  an  investigation  under  section 
301(c)(2)  of  the  Act  to  determine 
whether,  as  a  result  in  major  part  of 
concessions  granted  under  trade  agree¬ 
ments,  articles  like  or  directly  competi¬ 
tive  with  film  and  mica  capacitors  (of 
the  type  provided  for  in  item  685.80  and 
685.81  of  the  Tariff  Schedules  of  the 
United  States)  produced  by  said  firm  are 
being  imported  into  the  United  States  in 
such  increased  quantities  as  to  cause,  or 
threaten  to  cause,  the  unemployment  or 
underemployment  of  a  significant  num¬ 
ber  or  proportion  of  the  workers  of  such 
firm  or  an  appropriate  subdivision 
thereof. 

The  optional  public  hearing  afforded 
by  law  has  not  been  requested  by  the 
petitioners.  Any  other  party  showing  a 
proper  interest  in  the  subject  matter  of 
the  investigation  may  request  a  hearing, 
provided  such  request  is  filed  on  or  be¬ 
fore  September  30, 1974. 

The  petition  filed  in  this  case  is  avail¬ 
able  for  inspection  at  the  Office  of  the 
Secretary,  United  States  Tariff  Commis¬ 
sion,  8th  and  E  Streets,  NW.,  Washing¬ 
ton,  D.C.,  and  at  the  New  York  City  of¬ 
fice  of  the  Tariff  Commission  located  at 
6  World  Trade  Center. 

By  order  of  the  Commission. 

Issued:  September  16, 1974. 

[seal]  Kenneth  R.  Mason, 

Secretary. 

[FR  Doc.74-21750  Filed  9-18-74,8:45  am] 


[TEA-W-246] 

WEISS- LAWRENCE,  INC. 

Determination  Investigation 

On  the  basis  of  a  petition  filed  under 
section  301(a)(2)  of  the  Trade  Expan¬ 
sion  Act  of  1962,  on  behalf  of  the  former 
workers  of  Weiss-Lawrence,  Inc.,  Dover, 
N.H.,  the  United  States  Tariff  Commis¬ 
sion.  on  September  13,  1974,  instituted 
an  investigation  under  section  301(c)  (2) 
of  the  Act  to  determine  whether,  as  a 
result  in  major  part  of  concessions 
granted  under  trade  agreements,  articles 


like  or  directly  competitive  with  foot¬ 
wear  for  women,  misses  and  children  (of 
the  type  provided  for  in  items  700.45  and 
700.55  of  the  Tariff  Schedules  of  the 
United  States)  produced  by  said  firm  are 
being  imported  into  the  United  States  in 
such  increased  quantities  as  to  cause,  or 
threaten  to  cause,  the  unemployment  or 
underemployment  of  a  significant  num¬ 
ber  or  proportion  of  the  workers  of  such 
firm  or  an  appropriate  subdivision 
thereof. 

The  optional  public  hearing  afforded 
by  law  has  not  been  requested  by  the  pe¬ 
titioners.  Any  other  party  showing  a 
proper  interest  in  the  subject  matter  of 
the  investigation  may  request  a  hearing, 
provided  such  request  is  filed  on  or  be¬ 
fore  September  30, 1974. 

The  petition  filed  in  this  case  is  avail¬ 
able  for  inspection  at  the  Office  of  the 
Secretary,  United  States  Tariff  Commis¬ 
sion,  8th  and  E  Streets,  NW.,  Washing¬ 
ton,  D.C.,  and  at  the  New  York  City  of¬ 
fice  of  the  Tariff  Commission  located  at 
6  World  Trade  Center. 

By  order  of  the  Commission. 

Issued:  September  16, 1974. 

[seal]  Kenneth  R.  Mason, 

Secretary. 

[FR  Doc.74-21749  Filed  9-18-74;8:45  am] 


INTERSTATE  COMMERCE 
COMMISSION 

[Notice  593] 

ASSIGNMENT  OF  HEARINGS 

September  16, 1974. 

Cases  assigned  for  hearing,  postpone¬ 
ment,  cancellation  or  oral  argument  ap¬ 
pear  below  and  will  be  published  only 
once.  This  list  contains  prospective  as¬ 
signments  only  and  does  not  include 
cases  previously  assigned  hearing  dates. 
The  hearings  will  be  on  the  issues  as 
presently  reflected  in  the  Official  Docket 
of  the  Commission.  An  attempt  will  be 
made  to  publish  notices  of  cancellation 
of  hearings  as  promptly  as  possible,  but 
interested  parties  should  take  appropri¬ 
ate  steps  to  insure  that  they  are  notified 
of  cancellation  or  postponements  of 
hearings  in  which  they  are  interested. 
No  amendments  will  be  entertained  after 
September  19,  1974. 

MC  4963  Sub  40,  Alleghany  Corporation.  Dba 
Jones  Motor,  now  being  assigned  hearing 
October  29,  1974,  at  the  Offices  of  the  In¬ 
terstate  Commerce  Commission,  Washing¬ 
ton,  D.C. 

MC  111740  Sub  28,  011  Transport  Company, 
now  assigned  October  7,  1974,  at  Santa  Fe. 
N.  Mex.,  postponed  to  November  11,  1974 
(1  week),  In  Room  577  Federal  Office  Bldg., 
300  East  8th  Street. 

MC  115841  Sub  473,  Colonial  Refrigerated 
Transportation,  Inc.,  application  is  dis¬ 
missed. 

MC-F-12258,  Silver  Line,  Inc. — Purchase 
(Portion)  — Flexible  Freight  Transport,  Inc. 
(Howard  S.  Greenberg,  Receiver  in  Bank¬ 
ruptcy),  application  is  dismissed. 

MC  51018  Sub  8,  The  Besl  Transfer  Company 
and  MC  60014  Sub  83,  Aero  Trucking,  Inc., 
now  being  assigned  continued  bearing  De¬ 


cember  10,  1074,  at  the  Offices  of  the  Inter¬ 
state  Commerce  Commission,  Washington, 

D.C. 

MC  29890  Sub  39,  Rockland  Coaches,  Inc., 
now  being  assigned  hearing  November  5, 
1974  (3  days),  at  Newark,  N.J.,  in  a  hearing 
room  to  be  later  designated. 

MC  138828  Sub  3,  Maplewood  Equipment  Co., 
now  being  assigned  hearing  November  19, 
1974  (3  days) ,  at  Newark,  N.J.,  In  a  hearing 
room  to  be  later  designated. 

MC  138943,  Decorators  Furniture  Delivery 
and  Warehouse  Corp.,  Common  Carrier 
Application,  now  being  assigned  hearing 
December  10,  1974  (3  days),  at  Tallahas¬ 
see,  Fla..  In  a  hearing  room  to  be  later 
designated. 

MC-F— 12187,  Hunt  Transportation,  Inc. — 
Investigation  of  Control — Jack's  Machinery 
Transportation  Corp.,  now  assigned  Octo¬ 
ber  29,  1974,  at  Omaha,  Nebr.,  Is  postponed 
indefinitely.  * 

MC  123389  Sub  20,  Crouse  Cartage  Company, 
now  being  assigned  hearing  October  29,  , 
1974  (2  days) ,  in  Room  616,  Union  Pacific 
Plaza,  110  N.  14th  Street,  Omaha,  Nebr. 
MC-F-12166,  Jackson  and  Johnson,  Inc. — 
Purchase  (Portion) — Dressing  Transport, 
Inc.,  now  being  assigned  hearing  Decem¬ 
ber  9,  1974  (1  day),  at  Buffalo,  N.Y.,  In  a 
hearing  room  to  be  later  designated. 

MC  113388  Sub  102,  Lester  C.  Newton  Truck¬ 
ing  Co.,  now  being  assigned  hearing  De¬ 
cember  10,  1974  (1  day),  at  Buffalo.  N.Y., 
in  a  hearing  room  to  be  later  designated. 

MC  123048  Sub  270,  Diamond  Transportation 
System,  Inc.,  now  being  assigned  hearing 
December  11, 1974  (1  day),  at  Buffalo.  N.Y., 
in  a  hearing  room  to  be  later  designated. 
MC-F-12201,  Buffacon,  Inc. — Control — Con¬ 
tainer  Transfer  Corp.,  now  being  assigned 
hearing  December  12,  1974  (2  days),  at 
Buffalo,  N.Y.,  in  a  hearing  room  to  be  later 
designated. 

MC  130236,  Exec-Van  Systems,  Inc.,  now 
being  assigned  hearing  December  16,  1874 
(1  week),  at  New  York,  N.Y„  in  a  hearing 
room  to  be  later  designated. 

No.  35870,  Continental  Southeastern  Lines. 
Inc.,  The  Moore  Tours,  Inc,  Travel  Tours, 
Inc.,  and  Wilcox  Travel  Agency,  Inc. — In¬ 
vestigation  of  Operations  and  Practices, 
now  being  assigned  hearing  November  26, 
1974  (2  days),  at  Charlotte,  N.C,  In  a 
hearing  room  to  be  later  designated. 

MC  3647  Sub  447,  Transport  of  New  Jersey, 
now  being  assigned  hearing  December  16, 
1974  (1  week),  at  Newark,  NJ.,  in  a  hear¬ 
ing  room  to  be  later  designated. 

No.  35976,  Communication  Fares,  Hudson 
Transit  Lines,  Inc.,  continued  to  Septem¬ 
ber  23,  1974  (2  days) ,  in  Room  F-2220,  26 
Federal  Plaza,  New  York,  N.T, 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-21782  Filed  »-18-74;6:45  am] 


[Rule  19,  Ex  Parte  241;  Exemption  No.  84, 
Arndt.  1] 

MISSOURI  PACIFIC  RAILROAD  CO. 

Exemption  Under  Provision  Mandatory  Car 
Service  Rides 

Upon  further  consideration  of  Exemp¬ 
tion  No.  84  issued  August  21,  1974. 

It  is  ordered,  That,  under  the  authority 
vested  in  me  by  Car  Service  Rule  19, 
Exemption  No.  84  to  the  Mandatory  Car 
Service  Rules  ordered  in  Ex  Parte  No. 
241,  be,  and  it  is  hereby  amended  to 
expire  October  15, 1974. 
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This  amendment  shall  become  effective 
September  15, 1974. 

Issued  at  Washington,  D.C.,  Septem¬ 
ber  13, 1974. 

Interstate  Commerce 
Commission, 

[seal]  Lewis  R.  Teeple, 

Agent. 

[FR  Doc.74-21781  Filed  9-18-74;8:45  am] 


IRREGULAR-ROUTE  MOTOR  COMMON 
CARRIERS  OF  PROPERTY 

Elimination  of  Gateway  Letter  Notices 
September  16, 1974. 

The  following  letter-notices  of  pro¬ 
posals  to  eliminate  gateways  for  the  pur¬ 
pose  of  reducing  highway  congestion, 
alleviating  air  and  noise  pollution,  mini¬ 
mizing  safety  hazards,  and  conserving 
fuel  have  been  filed  with  the  Interstate 
Commerce  Commission  under  the  Com¬ 
mission’s  Gateway  Elimination  Rules 
(49  CFR  1065  (a)),  and  notice  thereof 
to  all  interested  persons  is  hereby  given 
as  provided  in  such  rules. 

An  original  and  two  copies  of  protests 
against  the  proposed  elimination  of  any 
gateway  herein  described  may  be  filed 
with  the  Interstate  Commerce  Commis¬ 
sion  on  or  before  September  30,  1974.  A 
copy  must  also  be  served  upon  applicant 
or  its  representative.  Protests  against  the 
elimination  of  a  gateway  will  not  operate 
to  stay  commencement  of  the  proposed 
operation. 

Successively  filed  letter-notices  of  the 
same  carrier  under  these  rules  will  be 
numbered  consecutively  for  convenience 
in  identification.  Protests,  if  any,  must 
refer  to  such  letter-notices  by  number. 

No.  MC  3854  (Sub-No.  E12),  filed 
May  15,  1974.  Applicant:  BURTON 

LINES,  INC.,  P.O.  Box  11306,  East  Dur¬ 
ham  Station,  Durham,  N.C.  27703.  Appli¬ 
cant’s  representative:  Edward  G.  Villa- 
Ion,  13th  and  Pennsylvania  Ave.  NW., 
Pennsylvania  Bldg. — Suite  1032,  Wash¬ 
ington,  D.C.  20004.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Iron  pipe,  from  Wilmington,  N.C., 
to  points  in  Tennessee,  New  Jersey  (ex¬ 
cept  points  in  Monmouth,  Middlesex, 
Morris,  Passaic,  Bergen,  Hudson,  Essex, 
Union,  and  Somerset  Counties) ,  Pennsyl¬ 
vania  (except  Philadelphia),  points  in 
that  part  of  ’Delaware  on  and  north  of 
a  line  beginning  at  Port  Penn,  thence 
along  Delaware  Highway  9  to  junction 
Delaware  Highway  299,  thence  along 
Delaware  Highway  299  to  junction  U.S. 
Highway  301,  thence  along  U.S.  Highway 
301  to  junction  U.S.  Highway  301S, 
thence  along  U.S.  Highway  301S  to  junc¬ 
tion  U.S.  Highway  40,  thence  along  U.S. 
Highway  40  to  the  Maryland-Delaware 
State  line,  and  points  in  that  part  of 
Maryland  on  and  north  of  a  line  begin¬ 
ning  at  the  Maryland-Delaware  State 
line,  thence  along  U.S.  Highway  40  to 
junction  Maryland  Highway  155,  thence 
along  Maryland  Highway  155  to  junction 
Maryland  Highway  22,  thence  along 
Maryland  Highway  22  to  junction  Mary¬ 
land  Highway  24,  thence  along  Maryland 


Highway  24  to  junction  Maryland  High¬ 
way  23,  thence  along  Maryland  High¬ 
way  23  to  junction  Maryland  Highway 
138,  thence  along  Maryland  Highway 
138  to  junction  Maryland  Highway  137, 
thence  along  Maryland  Highway  137  to 
junction  Maryland  Highway  482,  thence 
along  Maryland  Highway  482  to  junc¬ 
tion  Maryland  Highway  97,  thence  along 
Maryland  Highway  97  to  junction  Mary¬ 
land  Highway  194,  thence  along  Mary¬ 
land  Highway  194  to  junction  Maryland 
Highway  77,  thence  along  Maryland 
Highway  77  to  junction  Maryland  High¬ 
way  64,  thence  along  Maryland  High¬ 
way  64  to  junction  Interstate  Highway 
81,  thence  along  Interstate  Highway  81 
to  junction  Interstate  Highway  70,  thence 
along  Interstate  Highway  70  to  the 
Maryland-Pennsylvania  State  line.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Greensboro,  or  Gulf,  N.C. 

No.  MC  3854  (Sub-No.  E13),  filed  May 
15,  1974.  Applicant:  BURTON  LINES, 
INC.,  P.O.  Box  11306  East  Durham  Sta¬ 
tion,  Durham,  N.C.  27703.  Applicant’s 
representative:  Edward  G.  Villalon,  13th 
and  Pennsylvania  Ave.  NW.,  Pennsyl¬ 
vania  Bldg. — Suite  1032,  Washington, 
D.C.  20004.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Iron 
pipe,  from  Wilmington,  N.C.,  to  points  in 
that  part  of  South  Carolina  on,  north, 
and  west  of  a  line  beginning  at  the 
North  Carolina-South  Carolina  State 
line,  thence  along  U.S.  Highway  601  to 
junction  South  Carolina  Highway  9, 
thence  along  South  Carolina  Highway  9 
to  junction  South  Carolina  Highway  72, 
thence  along  South  Carolina  Highway  72 
to  junction  U.S.  Highway  221,  thence 
along  U.S.  Highway  221  to  junction  U.S. 
Highway  378,  thence  along  U.S.  High¬ 
way  378  to  the  Georgia-South  Carolina 
State  line,  points  in  that  part  of  Georgia 
beginning  at  the  Georgia-South  Carolina 
State  line,  thence  along  U.S.  Highway 
378  to  junction  Georgia  Highway  44, 
thence  along  Georgia  Highway  44  to 
junction  Georgia  Highway  16,  thence 
along  Georgia  Highway  16  to  junction 
U.S.  Highway  19,  thence  along  U.S. 
Highway  19  to  junction  U.S.  Highway 
80,  thence  along  U.S.  Highway  80  to 
junction  Georgia  Highway  22,  thence 
along  Georgia  Highway  22  to  junction 
Georgia  Highway  41,  thence  along  Geor¬ 
gia  Highway  41  to  junction  Georgia 
Highway  26,  thence  along  Georgia  High¬ 
way  26  to  junction  U.S.  Highway  27, 
thence  along  U.S.  Highway  27  to  junc¬ 
tion  Georgia  Highway  62,  thence  along 
Georgia  Highway  62  to  the  Georgia- 
Alabama  State  line,  points  in  that  part 
of  Alabama  on,  north,  and  west  of  a 
line  beginning  at  the  Alabama-Georgia 
State  line,  thence  along  Alabama  High¬ 
way  52  to  junction  Alabama  Highway 
167,  thence  along  Alabama  Highway  167 
to  the  Alabama-Florida  State  line,  and 
points  in  that  part  of  Florida  west  of 
Florida  Highway  79. 1716  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  Gulf, 
N.C. 

No.  MC  20992  (Sub-No.  El),  filed  June 
2,  1974.  Applicant:  Dotseth  Truck  Line, 


Inc.,  Knapp,  Wis.  54749.  Applicant’s  rep¬ 
resentative:  Bradford  E.  Kistler,  P.O. 
Box  82028,  Lincoln  Nebr.  68501.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Lumber  and  lum¬ 
ber-mill  products  (including  snow  fenc¬ 
ing  and  cribbing  composed  of  wood  and 
wire),  from  South  St.  Paul,  St.  Paul, 
Minneapolis,  Hastings,  and  Stillwater, 
Minn.,  to  points  in  that  part  of  Illinois 
on  and  north  of  Illinois  Highway  9.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  those  points  in  Stanton, 
Lucas,  Minomonie,  Sherman,  Tiffany,  and 
Hay  River  Townships,  Dunn  County, 
Wisconsin,  which  lie  within  25  miles  of 
Knapp,  Wisconsin. 

No.  MC  26537  (Sub-No.  E2),  filed 
June  2,  1974.  Applicant:  TURNER  EX¬ 
PEDITING  SERVICE,  P.O.  Box  21333, 
Louisville,  Ky.  40221.  Applicant’s  repre¬ 
sentative:  George  M.  Catlett,  Suite  708- 
706  McClure  Bldg.,  Frankfort,  Ky.  40601. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  General  commodi¬ 
ties  (except  those  of  unusual  value, 
classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  and  those  requiring 
special  equipment) . 

(1)  Between  points  in  Daviess,  Breck¬ 
inridge,  Hancock,  Livingston,  Lyon,  Mar¬ 
shall,  McCracken,  McLean,  Meade,  Mont¬ 
gomery,  Rowan,  Fleming,  Rockcastle, 
Estille,  Nicholas,  Whitley,  Knox,  Laurel, 
Mercer,  Bath,  Bell,  Garrard,  Lincoln, 
Fayette,  Franklin,  Barren,  and  Jefferson 
Counties,  Ky.,  Clark,  Harrison,  Perry, 
Spencer,  and  Jefferson  Counties,  Ind.,  the 
plant  site  of  the  American  Greetings 
Corporation  at  Danville,  Ky.,  and  Berry 
Field  at  Nashville,  Tenn.  (Standiford 
Field,  Louisville,  Ky.)  *,  Douglas  Munici¬ 
pal  Airport,  Charlotte,  N.C.  (Tri-Cities 
Airport,  Blountville,  Tenn.,  Blue  Grass 
Field,  Lexington,  Ky.,  and  Standiford 
Field,  Louisville,  Ky.)  *,  McGhee-Tyson 
Airport,  Knoxville,  Tenn.  (Berry  Field, 
Nashville,  Tenn.,  and  Standiford  Field, 
Louisville,  Ky.)  *,  and  points  in  Smythe, 
Washington,  Wythe,  Russell,  and  Roa¬ 
noke  Counties,  Va.,  Jefferson,  Grainger, 
Cocke,  Hamblen,  Hancock,  Hawkins, 
Greene,  Unicoi,  Washington,  Sullivan, 
Carter,  and  Johnson  Counties,  Tenn., 
and  the  plant  site  of  Foote  Mineral,  Sun- 
bright  Division  of  Dufifield,  in  Scott 
County,  Va.  (Tri-Cities  Airport,  Blount¬ 
ville,  Tenn.,  and  Blue  Grass  Field,  Lex¬ 
ington,  Ky.)  *,  on  the  one  hand,  and,  on 
the  other,  O’Hare  Field,  Chicago,  Ill.,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  having  an  immediately  prior  or 
subsequent  movement  by  air. 

(2)  Between  Louisville,  Ky.,  points  in 
Fayette  County,  Ky.  (Blue  Grass  Field, 
Lexington,  Ky.,  Tri-Cities  Airport, 
Blountville,  Tenn.,  and  points  in  Taze¬ 
well  County,  Va.),  Berry  Field,  Nashville, 
Tenn.,  McGhee-Tyson  Airport,  Knoxville, 
Tenn.,  and  Douglas  Municipal  Airport, 
Charlotte,  N.C.  (Tri-Cities  Airport  and 
points  in  Tazewell  County,  Va.)  *.  points 
in  Warren  and  Barren  Counties,  Ky. 
(Berry  Field,  Tri-Cities  Airport,  and 
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points  in  Tazewell  County,  Va.)  *,  Tri- 
Cities  Airport,  Blountvilte,  Term,  (points 
in  Tazewell,  County,  Va.)  *,  on  the  one 
hand,  and,  on  the  other,  Newark  Airport, 
Newark,  N.J.,  restricted  to  the  transpor¬ 
tation  of  shipments  having  an  immedi¬ 
ately  prior  or  subsequent  movement  by 
air. 

(3)  Between  McGhee-Tyson  Airport, 
Knoxville,  Tenn.  (Greater  Cincinnati 
Airport  near  Erlanger,  Ky.,  and  points 
in  Jefferson  County,  Ind.)*,  Douglas 
Municipal  Airport,  Charlotte,  N.C.  (Tri- 
Cities  Airport,  Greater  Cincinnati  Air¬ 
port,  and  points  in  Jefferson  Comity, 
Ind.)*,  points  in  Roanoke  and  Tazewell 
Counties,  Va.,  and  Johnson,  Sullivan, 
Carter,  Washington,  Unicoi,  Greene, 
Hawkins,  and  Cocke  Counties,  Tenn. 
(Tri-Cities  Airport,  Blue  Grass  Field, 
Standiford  Field,  and  points  in  Jefferson 
County,  Ind.)  *,  and  points  in  McCracken 
County,  Ky.  (Standiford  Field  and  points 
in  Jefferson  County,  Ind.)  *,  on  the  one 
hand,  and,  on  the  other,  Weir-Cook  Air¬ 
port,  near  Indianapolis,  Ind.,  restricted 
to  the  transportation  of  shipments  hav¬ 
ing  an  immediately  prior  or  subsequent 
movement  by  air. 

(4)  Between  Standiford  Field,  Louis¬ 
ville,  Ky.  (plant  site  of  American  Greet¬ 
ings  Corp.,  Danville,  Ky.)  *,  and  Berry 
Field,  Nashville,  Tenn.  (Standiford  Field 
and  plant  site  of  American  Greetings 
Corp.,  Danville,  Ky.)  *,  on  the  one  hand, 
and,  on  the  other,  Philadelphia,  Pa.,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  having  an  immediately  prior  or 
subsequent  movement  by  air  and  re¬ 
stricted  to  service  at  Standiford  Field  for 
joinder  only  with  carrier’s  existing 
authority. 

(5)  Between  Douglas  Municipal  Air¬ 
port,  Charlotte,  N.C.,  and  points  in 
Roanoke  County,  Va.  (Tri-Cities  Airport 
and  Blue  Grass  Field)  *,  on  the  one  hand, 
and,  on  the  other,  Standiford  Field, 
Louisville,  Ky.,  restricted  to  the  trans¬ 
portation  of  shipments  having  an  imme¬ 
diately  prior  or  subsequent  movement  by 
air. 

(6)  Between  Douglas  Municipal  Air¬ 
port,  Charlotte,  N.C.,  and  points  in 
Roanoke  County,  Va.  (Tri-Cities  Air¬ 
port)  *,  on  the  one  hand,  and,  on  the 
other,  Greater  Cincinnati  Airport  near 
Erlanger,  Ky.,  restricted  to  the  transpor¬ 
tation  of  shipments  having  an  immedi¬ 
ately  prior  or  subsequent  movement  by 
air. 

(7)  Between  Berry  Field,  Nashville, 
Tenn.  (Tri-Cities  Airport  and  Blue  Grass 
Field)  *,  on  the  one  hand,  and,  on  the 
other,  James  Cox  Municipal  Airport, 
Vandalia,  Ohio,  restricted  to  the  trans¬ 
portation  of  shipments  having  an  imme¬ 
diately  prior  or  subsequent  movement  by 
air. 

(8)  Between  points  in  Roanoke, 
Smythe,  Washington,  Wythe,  and  Rus¬ 
sell  Counties,  Va.,  and  the  plant  site  of 
Foote  Mineral,  in  Scott  County,  Va. 
(McGhee-Tyson  Airport)*,  Douglas 
Municipal  Airport,  Charlotte,  N.C.  (Mc¬ 
Ghee-Tyson  Airport,  points  in  Wash¬ 
ington  County,  Va.,  and  Tri-Cities  Air¬ 
port)  *,  and  James  Cox  Municipal 


Airport,  Vandalia,  Ohio  (Standiford 
Field  and  Lexington,  Ky.)*,  on  the  one 
hand,  and,  on  the  other.  Berry  Field, 
Nashville,  Tenn.,  restricted  to  the  trans¬ 
portation  of  shipments  having  an  imme¬ 
diately  prior  or  subsequent  movement  by 
air. 

(9)  Between  points  in  Fayette  County, 
Ky.  (Blue  Grass  Field  and  Standiford 
Field)*,  points  ir.  Barren,  Franklin, 
Daviess,  Henderson,  McCracken,  Mercer, 
and  Montgomery  Counties,  Ky.,  Vander¬ 
burgh  County,  Ind.,  Greater  Cincinnati 
Airport  near  Erlanger,  Ky.,  O’Hare  Field, 
Chicago,  Ill.,  and  Berry  Field,  Nashville, 
Tenn.  (Standiford  Field)  *,  and  Weir- 
Cook  Airport  near  Indianapolis,  Ind. 
(Standiford  Field  and  points  in  Jefferson 
County,  Ind.)*,  on  the  one  hand,  and, 
on  the  other,  John  F.  Kennedy  Airport, 
Jamaica,  N.Y.,  restricted  to  the  trans¬ 
portation  of  shipments  having  an  im¬ 
mediately  prior  or  subsequent  movement 
by  air. 

(10)  Between  Standiford  Field,  Louis¬ 
ville,  Ky.,  and  Weir-Cook  Airport  near 
Indianapolis,  Ind.  (plant  site  of  Ameri¬ 
can  Greetings  Corp.,  Danville,  Ky.)*, 
points  in  Fayette,  Barren,  Franklin, 
Daviess,  Henderson,  McCracken,  and 
Mercer  Counties,  Ky.,  and  Vanderburgh 
County,  Ind.,  and  Greater  Cincinnati 
Airport  near  Erlanger,  Ky.,  Berry  Field, 
Nashville,  Tenn.,  and  O’Hare  Field,  Chi¬ 
cago,  HI.  (Standiford  Field  and  plant 
site  of  American  Greetings  Corp.,  Dan¬ 
ville,  Ky.)*,  on  the  one  hand,  and,  on 
the  other.  New  York,  N.Y.,  restricted  to 
the  transportation  of  shipments  having 
an  immediately  prior  or  subsequent 
movement  by  air. 

The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateways  indicated  by  the  aster¬ 
isks  above. 

No.  MC  102376  (Sub-No.  El),  filed 
June  4,  1974.  Applicant:  ART  BROCK¬ 
MAN,  INC.,  14230  Joy  Road,  Detroit, 
Mich.  48228.  Applicant’s  representative: 
Robert  D.  Schuler,  100  West  Long  Lake 
Road,  Suite  102,  Bloomfield  Hill.  Mich. 
48013.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Contrac¬ 
tor’s  equipment,  heavy  machinery,  and 
such  commodities  which,  because  of  size 
or  weight,  require  the  use  of  special 
equipment  or  special  handling  (1)  be¬ 
tween  points  in  Illinois,  on  the  one  hand, 
and,  on  the  other,  points  in  Pennsyl¬ 
vania  and  New  York;  (2)  between  points 
in  Indiana,  on  the  one  hand,  and,  on  the 
other,  points  in  Pennsylvania  and  New 
York;  (3)  between  points  in  that  part  of 
Ohio  on  and  west  of  a  line  beginning  at 
the  Kentucky-Ohio  State  line,  thence 
along  U.S.  Highway  23  to  junction  Ohio 
Highway  4,  thence  along  Ohio  Highway 
4  to  Marblehead,  on  the  one  hand,  and, 
on  the  other,  points  in  New  York;  (4) 
between  points  in  that  part  of  Ohio,  on, 
north,  and  west  of  a  line  beginning  at  the 
Indiana-Ohio  State  line,  thence  along 
U.S.  Highway  224  to  junction  Ohio  High¬ 
way  53,  thence  along  Ohio  Highway  53  to 
Port  Clinton,  on  the  one  hand,  and,  on 
the  other  points  in  Pennsylvania;  (5) 
between  points  in  that  part  of  Ohio 


bounded  by  a  line  beginning  at  the  Ohio- 
Indiana  State  line,  thence  along  U.S. 
Highway  224  to  junction  Ohio  Highway 
53,  thence  along  Ohio  Highway  53  to 
junction  UR.  Highway  23,  thence  along 
U.S.  Highway  23  to  junction  U.S.  High¬ 
way  40,  thence  along  U.S.  Highway  40 
to  the  Ohio-Indiana  State  line,  thence 
along  the  Ohio-Indiana  State  line  to 
point  of  beginning,  on  the  one  hand,  and, 
on  the  other,  points  in  that  part  of  Penn¬ 
sylvania  on  and  east  of  U8.  Highway 
15;  (6)  between  points  in  Ohio,  on  the 
one  hand,  and,  on  the  other,  points  in 
Wisconsin;  and  <7)  between  points  in 
Indiana,  on  the  one  hand,  and,  on  the 
other,  points  in  Wisconsin. 

The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  points  in  Michigan. 

No.  MC  100666  (Sub-No.  E119),  (cor¬ 
rection),  filed  May  26,  1974,  published 
in  the  Federal  Register  August  27,  1974. 
Applicant:  MELTON  TRUCK  LINES, 
INC.,  P.O.  Box  7666,  Shreveport,  La. 
71107.  Applicant’s  representative:  Rich¬ 
ard  W.  May  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Pallets,  (2)  from  points  in 
Louisiana  on  and  west  of  a  line  from  the 
Louisiana-Mississippi  State  line  along 
U.S.  Highway  61  to  the  junction  of  Lou¬ 
isiana  Highway  1, -thence  along  Louisi¬ 
ana  Highway  1  to  the  Texas -Louisiana 
State  line  to  Memphis,  Tenn.  ( Crosse tt. 
Ark.).* 

The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  indicated  by  asterisks 
above.  The  purpose  of  this  partial  cor¬ 
rection  is  to  set  forth  the  destination. 
The  remainder  of  the  letter-notice  re¬ 
mains  as  previously  published. 

No.  MC  108449  (Sub-No.  E43).  filed 
May  17,  1974. 

No.  MC  108449  (Sub-No.  E44),  filed 
May  17,  1974. 

No.  MC  108449  (Sub-No.  E45),  filed 
May  17,  1974. 

No.  MC  108449  (Sub-No.  E46),  filed 
May  17.  1974.  Applicant:  INDIAN  HEAD 
TRUCK  LINE.  INC.,  1947  West  County 
Road  C.  St.  Paul,  Minn.  55113.  Appli¬ 
cant’s  representative:  W.  A  Myllenbeck 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Petroleum  products,  in  bulk,  in  tank 
vehicles,  from  the  port  of  entry  on  the 
United  States-Canada  International 
Boundary  line  at  Noyes,  Minn.,  to  points 
in  Minnesota  (except  points  in  Kittson, 
Roseau,  Marshall,  Polk,  Pennington,  Red 
iAke,  Clearwater,  Norman,  Mahnomen, 
Clay,  and  Becker  Counties,  Minn.).  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  of  Grand  Forks,  and  Fargo, 
N.  Dak.,  and  St.  Cloud,  and  McGregor, 
Minn. 

No.  MC  110098  (Sub-No.  E24),  filed 
June  1, 1974.  Applicant:  ZERO  REFRIG¬ 
ERATED  LINES,  P.O.  Box  20380,  San 
Antonio,  Texas  78220.  Applicant’s  repre¬ 
sentative:  T.  D.  Cothren  (same  as  above) . 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Frozen  foods,  in  ve- 
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hides  equipped  with  mechanical  refrig¬ 
eration,  from  points  in  that  part  of  New 
Mexico  on  and  south  of  U.S.  Highway  66 
to  points  in  North  Dakota  and  South 
Dakota.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Dalhart,  Tex. 

No.  MC  110098  (Sub-No.  E25),  filed 
June  1, 1974.  Applicant:  ZERO  REFRIG¬ 
ERATED  LINES,  P.O.  Box  20380,  San 
Antonio,  Texas  78220.  Applicant’s  repre¬ 
sentative:  T.  D.  Cothren  (same  as  above) . » 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Frozen  foods,  in  ve¬ 
hicles  equipped  with  mechanical  refrig- 
ation,  from  points  in  that  part  of  Ari¬ 
zona  on  and  south  of  U.S.  Highway  66 
to  points  in  that  part  of  South  Dakota 
on  and  east  of  U.S.  Highway  83  and  that 
part  of  North  Dakota  on  and  east  of 
U.S.  Highway  281.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  Dal¬ 
hart,  Tex. 

No.  MC  110525  (Sub-No.  E563),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Liq¬ 
uid  chemicals  and  coal  tar  products,  in 
bulk,  in  tank  vehicles,  from  points  in 
that  part  of  Pennsylvania  on  and  south 
of  a  line  beginning  at  the  Ohio-Pennsyl- 
vania  State  line,  thence  along  U.S.  High¬ 
way  224  to  junction  U.S.  Highway  422, 
thence  along  U.S.  Highway  422  to  junc¬ 
tion  Pennsylvania  Highway  68,  thence 
along  Pennsylvania  Highway  68  to  junc¬ 
tion  Pennsylvania  Highway  861,  thence 
along  Pennsylvania  Highway  861  to  junc¬ 
tion  Pennsylvania  Highway  28,  thence 
along  Pennsylvania  Highway  28  to  junc¬ 
tion  Pennsylvania  Highway  536,  thence 
along  Pennsylvania  Highway  536  to  junc¬ 
tion  Pennsylvania  Highway  36,  thence 
along  Pennsylvania  Highway  36  to  Punx- 
sutawney,  thence  along  U.S.  Highway 
119  to  junction  Pennsylvania  Highway 
410,  thence  along  Pennsylvania  Highway 
410  to  junction  U.S.  Highway  322,  thence 
along  U.S.  Highway  322  to  junction  U.S. 
Highway  220,  thence  along  U.S.  High¬ 
way  220  to  the  Pennsylvania-New  York 
State  line,  to  points  in  the  Lower  Penin¬ 
sula  of  Michigan.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  Allegheny  County,  Pa. 

No.  MC  110525  (Sub-No.  E586),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Dowingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Liquid  chemicals  (except  bituminous 
products  and  materials) ,  in  bulk,  in  tank 
vehicles,  from  points  in  that  part  of 
Pennsylvania  on  and  north  of  Interstate 
Highway  70  and  on  and  east  of  U.S. 
Highway  219,  to  points  in  that  part  of 
West  Virginia  on  and  south  of  U.S.  High¬ 
way  50  and  on  and  west  of  U.S.  Highway 
219.  The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  Morgantown,  W.  Va. 


No.  MC  110525  (Sub-No.  E595),  filed 
May  20.  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Liquid 
chemicals,  in  bulk,  in  tank  vehicles,  from 
points  in  Rhode  Island  to  the  District 
of  Columbia.  The  purpose  of  this  filing  is 
to  eliminate  the  gateways  of  Newark, 
N.J.,  and  Morrisville,  Pa. 

No.  MC  110525  (Sub-No.  E599),  (cor¬ 
rection)  ,  filed  May  20,  1974,  published  in 
the  Federal  Register  August  20,  1974. 
Applicant:  CHEMICAL  LEAMAN  TANK 
LINES,  INC.,  P.O.  Box  200,  Downing¬ 
town,  Pa.  19335.  Applicant’s  representa¬ 
tive  :  Thomas  J.  O’Brien  (same  as  above) . 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Liquid  chemicals, 
in  bulk,  in  tank  vehicles,  from  points  in 
Rhode  Island  to  points  in  Illinois. 

The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  Newark,  N.J.  The 
purpose  of  this  correction  is  to  reflect  the 
correct  destination  State. 

No.  MC  110525  (Sub-No.  E626),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Dowingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Liquid 
chemicals,  (except  bituminous  products 
and  materials) ,  in  bulk,  in  tank  vehicles, 
from  points  in  Rhode  Island  to  points  in 
West  Virginia.  The  purpose  of  this  filing 
is  to  eliminate  the  gateways  of  Newark, 
N.J.,  Morrisville,  Pa.,  and  points  in  Vir¬ 
ginia. 

No.  MC  110525  (Sub-No.  E627),  (cor¬ 
rection),  filed  May  20,  1974,  published 
in  the  Federal  Register  August  19,  1974. 
Applicant:  CHEMICAL  LEAMAN  TANK 
LINES,  INC.,  P.O.  Box  200,  Downing¬ 
town,  Pa.  19335.  Applicant’s  representa¬ 
tive:  Thomas  J.  O’Brien  (same  as  above) . 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting :  Liquid 
chemicals,  as  defined  in  The  Maxwell  Co., 
Extension-Addyston,  63  M.C.C.  677,  and 
Coal  tar  products  as  described  in  Appen¬ 
dix  XIV  to  the  report  in  Descriptions  in 
Motor  Carrier  Certificates,  61  M.C.C. 
209,  both  in  bulk,  in  tank  vehicles,  from 
points  in  Rhode  Island  to  points  in  Wis¬ 
consin. 

The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateways  of  Newark,  N.J.,  and 
Pittsburgh,  Pa.  The  purpose  of  this  cor¬ 
rection  is  to  expand  the  commodities  to 
be  transported. 

No.  MC  110525  (Sub-No.  E638),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Liq¬ 
uid  chemicals  (except  bituminous  prod¬ 
ucts  and  materials),  in  bulk,  in  tank 


vehicles,  from  points  in  that  part  of 
South  Carolina  on  and  north  of  a  line  be¬ 
ginning  at  the  Georgia-South  Carolina 
State  line,  thence  along  South  Carolina 
Highway  421  to  Aiken,  thence  along 
South  Carolina  Highway  215  to  Kitch- 
ing’s  Mill,  thence  along  South  Carolina 
Highway  4  to  Orangeburg,  thence  along 
U.S.  Highway  301  to  Santee,  thence  along 
Interstate  Highway  95  to  the  North  Caro¬ 
lina-South  Carolina  State  line,  to  points 
in  Florida.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Augusta,  Ga. 

No.  MC  110525  (Sub-No.  E679),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Liquid  chemicals  (except  bituminous 
products  and  materials) ,  in  bulk,  in  tank 
vehicles,  from  points  in  that  part  of 
Tennessee  on  and  east  of  U.S.  Highway 
27  to  points  in  that  part  of  Idaho  on, 
north,  and  west  of  a  line  beginning  at 
the  Utah-Idaho  State  line,  thence  along 
U.S.  Highway  93  to  junction  Interstate 
Highway  80,  thence  along  Interstate 
Highway  80  to  junction  Interstate  High¬ 
way  15,  thence  along  Interstate  Highway 
15  to  Idaho  Falls,  thence  along  U.S. 
Highway  26  to  the  Idaho-Wyoming  State 
line.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  S.  Charleston, 
W.  Va.,  and  Addyston,  Ohio. 

No.  MC  110525  (Sub-No.  E812),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Liquid 
chemicals  (except  bituminous  products 
and  materials) ,  in  bulk,  in  tank  vehicles, 
from  points  in  New  Jersey  to  points  in 
that  part  of  West  Virginia  on  and  east 
of  U.S.  Highway  219.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of 
Baltimore,  Md.,  and  the  District  of 
Columbia. 

No.  MC  110525  (Sub-No.  E813),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Liquid  chemicals  (except  bituminous 
products  and  materials) ,  in  bulk,  in  tank 
vehicles,  from  points  in  that  part  of  the 
Lower  Peninsula  of  Michigan  on  and 
north  of  Michigan  Highway  21  to  points 
in  West  Virginia. 

The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  Institute,  W.  Va. 

No.  MC  110525  (Sub-No.  E939),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
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chemicals,  in  bulk,  in  tank  vehicles,  from 
Femald,  Ohio,  (1)  to  points  in  Connecti¬ 
cut,  Massachusetts,  and  Rhode  Island 
(Newark,  N.J.)  *,  (2)  to  points  in  New 
Hampshire,  Vermont,  and  Maine  (except 
points  in  Aroostook  County)  (Newark, 
N.J.,  and  Springfield,  Mass.)*,  and  (3) 
to  points  in  Nassau,  Suffolk,  and  Queens 
Counties,  N.Y.  (Newark,  N:J.)  *,  restricted 
in  (3)  above  against  the  transportation 
of  classes  A  and  B  explosives.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  indicated  by  the  asterisks  above. 

No.  MC  110525  (Sub-No.  E994),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant's 
representative:  Thomas  J.  O'Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Nylon  powder,  in  bulk,  in  dry  form,  in 
tank  or  hopper-type  vehicles,  from  Man¬ 
chester,  N.H.,  (1)  to  points  in  Arkansas, 
Iowa,  Kansas,  and  Nebraska  (Ottawa, 
Ill.)  *,  and  (2)  to  points  in  Minnesota 
and  Missouri  (Akron,  Ohio)*,  restricted 
in  (2)  above  to  the  transportation  of 
traffic  in  tank  vehicles. 

The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateways  indicated  by  asterisks 
above. 

No.  MC  110525  (Sub-No.  E995),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
chemicals,  in  bulk,  from  Providence,  R.I., 
(1)  to  points  in  Alabama,  Delaware, 
Georgia,  Illinois,  Indiana,  Iowa,  Ken¬ 
tucky.  Maryland,  Michigan,  Minnesota, 
Missouri,  North  Carolina,  Ohio,  South 
Carolina,  Tennessee,  Virginia,  West  Vir¬ 
ginia,  and  Wisconsin,  and  the  District  of 
Columbia  (Springfield,  Mass.)  *,  and  (2) 
to  points  in  Texas  (Springfield,  Mass., 
and  Atlanta,  Ga.)  *,  restricted  in  (2) 
above  to  the  transportation  of  traffic  in 
tank  or  hopper-type  vehicles,  and  against 
the  transportation  of  such  naval  stores 
as  are  chemicals,  sulphate,  and  black 
liquor  skimmings. 

The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  indicated  by  asterisks 
above. 

No.  MC  110525  (Sub-No.  E996) ,  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
silica  gel  desiccant,  in  bulk,  in  tank  vehi¬ 
cles,  from  the  site  of  the  Mobil  Oil  Com¬ 
pany  refinery  near  Paulsboro,  N.J.,  (1) 
to  points  in  Missouri  and  Wisconsin 
(Akron,  Ohio)  *,  (2)  to  points  in  Con¬ 
necticut.  Massachusetts,  and  Rhode 
Island  (New  York,  N.Y.)*,  and  (3)  to 
points  in  Maine  (except  points  in  Aroos¬ 
took  County) ,  New  Hampshire,  and  Ver¬ 
mont  (New  York,  N.Y.,  and  Springfield, 


Mass.)  *.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  indicated  by 
asterisks  above. 

No.  MC  110525  (Sub-No.  E997).  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry  * 
chemicals,  in  bulk,  in  tank  or  hopper- 
type  vehicles,  from  Cincinnati,  Ohio,  (1) 
to  points  in  Connecticut,  Massachusetts, 
and  Rhode  Island  (Newark,  N.J.)  *,  and 
(2)  to  points  in  Maine  (except  points  in 
Aroostook  County) ,  New  Hampshire  and 
Vermont  (Newark,  N.J.,  and  Springfield, 
Mass.)  *.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  indicated  by 
asterisks  above. 

No.  MC  110525  (Sub-No.  E998),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
chemicals,  in  bulk,  in  tank  or  hopper- 
type  vehicles,  from  Ironton,  Ohio,  (1)  to 
points  in  Connecticut,  Delaware,  Iowa, 
Massachusetts,  Maryland,  New  Jersey, 
New  York,  Rhode  Island,  and  Pennsyl¬ 
vania  (Willow  Island,  W.  Va.)  *,  and  (2) 
to  points  in  Maine  (exoept  points  in 
Aroostook  County) ,  New  Hampshire,  and 
Vermont  (Willow  Island,  W.  Va.,  and 
Springfield,  Mass.)  *.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  indi¬ 
cated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E999),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
chemicals,  in  bulk,  in  tank  or  hopper- 
type  vehicles,  from  South  Point,  Ohio, 
(1)  to  points  in  Connecticut,  Delaware, 
Iowa,  Massachusetts,  Maryland,  New 
Jersey,  New  York,  Rhode  Island,  and 
Pennsylvania  (Willow  Island,  W.  Va.)  *, 
and  (2)  to  points  in  Maine  (except  points 
in  Aroostook  County),  New  Hampshire, 
and  Vermont  (Willow  Island,  W.  Va.,  and 
Springfield,  Mass.)  *.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  indi¬ 
cated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E1000),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Dry  chemicals,  in  bulk,  in  tank  or  hop¬ 
per-type  vehicles,  from  Riverview, 
Washington  County,  Ohio,  (1)  to  points 
in  Connecticut,  Delaware,  Illinois,  Iowa, 
Maryland,  Massachusetts,  Michigan, 
Missouri,  New  Jersey,  New  York,  Rhode 
Island,  and  Virginia,  and  the  District  of 


Columbia  (Willow  Island,  W.  Va.)  * ;  (2) 
to  points  in  Maine  (except  points  in 
Aroostook  County) ,  New  Hampshire  and 
Vermont  (Willow  Island,  W.  Va.,  and 
Springfield,  Mass.)*;  and  (3)  to  points 
in  Wisconsin  (Milan  Township,  Allen 
County,  Ind.)  *.  restricted  in  (3)  above 
to  the  transportation  of  traffic  in  tank 
vehicles  and  against  the  transportation 
of  Mich  oils  and  greases  as  may  be  in¬ 
cluded  in  the  term  “chemicals.” 

The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateways  indicated  by  asterisks 
above. 

No.  MC  110525  (Sub-No.  E1001),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Ground  scrap  fire  brick,  in  bulk,  in 
hopper  type  vehicles,  from  Clearfield, 
Pa.,  to  points  in  Connecticut,  Massachu¬ 
setts,  and  Rhode  Island.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  Mahwah,  NJ. 

No.  MC  110525  (Sub-No.  E1002),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Appli¬ 
cant’s  representative:  Thomas  J.  O’Brien 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Adipic  acid,  in  bulk,  in  tank  vehicles, 
from  Luling,  La.,  (1)  to  points  in  Dela¬ 
ware,  Maryland,  New  Jersey,  New  York, 
Pennsylvania,  and  that  part  of  Ohio 
on,  east  and  north  of  a  line  beginning 
at  Lake  Erie,  thence  along  Ohio  High¬ 
way  13  to  junction  Ohio  Highway  564, 
thence  along  Ohio  Highway  664  to  junc¬ 
tion  Ohio  Highway  93,  thence  along 
Ohio  Highway  93  to  the  Ohlo-Pennsyl- 
vania  State  line  (Natrium,  W.  Va.)  \  and 
(2)  to  points  in  Connecticut,  Massachu¬ 
setts,  and  Rhode  Island  (Natrium, 
W.  Va.,  and  Newark,  N.J.)  *.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E1003),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Adipic  acid,  dry,  in  bulk,  in  tank 
vehicles,  from  Luling,  La.,  to  points  in 
Maine  (except  points  in  Aroostook 
County) ,  New  Hampshire,  and  Vermont. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Natrium,  W.  Va.,  New¬ 
ark,  N.J.,  and  Springfield,  Mass. 

No.  MC  110525  (Sub-No.  E1004),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Adipic  acid,  dry,  in  bulk,  in  tank  ve- 
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hides,  from  Louisville,  Ky.,  to  points  in 
Maine  (except  points  in  Aroostook 
County) ,  New  Hampshire,  and  Vermont. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  of  Natrium,  W.  Va„  New¬ 
ark,  N.J.,  and  Springfield,  Mass. 

No.  MC  110525  (Sub-No.  E1005),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehide,  over  Irregular  routes,  transport¬ 
ing:  Adipic  acid,' in  bulk,  in  tank  vehicles, 
from  Louisville,  Ky.,  (1)  to  points  in 
Delaware,  Maryland,  New  Jersey,  New 
York,  and  Pennsylvania  (Natrium, 
W,  Va.)  *,  and  (2)  to  points  in  Connecti¬ 
cut,  Massachusetts,  and  Rhode  Island 
(Natrium,  W.  Va.,  and  Newark,  N.J.)  *. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  indicated  by  asterisks 
above. 

No.  MC-110525  (Sub-No.  E1Q06) ,  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehide, 
over  irregular  routes,  transporting: 
Petroleum  products  (except  petroleum 
chemicals,  liquid  wax,  and  those  com¬ 
modities  requiring  attached  heater 
equipment),  in  bulk,  in  tank  vehicles, 
from  Palling  Rock,  W.  Va.,  (1)  to  points 
in  New  Jersey  (Baltimore,  Md.,  and 
Marcus  Hook,  Pa.)  *,  and  (2)  to  points 
in  Connecticut,  Massachusetts,  and 
Rhode  Island  (Baltimore,  Md.,  Marcus 
Hook,  Pa.,  and  Newark,  N.J.)  •.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E1007) ,  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
chemicals,  in  bulk,  in  tank  or  hopper- 
type  vehicles,  from  Lewis  town.  Pa.,  (1) 
to  points  in  Connecticut,  Massachusetts, 
and  Rhode  Island  (Newark,  N.J.)  *,  and 
(2)  to  points  in  Maine  (except  points  in 
Aroostook  County) ,  New  Hampshire,  and 
that  part  of  Vermont  in  and  east  of  Or¬ 
leans,  Lamoille,  Washington,  Orange, 
Windsor,  and  Windham  Counties  (New¬ 
ark,  N.J.,  and  Springfield,  Mass.)  *.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E1008),  filed 
May  20,  4974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O'Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (A) 
Such  Ary  synthetic  plastics  as  are  dry 
chemicals,  in  bulk,  in  tank  or  hopper- 
type  vehicles,  from  Delaware  City,  Del., 
(1)  to  points  in  Vermont  (Springfield, 


Mass.)*,  and  (2)  to  points  in  Missouri 
(Willow  Island,  W.  Va.)*;  and  (B)  Dry 
synthetic  plastics,  in  bulk,  in  tank  or 
hopper-type  vehicles,  from  Delaware 
City,  Del.,  (1)  to  points  in  Oklahoma  and 
Arkansas  (Circleville,  Ohio)  *,  and  (2)  to 
points  in  Iowa,  Kansas,  Minnesota, 
Nebraska,  and  Wisconsin  (Ottawa,  HI.)  *, 
restricted  in  (B)  (2)  above  to  the  trans¬ 
portation  of  traffic  in  tank  vehicles.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E1009),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative  Thomas  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Asphalt 
emulsions,  coal  tar,  and  coal  tar  products, 
in  bulk,  in  tank  vehicles,  from  points  in 
Oklahoma,  (1)  to  points  in  Delaware, 
Maryland,  and  New  Jersey  (Cincinnati, 
Ohio,  and  Pittsburgh,  Pa.)  *,  and  (2)  to 
points  in  Connecticut,  Massachusetts, 
and  Rhode  Island  (Cincinnati,  Ohio, 
Pittsburgh,  Pa.,  and  Newark,  N.J.)  *.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  1010),  filed 
May  5,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Asphalt 
emulsions,  coal  tar,  and  coal  tar  prod¬ 
ucts,  in  bulk,  in  tank  vehicles,  from  points 
in  Iowa,  (1)  to  points  in  Delaware,  Mary¬ 
land,  and  New  Jersey  (Cincinnati,  Ohio, 
and  Pittsburgh,  Pa.)  *,  and  (2)  to  points 
in  Connecticut,  Massachusetts,  and 
Rhode  Island  (Cinncinnati,  Ohio,  Pitts¬ 
burgh,  Pa.,  and  Newark,  N.J.)  *.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E1011),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Asphalt 
emulsions,  coal  tar,  and  coal  tar  products, 
in  bulk,  in  tank  vehicles,  from  points  in 
Kansas  (1)  to  points  in  Delaware,  Mary¬ 
land,  and  New  Jersey  (Cincinnati,  Ohio, 
and  Pittsburgh,  Pa.)  *,  and  (2)  to  points 
in  Connecticut,  Massachusetts,  and 
Rhode  Island  (Cincinnati,  Ohio,  Pitts¬ 
burgh,  Pa.,  and  Newark,  NJ.)  *.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  indicated  by  the  asterisks  above. 

No.  MC  110525  (Sub-No.  E1023) ,  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Dry  chem¬ 
icals,  in  bulk,  in  tank  or  hopper-type  ve¬ 
hicles,  from  those  points  of  entry  on  the 


International  Boundary  line  between  the 
United  States  and  Canada  located  at  or 
near  Trout  River,  Alexandria  Bay, 
Rooseveltown,  Ogdensburg,  and  Cham¬ 
plain,  N.Y.,  and  Highgate  Springs,  Derby 
line,  and  Norton,  Vt.,  (1)  to  points  in  Illi¬ 
nois,  Indiana,  Michigan,  Missouri,  Ken¬ 
tucky,  Minnesota,  and  Wisconsin  (Akron, 
Ohio)  *,  (2)  to  points  in  Alabama,  Geor¬ 
gia,  North  Carolina,  South  Carolina, 
Tennessee,  and  Virginia  (Springfield, 
Mass,  and  Atlanta,  Ga.)  *,  restricted  in 
(1)  above  to  the  transportation  of  traf¬ 
fic  in  tank  vehicles,  restricted  in  (3) 
above  against  the  transportation  of  such 
naval  stores  as  are  chemicals,  sulphate, 
and  black  liquor  skimmings,  and  re¬ 
stricted  in  (I),  (2)  and  (3)  above  to  the 
transportation  of  traffic  originating  in 
the  Province  of  Quebec,  Canada.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub-No.  E1024),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Fertilizer 
and  fertilizer  ingredients  in  bulk,  in  tank 
vehicles,  from  points  in  Payette  County, 
Ohio,  to  points  in  Wisconsin.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  Milan  Township,  Allen  County,  Ind. 

No.  MC  110525  (Sub-No.  E1025),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Nitric 
acid,  in  bulk,  in  tank  vehicles,  from  the 
plantsite  of  the  Kaiser  Agricultural 
Chemical  Company  at  or  near  Findlay, 
Ohio,  to  points  in  Alabama,  Florida, 
Georgia,  Illinois,  Iowa,  Nebraska,  Kan¬ 
sas,  Louisiana,  Missouri,  Tennessee,  and 
Wisconsin.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Louisville,  Ky. 

No.  MC  110525  (Sub-No.  E1026) ,  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Sulfuric 
acid  and  phosphatic  fertilizer  solution,  in 
bulk,  in  tank  vehicles,  from  the  plant- 
site  of  Freeport  Chemical  Company,  Di¬ 
vision  of  Freeport  Sulphur  Co.,  near  Un¬ 
cle  Sam,  St.  James  Parish,  La.,  (1)  to 
points  in  Connecticut,  Massachusetts, 
and  Rhode  Island  (points  in  Georgia, 
Greensboro,  N.C.,  and  Newark,  N.J.)*, 
(2)  to  points  in  New  Jersey  and  New 
York  (points  in  Georgia  and  Greensboro, 
N.C.)  *,  (3)  to  points  in  New  Hampshire, 
Maine,  and  Vermont  (points  in  Georgia, 
Greensboro,  N.C.,  and  Syracuse,  N.Y.)  *, 
(4)  to  points  in  Pennsylvania  (points  in 
Georgia  and  S.  Charleston,  W.  Va.)  *,  (5) 
to  points  in  Ohio  (points  in  Georgia  and 
Copperhill,  Tenn.)*,  (6)  to  points  in 
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Michigan  and  that  part  of  Indiana  on 
and  east  of  U.S.  Highway  231  (Louisville, 
Ky.)  *,  (7)  to  points  in  Delaware  and 
Maryland  (points  in  Georgia  and 
Greensboro,  N.C.)  *,  and  (8)  to  points  in 
Virginia  and  West  Virginia  (points  in 
Georgia)  *.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  indicated  by  as¬ 
terisks  above. 

No.  MC  110525  (Sub-No.  E1034),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Liq¬ 
uid  chemicals  (except  phosphatic  feed 
supplements  and  bituminous  products 
and  materials) ,  in  bulk,  in  tank  vehicles, 
from  Tampa,  Fla.,  (1)  to  points  in  Ken¬ 
tucky  (Copperhill,  Tenn.)  *,  (2)  to 

points  in  Virginia  (points  in  North  Caro¬ 
lina)*,  (3)  to  points  in  Montana  (Cop¬ 
perhill,  Tenn.,  and  Addyston,  Ohio)  *, 
and  (4)  to  points  in  that  part  of  Missouri 
on  and  north  of  U.S.  Highway  66  (Cop¬ 
perhill,  Tenn.,  and  Louisville,  Ky.)*, 
restricted  in  (2)  above  to  the  transpor¬ 
tation  of  traffic  in  tank  vehicles.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  the  asterisks 
above. 

No.  MC  110525  (Sub-No.  E1035),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Chemicals  (except  phosphatic  feed  sup¬ 
plements)  ,  in  bulk,  in  tank  vehicles,  from 
Tampa,  Fla.,  (1)  to  points  in  Arkansas 
(Atlanta,  Ga.)  *,  (2)  to  points  in  Califor¬ 
nia,  Colorado,  Arizona,  that  part  of  Ne¬ 
braska  on  and  west  of  U.S.  Highway  183, 
and  that  part  of  Kansas  on  and  west  of 
U.S.  Highway  281  (Texas  City,  Tex.)  *, 
and  (3)  to  points  in  Kentucky  and  Ohio 
(Copperhill,  Tenn.)*,  restricted  in  (1) 
above  against  the  transportation  of  hy- 
drofluosilic  acid,  such  naval  stores  as  are 
chemicals,  crude  tall  oil,  sulphate,  black 
liquor  skimmings,  and  liquid  alum.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  110525  (Sub  No.  E1037),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Liq¬ 
uid  chemicals  (except  phosphatic  feed 
supplements,  bituminous  products  and 
materials,  hydrofluosilic  acid,  such  naval 
stores  as  are  chemicals,  crude  tall  oil, 
sulphate ,  black  liquor  skimmings,  and 
liquid  alum),  in  bulk,  in  tank  vehicles, 
from  Tampa,  Fla.,  (1)  to  points  in  West 
Virginia  (points  in  Georgia)  *,  (2)  to 
points  in  Arizona,  California,  and  Colo¬ 
rado  (Texas  City,  Tex.)  *,  (3)  to  points  in 
Arkansas  (Atlanta,  Ga.)  *,  (4)  to  points 
in  Delaware  and  Maryland  (Greensboro, 


N.C.)  *,  and  (5)  to  points  in  Illinois,  In¬ 
diana,  and  Kansas  (Copperhill,  Tenn., 
and  Louisville,  Ky.)  *.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  indi¬ 
cated  by  the  asterisks  above. 

No.  MC  110525  (Sub-No.  E1038),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Liq¬ 
uid  acetone  and  liquid  phenol,  in  bulk,  in 
tank  vehicles,  from  the  plant  site  of  the 
United  States  Steel  Corporation  at  or 
near  Haverhill,  Scioto  County,  Ohio,  (1) 
to  points  in  Alabama,  Louisiana,  and  Mis- 
.  sissippi  (points  in  Kanawha  County,  W. 
Va.)  *,  (2)  to  points  in  Maine  and  Ver¬ 
mont  (Syracuse,  N.Y.)  *,  and  (3)  to  points 
in  California  (Mapleton,  HI.)  *.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  indicated  by  the  asterisks  above. 

No.  MC  110525  (Sub-No.  E1039) ,  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Dry 
chemicals  (except  phosphatic  feed  sup¬ 
plements)  ,  in  bulk,  in  tank  vehicles,  from 
Tampa,  Fla.,  to  points  in  that  part  of 
Indiana  on  and  north  of  Interstate  High¬ 
way  70,  and  that  part  of  Illinois  on  and 
north  of  Illinois  Highway  17.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
ways  of  Copperhill,  Tenn.,  and  Ironton, 
Ohio. 

No.  MC  110525  (Sub-No.  E1040) ,  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Downingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Liquid  chemicals  (except  phosphatic  feed 
supplements),  in  bulk,  in  tank  vehicles, 
from  Tampa,  Fla.,  (1)  to  points  in  Dela¬ 
ware,  Maryland,  New  Jersey,  and  New 
York  (Greensboro,  N.C.)  *,  and  (2)  to 
points  in  Ohio  (S.  Charleston,  W.  Va.)  *. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateways  indicated  by  asterisks 
above. 

No.  MC  110525  (Sub-No.  E1041),  filed 
May  20,  1974.  Applicant:  CHEMICAL 
LEAMAN  TANK  LINES,  INC.,  P.O.  Box 
200,  Dowingtown,  Pa.  19335.  Applicant’s 
representative:  Thomas  J.  O’Brien  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting : 
Liquid  chemicals  (except  phosphatic  feed 
supplements  and  bituminous  products 
and  materials) ,  in  bulk,  in  tank  vehicles, 
from  Tampa,  Fla.,  (1)  to  points  In  Iowa 
and  Nebraska  (Copperhill,  Tenn.,  and 
Louisville,  Ky.)*,  (2)  to  points  in  New 
Jersey  (Savannah,  Ga.,  and  Hopewell, 
Va.)  *,  (3)  to  points  in  New  York 
(Greensboro,  N.C.)*,  (4)  to  points  in 
North  Dakota  (Copperhill,  Tenn.,  and 


Addyston,  Ohio)  *,  (5)  to  points  in  Ohio 
(Copperhill,  Tenn.)  *,  and  (6)  to  points 
in  Utah  (Texas  City,  Utah)  *.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  asterisks  above. 

No.  MC  111545  (Sub-No.  E381),  filed 
June  4, 1974.  Applicant:  HOME  TRANS¬ 
PORTATION  COMPANY,  INC.,  P.O.Box 
6426,  Station  A,  Marietta,  Ga.  30062. 
Applicant’s  representative:  Robert  E. 
Born  (same  as  above) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Cast  iron  pipe  (except  pipe  as  de¬ 
scribed  in  Mercer  Extension — Oilfield 
Commodities,  74  M.C.C.  459,  and  pipe 
originating  at  or  destined  to  pipeline 
rights-of-way) ,  from  points  in  that  part 
of  Texas  on  and  east  of  a  line  beginning 
at  the  Texas-Oklahoma  State  line, 
thence  along  U.S.  Highway  271  to  Paris, 
thence  along  Texas  Highway  19  to 
Huntsville,  thence  along  U.S.  Highway 
75  to  Houston,  thence  along  Texas  High¬ 
way  288  to  Freeport,  to  points  in  New 
Mexico,  restricted  to  the  transportation 
of  commodities  which,  because  of  size 
or  weight,  require  the  use  of  special 
equipment,  which  such  transportation  is 
performed  on  ordinary  vehicular  equip¬ 
ment,  and  special  equipment  is  provided 
for  loading  and  unloading  and  the  load¬ 
ing  and  unloading  is  performed  by  the 
consignor  or  consignee,  or  both.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  the  plant  site  and  warehouse 
facilities  of  Western  Foundry  Company 
at  or  near  Tyler,  Tex. 

No.  MC  111545  (Sub-No.  E382),  filed 
June  4,  1974.  Applicant:  HOME  TRANS¬ 
PORTATION  COMPANY,  INC.,  P.O.  Box 
6426,  Station  A,  Marietta,  Ga.  30062.  Ap¬ 
plicant’s  representative:  Robert  E.  Bom 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Cast  iron  pipe  (except  pipe  as 
described  in  Mercer  Extension-Oilfield 
Commodities,  74  M.C.C.  459,  and  pipe 
originating  at  or  destined  to  pipeline 
rights-of-way) ,  from  points  in  that  part 
of  Mississippi  on  and  south  of  a  line 
beginning  at  the  Mississippi- Arkansas 
State  line,  thence  along  Mississippi  High¬ 
way  12  to  Kosciuska,  thence  along  Mis¬ 
sissippi  Highway  14  to  the  Mlssissippi- 
Alabama  State  line,  to  points  in  Ne¬ 
braska,  North  Dakota,  and  South  Da¬ 
kota,  restricted  to  the  transportation  of 
commodities  which,  because  of  size  or 
weight,  require  the  use  of  special  equip¬ 
ment,  where  such  transportation  is  per¬ 
formed  on  ordinary  vehicular  equip¬ 
ment,  and  special  equipment  is  provided 
for  loading  and  unloading  and  the  load¬ 
ing  and  unloading  is  performed  by  the 
consignor  or  consignee,  or  both,  and  re¬ 
stricted  against  the  transportation  of 
machinery,  equipment,  materials,  and 
supplies,  used  in,  or  in  connection  with, 
the  discovery,  development,  production, 
refining,  manufacture,  processing,  stor¬ 
age,  transmission,  and  distribution  of 
natural  gas  and  petroleum  and  their 
products  and  by-products,  and  machin¬ 
ery,  materials,  equipment  and  supplies 
used  in,  or  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
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maintenance,  and  dismantling  of  pipe¬ 
lines,  including  the  stringing  and  pick¬ 
ing  up  thereof.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  the  plant 
site  and  warehouse  facilities  of  Western 
Foundry  Company  at  or  near  Tyler,  Tex. 

No.  MC  113362  (Sub-No.  E13) ,  (correc¬ 
tion)  ,  filed  May  12, 1974,  published  in  the 
Federal  Register  August  28, 1974.  Appli¬ 
cant:  ELLSWORTH  FREIGHT  LINES, 
INC.,  1105  Va  8th  Ave.  N.E.,  Austin,  Minn. 
55912.  Applicant’s  representative:  Milton 
D.  Adams,  P.O.  Box  562,  Austin,  Minn. 
55912.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (A) 
Candy  and  confectionery,  from  the  plant 
site  and  storage  facilities  of  Topps  Chew¬ 
ing  Gum,  Inc.,  at  Duryea,  Pa.,  (2)  to 
points  in  Iowa  and  that  part  of  Minne¬ 
sota  on  and  west  of  U.S.  Highway  63 
(Chicago,  HI.,  and  Lokota,  Iowa)*.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateways  indicated  by  the  asterisks 
above.  The  purpose  of  this  partial  cor¬ 
rection  is  to  correct  the  destination 
States  in  (2)  above.  The  remainder  of 
the  letter-notice  remains  as  previously 
published. 

No.  MC  113678  (Sub-No.  E2),  filed 
May  5.  1974.  Applicant:  CURTIS,  INC., 
P.O.  Box  16004,  Denver,  Colorado  80216. 
Applicant’s  representative:  David  L. 
Metzler  (same  as  above) .  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  products,  and 
meat  by-products,  and  articles  distrib¬ 
uted  by  meat  packinghouses,  as  described 
in  Sections  A  and  C  of  Appendix  I  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C.  209  and  766  (ex¬ 
cept  commodities  in  bulk,  in  tank  ve¬ 
hicles,  and  hides) ,  from  Denver,  Colo,  to 
points  in  Massachusetts,  Rhode  Island, 
Connecticut,  New  York,  New  Jersey, 
Pennsylvania,  Delaware,  Maryland,  Vir¬ 
ginia,  and  the  District  of  Columbia.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  York,  Nebraska. 

No.  MC  113678  (Sub-No.  E3) ,  filed  May 
5,  1974.  Applicant:  CURTIS,  INC.,  P.O. 
Box  16004,  Denver,  Colorado  80216.  Ap¬ 
plicant’s  representative:  David  L.  Metz¬ 
ler  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Meats,  meat  products,  and  meat  by¬ 
products,  as  described  in  Section  A  of 
Appendix  I  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates,  61,  N. 

M. C.C.  209  and  766,  (A)  From  Greeley, 
Colorado  to  Baltimore,  Md.;  Philadel¬ 
phia,  Pa.;  points  in  New  Jersey,  Connec¬ 
ticut  (except  New  Haven),  Massacuh- 
setts  (except  Boston) ,  Rhode  Island,  and 
points  in  New  York  on  and  east  of  U.S. 
Highway  11.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  New  York, 

N. Y.;  and  (B)  from  Greeley,  Colorado  to 
Baltimore,  Md..  and  Philadelphia,  Pa. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Washington,  D.C. 

No.  MC  113678  (Sub-No.  E4) ,  filed  May 
5,  1974.  Applicant:  CURTIS,  INC.,  P.O. 


Box  16004,  Denver,  Colorado  80216.  Ap¬ 
plicant’s  representative:  David  L.  Metz¬ 
ler  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  from  Wahoo,  Nebr.,  to 
points  in  Washington,  Oregon,  and  Ida¬ 
ho.  RESTRICTION:  The  services  au¬ 
thorized  herein  are  restricted  to  the 
transportation  of  traffic  originating  at 
the  plant  site  and  storage  facilities  of 
Platte  Valley  Foods,  Inc.,  at  Wahoo, 
Nebr.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Denver,  Colo¬ 
rado. 

No.  MC  113678  (Sub-No.  Ell),  filed 
May  5,  1974.  Applicant:  CURTIS,  INC., 
4810  Pontiac  Street,  Commerce  City, 
Colo.  80022.  Applicant’s  representative: 
David  L.  Metzler  (same  as  above) .  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Frozen  bakery 
products,  from  Marysville,  Pa.,  to  points 
in  Oregon,  Idaho  and  Montana.  Restric¬ 
tion:  The  authority  granted  herein  is 
restricted  to  the  transportation  of  ship¬ 
ments  originating  at  Marysville.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Hall  County. 

No.  MC  113678  (Sub-No.  E13),  filed 
May  5,  1974.  Applicant:  CURTIS,  INC., 
4810  Pontiac  Street,  Commerce  City, 
Colo.  80022.  Applicant’s  representative: 
David  L.  Metzler  (same  as  above).  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Frozen  foods, 
in  containers,  from  the  facilities  of  Pep- 
peridge  Farm,  Inc. '  at  Downingtown, 
Lancaster,  and  Philadelphia  to  parts  in 
Idaho  and  Montana.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  Hall 
County,  Nebraska.  (2)  Frozen  dairy 
products,  frozen  bakery  products,  frozen 
fruits,  frozen  vegetables,  frozen  pizza  and 
frozen  pizza  pie  ingredients,  in  contain¬ 
ers,  from  the  facilities  of  Pepperidge 
Farm,  Inc.,  at  Downingtown,  Lancaster, 
and  Philadlephia,  to  points  in  New  Mex¬ 
ico.  The  purpose  of  this  filing  is  to  elimin¬ 
ate  the  gateway  of  Denver,  Colorado.  (3) 
Frozen  dairy  products  and  frozen  vege¬ 
table  food  products,  in  containers,  from 
the  facilities  of  Pepperidge  Farm,  Inc.,  at 
Downingtown,  Lancaster,  and  Philadel¬ 
phia,  Pa.,  to  points  in  Arizona.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
way  of  points  in  Colorado  east  of  the 
Continental  Divide.  Restriction:  The 
service  authorized  in  (1),  (2),  and  (3) 
above,  is  restricted  to  the  transporta¬ 
tion  of  shipments  originating  at  the 
above-described  origin  points. 

No.  MC  113843  (Sub-No.  E716),  filed 
May  30,  1974.  Applicant:  REFRIGER¬ 
ATED  FOOD  EXPRESS,  INC.,  316  Sum¬ 
mer  Street,  Boston,  Mass.  02210.  Appli¬ 
cant’s  representative :  Lawrence  T.  Shells 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  meats,  meat  products,  and 
edible  meat  by-products,  as  defined  by 
the  Commission,  from  Sandusky,  Ohio, 
to  points  in  that  part  of  Pennsylvania  on, 


north,  and  east  of  a  line  beginning  at  the 
New  York-Pennsylvania  State  line  and 
extending  along  Pennsylvania  Highway 
249  to  junction  Pennsylvania  Highway 
287,  thence  along  Pennsylvania  Highway 
287  to  junction  U.S.  Highway  6,  thence 
along  U.S.  Highway  6  to  junction  Penn¬ 
sylvania  Highway  309,  thence  along 
Pennsylvania  Highway  309  to  Wilkes- 
Barre,  thence  along  Pennsylvania  High¬ 
way  115  to  junction  Pennsylvania  Turn¬ 
pike,  thence  along  Pennsylvania  Turn¬ 
pike  to  junction  Pennsylvania  Highway 
940,  thence  along  Pennsylvania  Highway 
940  to  Paradise  Valley,  thence  along 
Pennsylvania  Highway  191  to  Strouds¬ 
burg,  thence  along  Interstate  Highway 
80  to  the  Pennsylvania-New  Jersey  State 
line.  The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  Buffalo,  N.Y. 

No.  MC  113843  (Sub-No.  E717),  filed 
May  30,  1974.  Applicant:  REFRIGER¬ 
ATED  FOOD  EXPRESS,  INC.,  316  Sum¬ 
mer  Street,  Boston,  Mass.  02210.  Appli¬ 
cant’s  representative:  Lawrence  T.  Sheils 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  from  Lakewood,  N.J., 
to  points  in  Arkansas.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Dundee,  N.Y. 

No.  MC  113843  (Sub-No.  E741),  filed 
May  30,  1974.  Applicant:  REFRIGER¬ 
ATED  FOOD  EXPRESS,  INC.,  316  Sum¬ 
mer  Street,  Boston,  Mass.  02210.  Appli¬ 
cant’s  representative:  Lawrence  T.  Sheils 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  from  Lakewood,  N.J., 
to  points  in  that  portion  of  Pennsylvania 
on,  north,  and  west  of  a  line  beginning  at 
the  Pennsylvania-Ohio  State  line  and 
extending  along  U.S.  Highway  224,  to 
New  Castle,  thence  along  Pennsylvania 
Highway  108  to  junction  Pennsylvania 
Highway  8,  thence  along  Pennsylvania 
Highway  8  to  junction  Interstate  High¬ 
way  80,  thence  along  Interstate  Highway 
80  to  junction  Pennsylvania  Highway  66, 
thence  along  Pennsylvania  Highway  66  to 
Kane,  thence  along  U.S.  Highway  6  to 
junction  U.S.  Highway  15,  thence  along 
U.S.  Highway  15  to  the  Pennsylvania- 
New  York  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Elmira,  N.Y. 

No.  MC  113843  (Sub-No.  E742),  filed 
May  19,  1974.  Applicant:  REFRIGER¬ 
ATED  FOOD  EXPRESS,  INC.,  316 
Summer  Street,  Boston,  Mass.  02210.  Ap¬ 
plicant’s  representative:  Lawrence  T. 
Sheils  (same  as  above) .  Authority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  irregular  routes,  trans¬ 
porting:  Meats,  meat  products,  and  edi¬ 
ble  meat  by-products,  as  defined  by  the 
Commission,  (except  in  bulk,  in  tank 
vehicles),  from  Martins  Ferry,  Ohio  to 
points  in  Vermont.  The  purpose  of  this 
fifing  is  to  eliminate  the  gateway  of 
Rochester,  N.Y. 

No.  MC  113843  (Sub-No.  E743,  filed 
May  19,  1974.  Applicant:  REFRIGER- 
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ATED  POOD  EXPRESS,  INC.,  316  Sum¬ 
mer  Street,  Boston,  Mass.  02210.  Appli¬ 
cant’s  representative:  Lawrence  T. 
Shells  (same  as  above) .  Authority  sought 
to  operate  as  a  common  carrier,  by  mo¬ 
tor  vehicle,  over  irregular  routes,  trans¬ 
porting:  Meats,  meat  products,  and  edi¬ 
ble  meat  by-products,  as  defined  by  the 
Commission,  (except  in  bulk,  in  tank  ve¬ 
hicles),  from  Piqua,  Ohio  to  points  in 
New  Hampshire.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Rochester,  N.Y. 

No.  MC  113843  (Sub-No.  E744),  filed 
May  19,  1974.  Applicant:  REFRIGER¬ 
ATED  POOD  EXPRESS,  INC.,  316  Sum¬ 
mer  St.,  Boston,  Mass.  02210.  Applicant’s 
representative:  Lawrence  T.  Shells 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Meats,  meat  products,  and  edible 
meat  by-products,  as  defined  by  the 
Commission  (except  in  bulk,  in  tank  ve¬ 
hicles)  ,  from  Postoria,  Ohio  to  points  in 
New  Hampshire.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Rochester,  N.Y. 

No.  MC  113843  (Sub-No.  E745),  filed 
May  19,  1974.  Applicant:  REFRIGER¬ 
ATED  FOOD  EXPRESS,  INC.,  316  Sum¬ 
mer  St.,  Boston,  Mass.  02210.  Applicant’s 
representative:  Lawrence  T.  Sheils 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Meats,  meat  products,  and  edible 
meat  by-products,  as  defined  by  the 
Commission  (except  in  bulk,  in  tank  ve¬ 
hicles),  from  Cleveland,  Ohio  to  points 
in  New  Hampshire.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Rochester,  N.Y. 

No.  MC  113843  (Sub-No.  E753),  filed 
May  21,  1974.  Applicant:  REFRIG¬ 
ERATED  FOOD  EXPRESS,  INC.,  316 
Summer  Street,  Boston,  Mass.  02210. 
Applicant’s  representative:  Lawrence  T. 
Sheils  (same  as  above) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  from  points  in  Massa¬ 
chusetts  and  Rhode  Island,  Hartford, 
Conn.,  and  points  in  that  portion  of 
Connecticut  on  and  east  of  a  line  begin¬ 
ning  at  the  Block  Island  Sound  at  New 
London  and  extending  along  Connecti¬ 
cut  Highway  85  to  junction  Connecticut 
Highway  2,  thence  along  Connecticut 
Highway  2  to  junction  U.S.  Highway  5, 
thence  along  U.S.  Highway  5  to  the  Con- 
necticut-Massachusetts  State  line  to 
points  in  that  part  of  West  Virginia  on 
and  west  of  a  line  beginning  at  the  West 
Virginia- Virginia  State  line  and  extend¬ 
ing  along  U.S.  Highway  250  to  junction 
U.S.  Highway  219,  thence  along  U.S. 
Highway  219  to  the  West  Virginia-Mary- 
land  State  line.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Elmira, 
N.Y. 

No.  MC  113843  (Sub-No.  E754),  filed 
May  21,  1974.  Applicant:  REFRIG¬ 
ERATED  FOOD  EXPRESS,  INC.,  316 
Summer  Street,  Boston,  Mass.  02210. 
Applicant’s  representative:  Lawrence  T. 


Sheils  (same  as  above) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  from  Boston,  Mass., 
to  points  in  that  part  of  Pennsylvania 
on  and  west  of  U.S.  Highway  219.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Syracuse,  N.Y. 

No.  MC  113843  (Sub-No.  E755),  filed 
May  21,  1974.  Applicant:  REFRIG¬ 
ERATED  FOOD  EXPRESS,  INC.,  316 
Summer  St.,  Boston,  Mass.  02210.  Ap¬ 
plicant’s  representative:  Lawrence  T. 
Sheils  (same  as  above) .  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  from  Boston,  Mass.,  to 
Cookeville,  Tenn.,  and  points  in  that  part 
of  Tennessee  on  and  west  of  Tennessee 
Highway  56.  The  purpose  of  this  filing  is 
to  eliminate  the  gateways  of  Syracuse, 
N.Y.,  and  Detroit,  Mich,  (via  Canada) . 

No.  MC  113843  (Sub-No.  E756),  filed 
May  21,  1974.  Applicant:  REFRIG¬ 
ERATED  FOOD  EXPRESS,  INC.,  316 
Summer  Street,  Boston,  Mass.,  02210. 
Applicant’s  representative:  Lawrence  T. 
Sheils  (same  as  above) .  Authority  sought 
operate  as  a  common  carrier,  by  motor 
vehcle,  over  irregular  routes,  transport¬ 
ing:  Frozen  foods,  from  points  in  Rhode 
Island  to  points  in  Arkansas,  Colorado, 
Kansas,  Minnesota,  Nebraska,  and  Okla¬ 
homa.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  Dundee,  N.Y. 

No.  MC  119399  (Sub-No.  El),  filed 
June  2,  1974.  Applicant:  CONTRACT 
FREIGHTERS,  INC.,  2900  Davis  Boule¬ 
vard,  Joplin,  Missouri  64801.  Applicant’s 
representative:  David  L.  Silton  (same  as 
above) .  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1) 
Cheese,  from  points  in  South  Dakota,  to 
to  points  in  Kentucky  and  Tennessee 
(except  Memphis) ;  (2)  Food  products 
(except  canned  goods  and  except  vege¬ 
table  oil  products  and  fats  and  oils,  in 
bulk,  in  tank  vehicles) ,  and  fresh  meats, 
between  points  in  Nebraska,  on  the  one 
hand,  and,  on  the  other,  points  in  Ken¬ 
tucky  and  Tennessee  (except  Memphis) ; 
and  (3)  Glass  bottles,  carboys,  demi¬ 
johns,  and  jars,  with  or  without  caps, 
covers,  stoppers,  or  tops,  from  Rose- 
mount,  Minn.,  to  points  in  that  part  of 
Arkansas  in  and  south  of  Carroll,  New¬ 
ton,  Pope,  Conway,  Faulkner,  Lonoke, 
Arkansas,  Desha,  and  Chicot  Counties. 

Restriction:  The  operations  author¬ 
ized  in  (1)  above  are  restricted  to  traffic 
originating  at  points  in  South  Dakota. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Springfield,  Mo.,  for 
points  in  (1)  and  (2)  above,  and  Musko¬ 
gee,  Okla.,  for  points  in  (3)  above. 

No.  MC  119531  (Sub-No.  E174)  (cor¬ 
rection)  ,  filed  May  25, 1974,  published  in 
the  Federal  Register  September  6,  1974. 
Applicant:  SUN  EXPRESS,  INC.,  5391 
Wooster  Rd.,  Cincinnati,  Ohio  45226. 
Applicant’s  representative:  Paul  F. 
Beery,  8  East  Broad  Street,  Columbus, 
Ohio  43215.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Pa¬ 


per  cartons,  from  the  plant  site  of  Mid¬ 
land  Glass  Co.,  Inc.,  at  or  near  Terre 
Haute,  Ind.,  to  points  in  Maryland.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Mt.  Vernon,  Ohio.  The  pur¬ 
pose  of  this  correction  is  to  establish  the 
correct  “E”  number — previously  pub¬ 
lished  as  E176. 

No.  MC  119741  (Sub-No.  El),  filed 
June  1, 1974.  Applicants:  GREEN  FIELD 
TRANSPORT  COMPANY,  INC.,  P.O. 
Box  1235,  Fort  Dodge,  Iowa  50501.  Appli¬ 
cant’s  representative:  Bruce  A.  Bullock, 
Suite  530  Univac  Bldg.,  7100  W.  Center 
Road,  Omaha,  Nebr.  68106.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular' routes, 
transporting:  Meats,  meat  products,  and 
meat  by-products,  and  articles  distrib¬ 
uted  by  meat  packinghouses,  as  described 
in  Sections  A  and  C  of  Appendix  I  to  the 
report  in  Descriptions  in  Motor  Carrier 
Certificates,  61  M.C.C.  209  and  766  (ex¬ 
cept  hides  and  commodities  in  bulk,  in 
tank  vehicles),  from  the  plantsite  and 
storage  facilities  of  Missouri  Beef  Pack¬ 
ers,  Inc.,  at  or  near  Phelps  City,  Mo.,  to 
(1)  East  St.  Louis,  HI.,  and  St.  Louis, 
Mo.,  and  (2)  Chicago,  Ill.,  restricted  to 
the  transportation  of  traffic  originating 
at  the  above-described  origin.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Kansas  City,  Kans.,  in  (1) 
above,  and  Creston,  Iowa,  in  (2)  above. 

No.  MC  119774  (Sub-No.  E38),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr. 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Machinery,  equipment,  mate¬ 
rials,  and  supplies,  used  in,  or  in  connec¬ 
tion  with  the  discovery,  development, 
production,  refining,  manufacture,  proc¬ 
essing,  storage,  transmission,  and  dis¬ 
tribution  of  natural  gas  and  petroleum 
and  their  products  and  by-products,  and 
machinery,  equipment,  materials,  and 
supplies,  used  in,  or  in  connection  with 
the  construction,  operation,  repair,  serv¬ 
icing,  maintenance,  and  dismantling  of 
pipelines,  including  the  stringing  and 
picking  up  thereof  and  (2)  Earth  drilling 
machinery  and  equipment,  and  machin¬ 
ery,  equipment,  materials,  supplies,  and 
pipe,  incidental  to,  used  in,  or  in  connec¬ 
tion  with  (a)  the  transportation,  instal¬ 
lation,  removal,  operation,  repair,  serv¬ 
icing,  maintenance,  and  dismantling  of 
drilling  machinery  and  equipment,  (b) 
the  completion  of  holes  or  wells  drilled, 
(c)  the  production,  storage,  and  trans¬ 
mission  of  commodities  resulting  from 
drilling  operations  at  well  or  hole  sites, 
and  (d)  the  injection  or  removal  of  com¬ 
modities  into  or  from  holes  or  wells,  be¬ 
tween  points  in  Georgia,  on  the  one 
hand,  and,  on  the  other,  points  in  Kan¬ 
sas.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  of  points  in  Arkansas 
and  Oklahoma. 

No.  MC  119774  (Sub-No.  E60),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre- 
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sentative:  Nolan  Killingsworth,  Jr. 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Machinery,  equipment,  mate¬ 
rials,  and  supplies,  used  in,  or  in  con¬ 
nection  with  the  discovery,  development, 
production,  refining,  manufacture,  proc¬ 
essing,  storage,  transmission,  and  dis¬ 
tribution  of  natural  gas  and  petroleum 
and  their  products  and  by-products,  and 
machinery,  equipment,  materials,  and 
supplies,  used  in,  or  in  connection  with, 
the  construction,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  pipelines,  including  the  stringing  and 
picking  up  thereof  ;  and 

(2)  Earth  drilling  machinery  and 
equipment,  and  machinery,  equipment, 
materials,  supplies,  and  pipe,  incidental 
to,  used  in,  or  in  connection  with  (a) 
the  transportation,  installation,  re¬ 
moval,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  drilling 
machinery  and  equipment,  (b)  the  com¬ 
pletion  of  holes  or  wells  drilled,  (c)  the 
production,  storage,  and  transmission  of 
commodities  resulting  from  drilling  op¬ 
erations  at  well  or  hole  sites,  and  (d)  the 
injection  or  removal  of  commodities  into 
or  from  holes  or  wells,  between  points  in 
Arkansas,  on  the  one  hand,  and,  on  the 
other,  points  in  Montana.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  points  in  Texas. 

No.  MC  119774  (Sub-No.  E102),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr., 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Machinery,  equipment,  mate¬ 
rials,  and  supplies,  used  in  or  in  connec¬ 
tion  with  the  construction,  operation, 
repair,  servicing,  maintenance,  and  dis¬ 
mantling  of  pipelines,  other  than  pipe¬ 
lines  used  for  the  transmission  of  nat¬ 
ural  gas,  petroleum,  their  products  and 
by-products,  water,  or  sewerage,  re¬ 
stricted  to  the  transportation  of  ship¬ 
ments  moving  to  or  from  pipeline  rights 
of  way;  and  (2)  Machinery,  equipment, 
materials,  and  supplies,  used  in  or  in  con¬ 
nection  with,  the  drilling  of  water  wells, 
between  points  in  Mississippi,  on  the  one 
hand,  and  on  the  other,  points  in  Utah. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Texas. 

No.  MC  119774  (Sub-No.  E134),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr. 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Conduit,  as  described  as  Mercer 
Extension-Oilfield  Commodities,  74 
M.C.C.  459;  and  (2)  Conduit,  incidental 
to,  used  in,  or  in  connection  with  (a)  the 
transportation,  installation,  removal, 
operation,  repair,  servicing,  mainte¬ 
nance,  and  dismantling  of  drilling  ma¬ 
chinery  and  equipment,  (b)  the  comple¬ 


tion  of  holes  or  wells  drilled,  (c)  the  pro¬ 
duction,  storage,  and  transmission  of 
commodities  resulting  from  drilling  op¬ 
erations  at  well  or  hole  sites  and  (d)  the 
injection  or  removal  of  commodities  into 
or  from  holes  or  wells,  from  points  in 
Colorado,  to  points  in  Delaware,  Penn¬ 
sylvania,  West  Virginia,  Maryland,  New 
Jersey,  South  Carolina,  Virginia,  the 
District  of  Columbia,  and  North  Caro¬ 
lina.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  of  the  plant  site  and 
storage  facilities  of  the  Cement  Asbestos 
Products  Company  at  Van  Buren,  Ark., 
and  points  in  Oklahoma. 

No,  MC  119774  (Sub-No.  E143),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre- 
senative:  Nolan  Killingsworth,  Jr.  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Con¬ 
duit,  as  described  in  Mercer  Extension- 
Oilfield  Commodities,  74  M.C.C.  459;  and 
(2)  Conduit,  incidental  to,  used  in,  or  in 
connection  with  (a)  the  transportation, 
installation,  removal,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  drilling  machinery  and  equipment,  (b) 
the  completion  of  holes  or  wells  drilled, 
(c)  the  production,  storage,  and  trans¬ 
mission  of  commodities  resulting  from 
drilling  operations  at  well  or  hole  sites, 
and  (d)  the  injection  or  removal  of  com¬ 
modities  into  or  from  holes  or  wells,  from 
points  in  Oklahoma  to  points  in  New 
Jersey,  Virginia,  the  District  of  Colum¬ 
bia,  Ohio,  Pennsylvania,  North  Carolina, 
West  Virginia,  Maryland,  Delaware,  and 
South  Carolina.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  the 
plant  site  and  storage  facilities  of  the 
Cement  Asbestos  Products  Company  at 
Van  Buren,  Ark. 

No.  MC  119771  (Sub-No.  E154),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolah  Killingsworth,  Jr.  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Machinery,  equipment,  materials,  and 
supplies,  used  in,  or  in  connection  with 
the  discovery,  development,  production, 
refining,  manufacture,  processing,  stor¬ 
age,  transmission,  and  distribution  of  na¬ 
tural  gas  and  petroleum  and  their  prod¬ 
ucts  and  by-products,  and  machinery, 
equipment,  materials,  and  supplies,  used 
in,  or  in  connection  with  the  construc¬ 
tion,  operation,  repair,  servicing,  main¬ 
tenance,  and  dismantling  of  pipelines, 
including  the  stringing  and  picking  up 
thereof;  and  (2)  Earth  drilling  machin¬ 
ery  and  equipment,  and  machinery, 
equipment,  materials,  supplies,  and  pipe, 
incidental  to,  used  in,  or  in  connection 
with  (a)  the  transportation,  installation, 
removal,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  drill¬ 
ing  machinery  and  equipment,  (b)  the 
completion  of  holes  or  wells  diilled,  (c) 
the  production,  storage,  and  transmis¬ 
sion  of  commodities  resulting  from  drill¬ 


ing  operations  at  well  or  hole  sites,  and 
(d)  the  injection  or  removal  of  com¬ 
modities  into  or  from  holes  or  wells,  be¬ 
tween  points  in  Mississippi,  on  the  one 
hand,  and,  on  the  other,  points  in  Mon¬ 
tana.  The  purpose  of  this  filing  is  to 
eliminate  the  gateway  of  points  in  Texas. 

No.  MC  119774  (Sub-No.  E167),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  <11 
Machinery,  equipment,  materials,  and 
supplies,  used  in,  or  in  connection  with 
the  discovery,  development,  production, 
refining,  manufacture,  processing,  stor¬ 
age,  transmission,  and  distribution  of 
natural  gas  and  petroleum  and  their 
products  and  by-products,  and  machin¬ 
ery,  equipment,  materials,  and  supplies, 
used  in,  or  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  pipe¬ 
lines,  including  the  stringing  and  picking 
up  thereof;  and  (2)  Earth  drilling  ma¬ 
chinery  and  equipment,  and  machinery, 
equipment,  materials,  supplies,  and  pipe, 
incidental  to,  used  in,  or  in  connection 
with  (a)  the  transportation,  installation, 
removal,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  drill¬ 
ing  machinery  and  equipment,  (b)  the 
completion  of  holes  or  wells  drilled,  (c) 
the  production,  storage,  and  transmis¬ 
sion  of  commodities  resulting  from  drill¬ 
ing  operations  at  well  or  hole  sites,  and 
(d)  the  injection  or  removal  of  commodi¬ 
ties  into  or  from  holes  or  wells,  between 
points  in  Colorado,  on  and  east  of  a 
line  from  the  Utah-Colorado  State  line 
along  Colorado  Highway  789  to  the  junc¬ 
tion  of  Colorado  Highway  90,  thence 
along  Colorado  Highway  90  to  the  junc¬ 
tion  of  U.S.  Highway  160,  thence  along 
U.S.  Highway  160  to  the  Colorado-Kan- 
sas  State  line  on  the  one  hand,  and,  on 
the  other,  points  in  Illinois.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  points  in  Oklahoma  and  Arkansas. 

No.  MC  119774  (Sub-No.  E168),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
(1)  Machinery,  equipment,  materials, 
and  supplies,  used  in  or  in  connection 
with  the  discovery,  development,  pro¬ 
duction,  refining,  manufacture,  proc¬ 
essing,  storage,  transmission,  and  distri¬ 
bution  of  natural  gas  and  petroleum  and 
their  products  and  by-products,  and 
machinery,  equipment,  materials,  and 
supplies  used  in  or  in  connection  with 
the  construction,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  pipelines,  including  the  stringing  and 
picking  up  thereof;  and  (2)  Earth  drill¬ 
ing  machinery  and  equipment,  and  ma¬ 
chinery,  equipment,  materials,  supplies, 
and  pipe  incidental  to,  used  in,  or  in  con¬ 
nection  with  (a)  the  transportation,  in- 
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stallation,  removal,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  drilling  machinery  and  equipment,  (b) 
the  completion  of  holes  or  wells  drilled, 

(c)  the  production,  storage,  and  trans¬ 
mission  of  commodities  resulting  from 
drilling  operations  at  well  or  hole  sites 
and  (d)  the  injection  or  removal  of  com¬ 
modities  into  or  from  holes  or  wells,  be¬ 
tween  points  in  Colorado,  on  the  one 
hand,  and,  on  the  other,  points  in  Ken¬ 
tucky.  The  purpose  of  this  filing  is  to 
eliminate  the  gateways  of  points  in  Okla¬ 
homa  and  Arkansas. 

No.  MC  119774  (Sub-No.  E169),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
(1)  Conduit,  as  described  in  Mercer 
Extension — Oilfield  Commodities,  74 
M.C.C.  459;  and  (2)  Conduit,  incidental 
to,  used  in,  or  in  connection  with  (a)  the 
transportation,  installation,  removal, 
operation,  repair,  servicing,  maintenance, 
and  dismantling  of  drilling  machinery 
and  equipment,  (b)  the  completion  of 
holes  or  wells  drilled,  (c)  the  production, 
storage,  and  transmission  of  commodities 
resulting  from  drilling  operations  at  well 
or  hole  sites,  and  (d)  the  injection  or  re¬ 
moval  of  commodities  into  or  from  holes 
or  wells,  from  Birmingham,  Ala.,  to 
points  in  Nebraska,  South  Dakota,  North 
Dakota,  points  in  Missouri,  on  and  west 
of  U.S.  Highway  71,  points  in  Minnesota 
on  and  west  of  U.S.  Highway  71,  and 
points  in  Iowa  on  and  west  of  a  line  from 
the  Missouri-Iowa  State  line  along  U.S. 
Highway  169  to  the  junction  U.S.  High¬ 
way  18,  thence  along  U.S.  Highway  18  to 
the  junction  of  Iowa  Highway  4,  thence 
along  Iowa  Highway  4  to  the  Iowa- 
Minnesota  State  line.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of  the 
plant  site  and  storage  facilities  of  Cement 
Asbestos  Products  Company  at  Van 
Buren,  Ait 

No.  MC  119774  (Sub-No.  E170),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr. 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Conduit  as  described  in  Mercer 
Extension — Oilfield  Commodities,  74 
M.C.C.  459;  (2)  Conduit,  incidental  to, 
used  in,  or  in  connection  with  (a)  the 
transportation,  installation,  removal, 
operation,  repair,  servicing,  mainte¬ 
nance,  and  dismantling  of  drilling  ma¬ 
chinery  and  equipment,  (b)  the  comple¬ 
tion  of  holes  or  wells  drilled,  (c)  the 
production,  storage,  and  transmission 
of  commodities  resulting  from  drilling 
operations  at  well  or  hole  sites,  and  (d) 
the  injection  or  removal  of  commodities 
into  or  from  holes  or  wells;  (3)  Conduit, 
used  in  or  in  connection  with  the  con¬ 
struction,  operation,  repair,  servicing, 
maintenance,  and  dismantling  of  pipe¬ 
lines,  other  than  pipelines  used  for  the 


transmission  of  natural  gas,  petroleum, 
their  products  and  by-products,  water, 
or  sewerage,  restricted  to  the  transpor¬ 
tation  of  shipments  moving  to  or  from 
pipeline  rights  of  way;  and  (4)  Conduit, 
used  in  or  in  connection  with,  the  drill¬ 
ing  of  water  wells,  from  points  in  Louisi¬ 
ana,  on  and  north  of  a  line  from  the 
Texas-Louisiana  State  line  along  Louisi¬ 
ana  Highway  8  to  the  junction  of  Louisi¬ 
ana  Highway  28,  thence  along  Louisiana 
Highway  28  to  the  junction  of  U.S. 
Highway  84,  thence  along  U.S.  Highway 
84  to  the  Mississippi-Louisiana  State 
line  to  points  in  New  Jersey,  West  Vir¬ 
ginia,  Ohio,  Maryland,  Pennsylvania. 
Virginia,  and  Delaware.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
the  plant  site  of  the  Cement  Asbestos 
Products  Company  at  Van  Buren,  Ark. 

No.  MC  119774  (Sub-No.  E171),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr. 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Conduit,  as  described  in  Mer¬ 
cer  Extension — Oilfield  Commodities,  74 
M.C.C.  459;  (2)  Conduit,  incidental  to, 
used  in,  or  in  connection  with,  (a)  the 
transportation,  installation,  removal, 
operation,  repair,  servicing,  mainte¬ 
nance,  and  dismantling  of  drilling  ma¬ 
chinery  and  equipment,  (b)  the  comple¬ 
tion  of  holes  or  wells  drilled,  (c)  the 
production,  storage,  and  transmission  of 
commodities  resulting  from  drilling 
operations  at  well  or  hole  sites,  and  (d) 
the  injection  or  removal  of  commodities 
into  or  from  holes  or  wells;  (3)  Conduit, 
used  in  or  connection  with  the  construc¬ 
tion,  operation,  repair,  servicing,  main¬ 
tenance,  and  dismantling  of  pipelines, 
other  than  pipelines  used  for  the  trans¬ 
mission  of  natural  gas,  petroleum,  their 
products  and  by-products,  water,  or 
sewerage,  restricted  to  the  transporta¬ 
tion  of  shipments  moving  to  or  from 
pipeline  rights  of  way;  and  (4)  Conduit 
used  in  or  in  connection  with,  the  drill¬ 
ing  of  water  wells,  from  points  in  Louisi¬ 
ana  to  points  in  Michigan,  North  Da¬ 
kota,  Nebraska,  South  Dakota,  Wiscon¬ 
sin,  Minnesota,  and  Iowa.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  the  plant  site  and  storage  facilities 
of  the  Cement  Asbestos  Products  Com¬ 
pany  at  Van  Buren,  Ark. 

No.  MC  119774  (Sub-No.  E172),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Con¬ 
duit,  as  described  in  Mercer  Extension — 
Oilfield  Commodities,  74  M.C.C.  459;  (2) 
Conduit,  incidental  to,  used  in,  or  in 
connection  with,  (a)  the  transportation 
installation,  removal,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  drilling  machinery  and  equipment,  (b) 
the  completion  of  holes  or  wells  drilled, 
(c)  the  production,  storage,  and  trans¬ 


mission  of  commodities  resulting  from 
drilling  operation  at  well  or  hole  sites, 
and  (d)  the  injection  or  removal  of  com¬ 
modities  into  or  from  holes  or  wells;  (3) 
Conduit,  used' in  or  in  connection  with 
the  construction,  operation,  repair,  serv¬ 
icing,  maintenance,  and  dismantling  of 
pipelines  other  than  pipelines  used  for 
the  transmission  of  natural  gas,  petrol¬ 
eum,  their  products,  and  by-products, 
water,  or  sewage,  restricted  to  the 
transportation  of  shipments  moving  to 
or  from  pipeline  rights  of  way;  and  (4) 
Conduit,  used  in  or  in  connection  with, 
the  drilling  of  water  wells,  from  points  in 
Louisiana  to  points  in  Missouri  on  and 
west  of  a  line  from  the  Arkansas-Mis- 
souri  State  line  along  U.S.  Highway  65 
to  the  junction  of  Missouri  Highway  32, 
thence  along  Missouri  Highway  32  to  the 
junction  of  Missouri  Highway  73,  thence 
along  Missouri  Highway  73  to  the  junc¬ 
tion  of  U.S.  Highway  54,  thence  along 
U.  S.  Highway  54  to  the  Missouri -Illinois 
State  line.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  the  plant 
site  and  storage  facilities  of  Cement  As¬ 
bestos  Products  Company  at  Van  Buren, 
Ark. 

No.  MC  119774  (Sub-No.  E178),  filed 
May  30,  1974.  Applicant:  EAGLE 
TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicants  repre¬ 
sentative:  Nolan  Killingsworth,  Jr. 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier  by  motor  vehi¬ 
cle,  over  irregular  routes,  transporting: 
(1)  Machinery,  equipment,  materials, 
and  supplies,  used  in  or  in  connection 
with  the  construction,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  pipelines,  other  than  pipelines  used  for 
the  transmission  of  natural  gas  petrole¬ 
um,  their  products,  and  by-products, 
water,  or  sewerage,  restricted  to  the 
transportation  of  shipments  moving  to  or 
from  pipeline  rights  of  way;  and  (2) 
Machinery,  equipment,  materials,  and 
supplies,  used  in  or  in  connection  with 
the  drilling  of  water  wells,  between  points 
in  Florida,  on  the  one  hand,  and,  on  the 
other,  points  in  Wyoming  and  Utah.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  points  in  Texas. 

No.  MC  119774  (Sub-No.  E243),  filed 
May  30,  1974.  Applicant:  EAGLE 
TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above) .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Con¬ 
duit,  as  described  in  Mercer  Extension — 
Oilfield  Commodities  74  M.C.C.  459,  and 
(2)  Conduit,  incidental  to,  used  in,  or  in 
connection  with  (a)  the  transportation, 
installation,  removal,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  drilling  machinery  and  equipment, 
(b)  the  completion  of  holes  or  wells  drill¬ 
ed,  (c)  the  production,  storage,  and 
transmission  of  commodities  resulting 
from  drilling  operations  at  well  or  hole 
sites  and  (d)  the  injection  or  removal 
of  commodities  into  or  from  holes  or 
wells,  from  points  in  Colorado  to  points 
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in  Maryland.  The  purpose  of  this  filing  is 
to  eliminate  the  gateways  of  Van  Buren, 
Ark.,  and  points  in  Oklahoma. 

No.  MC  119774  (Sub-No.  E244),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same  . 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Conduit,  as  described  in  Mercer  Exten¬ 
sion — Oilfield  Commodities,  74  M.C.C. 
459;  and  (2)  Conduit,  incidental  to,  used 
in,  or  in  connection  with  (a)  the  trans¬ 
portation,  installation,  removal,  opera¬ 
tion,  repair,  servicing,  maintenance,  and 
dismantling  of  drilling  machinery  and 
equipment,  (b)  the  completion  of  holes 
or  wells  drilled,  (c)  the  production,  stor¬ 
age,  and  transmission  of  commodities 
resulting  from  drilling  operations  at  well 
or  hole  sites,  and  (d)  the  injection  or 
removal  of  commodities  into  or  from 
holes  or  wells,  from  points  in  Colorado, 
to  points  in  Pennsylvania.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  Van  Buren,  Ark.,  and  points  in 
Oklahoma. 

No.  MC  119774  (Sub-No.  E245),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Conduit,  as  described  in  Mercer  Exten¬ 
sion — Oilfield  Commodities,  74  M.C.C. 
459;  and  (2)  Conduit,  incidental  to,  used 
in,  or  in  connection  with  (a)  the  trans¬ 
portation,  installation,  removal,  opera¬ 
tion,  repair,  servicing,  maintenance,  and 
dismantling  of  drilling  machinery  and 
equipment,  (b)  the  completion  of  holes 
or  wells  drilled,  (c)  the  production,  stor¬ 
age,  and  transmission  of  commodities  re¬ 
sulting  from  drilling  operations  at  well 
or  hole  sites,  and  (d)  the  injection  or 
removal  of  commodities  into  or  from 
holes  or  wells,  from  points  in  Colorado  to 
points  in  Delaware.  The  purpose  of  this 
filing  is  to  eliminate  the  gateways  of  the 
plant  site  and  storage  facilities  of  the 
Cement  Asbestos  Products  Co.,  at  Van 
Buren,  Ark.,  and  points  in  Oklahoma. 

No.  MC  119774  (Sub-No.  E246),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Conduit,  as  described  in  Mercer  Exten¬ 
sion — Oilfield  Commodities,  74  M.C.C. 
459;  and  (2)  Conduit,  incidental  to,  used 
in,  or  in  connection  with,  (a)  the  trans¬ 
portation,  installation,  removal,  opera¬ 
tion,  repair,  servicing,  maintenance,  and 
dismantling  of  drilling  machinery  and 
equipment,  (b)  the  completion  of  holes 
or  wells  drilled,  (c)  the  production,  stor¬ 
age,  and  transmission  of  commodities  re¬ 
sulting  from  drilling  operations  at  well 
or  hole  sites,  and  (d)  the  injection  or 


removal  of  commodities  into  or  from 
holes  or  wells,  from  points  in  Colorado 
to  points  in  West  Virginia.  The  purpose 
of  this  filing  is  to  eliminate  the  gateways 
of  the  plant  site  and  storage  facilities  of 
Cement  Asbestos  Products  Co.,  at  Van 
Buren,  Ark.,  and  points  in  Oklahoma. 

No.  MC  119774  (Sub-No.  E252),  filed 
May  30.  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr.  (same 
as  above).  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes  transporting:  Con¬ 
duit,  as  described  in  Mercer  Extension — 
Oilfield  Commodities  74  M.C.C.  459,  and 
(2)  Conduit  incidental  to,  used  in,  or  in 
connection  with,  (a)  the  transportation, 
installation,  removal,  operation,  repair, 
servicing,  maintenance,  and  dismantling 
of  drilling  machinery,  and  equipment, 
(b)  the  completion  of  holes  or  wells 
drilled,  (c)  the  production,  storage,  and 
transmission  of  commodities  resulting 
from  drilling  operations  at  well  or  hole 
sites,  and  (d)  the  injection  or  removal 
of  commodities  into  or  from  holes  or 
wells,  from  points  in  Colorado  to  points 
in  New  Jersey,  Ohio,  South  Carolina,  Vir¬ 
ginia,  the  District  of  Columbia,  and 
North  Carolina.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateways  of  the 
plantsite  and  storage  facilities  of  the 
Cement  Asbestos  Products  Company  at 
Van  Buren,  Ark.,  and  points  in  Okla¬ 
homa. 

No.  MC  119774  (Sub-No.  E255),  filed 
May  30,  1974.  Applicant:  EAGLE 

TRUCKING  COMPANY,  P.O.  Box  471, 
Kilgore,  Tex.  75662.  Applicant’s  repre¬ 
sentative:  Nolan  Killingsworth,  Jr. 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Conduct,  as  described  in  Mercer 
Extension — Oilfield  Commodities  74 
M.C.C.  459,  and  (2)  Conduit,  incidental 
to,  used  in,  or  in  connection  with,  (a) 
the  transportation,  installation,  removal, 
operation,  repair,  servicing,  mainte¬ 
nance,  and  dismantling  of  drilling  ma¬ 
chinery,  and  equipment,  (b)  the  com¬ 
pletion  of  holes  or  wells  drilled,  (c)  the 
production,  storage,  and  transmission  of 
commodities  resulting  from  drilling  op¬ 
erations  at  well  or  hole  sites,  and  (d)  the 
injection  or  removal  of  commodities  into 
or  from  holes  or  wells,  from  points  in 
Oklahoma  to  points  in  the  District  of 
Columbia,  Ohio,  Virginia,  and  New  Jer¬ 
sey.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  the  plantsites  and 
storage  facilities  of  The  Cement  Asbes¬ 
tos  Products  Company  at  Van  Buren. 
Ark. 

No.  MC  123407  (Sub-No.  E55),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Saw¬ 
yer  (same  as  above).  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  Asphalt  roofing,  asbestos 
shingles,  asbestos  siding,  vermiculite,  and 


mineral  wool  insulation  from  Joilet,  HI., 
Douglas,  Burnett,  and  Polk  Counties, 
Wis.,  and  St.  Croix,  Wis.  The  purpose 
of  this  finding  is  to  eliminate  the  gateway 
of  Warren,  Ill.,  and  St.  Paul,  Minn. 

No.  MC  123407  (Sub-No.  E56),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Roofing  and  roofing  materials  (ex¬ 
cept  iron  and  steel,  and  commodities  in 
bulk)  from  the  plantsite  of  Johns-Man- 
ville  Perlite  Corp.  at  Rockdale,'  Ill.  to 
points  in  Arkansas  (except  Arkadelphia 
and  Hot  Springs  and  points  on  and  with¬ 
in  a  line  beginning  at  the  Missouri -Ar-  . 
kansas  State  line  thence  along  U.S.  High¬ 
way  67  to  junction  U.S.  Highway  270  near 
Malvern,  Ark.,  thence  along  U.S.  High¬ 
way  270  to  junction  U.S.  Highway  79, 
thence  along  U.S.  Highway  79  to  the 
Arkansas-Tennessee  State  line.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  the  plantsite  of  Certain - 
Teed  Products  Corp.  at  East  St.  Louis, 
HI. 

No.  MC  123407  (Sub-No.  E57),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Saw¬ 
yer  (same  as  above).  Authority  sought 
to  operate  as  a  common  carrier  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Composition  board  and  composition 
ceiling  tile,  from  International  Palls, 
Minn,  to  points  in  West  Virginia,  Vir¬ 
ginia,  Kentucky,  and  North  Carolina. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Brookville,  Ind. 

No.  MC  123407  (Sub-No.  E58),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Building  materials  used  in  the  man¬ 
ufacture  and  distribution  of  windows, 
doors,  and  building  woodwork  from 
Truesdail,  Mo.,  to  points  in  the  Upper 
Peninsula  of  Michigan,  points  in  the 
Lower  Peninsula  of  Michigan  in  and 
north  of  Alpena,  Montmorency,  Otsego, 
and  Antrim  Counties,  that  part  of  Min¬ 
nesota  in  and  north  of  Ramsey,  Wash¬ 
ington,  Hemmepin,  Carver,  McLeod,  Ren¬ 
ville,  and  Yellow  Medicine  Counties,  and 
in  that  part  of  South  Dakota  in  and 
north  of  Deuel,  Hamlin,  Clark,  Spink, 
Hand,  Hyde,  Hughes,  Stanley,  Haakon, 
Pennington  Counties.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Dubuque,  Iowa  and  Warren,  Ill. 

No.  MC  123407  (Sub-No.  E59),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  .Ind.  46383.  Appli¬ 
cant’s  representative :  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
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operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Building  materials,  from  Buda,  Ill., 
to  points  in  Pennsylvania,  the  Upper 
Peninsula  of  Michigan  and  points  in 
Emmet,  Cheboygan,  Presque  Isle,  Mont¬ 
morency,  Aldena,  and  Alcona  Counties, 
Mich.,  that  part  of  Nebraska  in  and  west 
of  Thurston,  Cuming,  Colfax,  Butler, 
Seward,  York,  Fillmore,  and  Thayer 
Counties,  and  to  Youngstown  and  An¬ 
dover,  Ohio.  The  purpose  of  this  filing 
is  to  eliminate  the  gateway  of  Warren, 
Ill. 

No.  MC  123407  (Sub-No.  E60),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant's  representative :  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Composition  building  board  used  as 
a  roofing  material,  from  Greenville, 
Miss.,  to  points  in  that  part  of  Indiana 
north  of  Indiana  Highway  26.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
way  of  Wilmington,  Del. 

No.  MC  123407  (Sub-No.  E61),  filed 
June  4.  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant's  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Building  materials,  from  Faribury, 
HI.,  to  points  in  Nebraska  (except  points 
in  Douglas,  Saunders,  Seward,  Lancaster, 
Cass,  Otoe,  Gage,  Johnson,  Nemaha, 
Pawnee,  Richardson,  Saline,  Jefferson, 
Fillmore,  Thayer,  Webster,  and  Nuckolls 
Counties),  and  to  points  in  that  part 
of  Kansas  in  and  west  of  Phillips,  Gra¬ 
ham,  Gove,  Scott,  Kearney,  Haskell,  and 
Seward  Counties. 

The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  Warren,  HI. 

No.  MC  123407  (Sub-No.  E62),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Composition  building  board,  and  mate¬ 
rials  and  accessories  used  in  the  installa¬ 
tion  thereof  (except  commodities  in  bulk, 
lumber,  chemicals,  and  commodities  the 
transportation  of  which  because  of  size 
or  weight  require  the  use  of  special  equip¬ 
ment),  from  points  in  Henry  County, 
Tenn.,  to  points  in  that  part  of  West 
Virginia  in  and  north  of  Jackson,  Roane, 
Calhoun,  Braxton,  Webster,  Randolph, 
and  Pendleton  Counties,  and  points  in 
that  part  of  Virginia  in  and  north  of 
Rockingham,  Greene,  Orange,  Louisa, 
Hanover,  Henrico,  Charles  City,  and 
James  City  Counties.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Brookville,  Ind. 

No.  MC  123407  (Sub-No.  E63),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 


Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Building  materials,  from  North  Chicago, 
Ill.,  to  points  in  Nebraska  and  Kansas. 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  Warren,  Ill. 

No.  MC  123407  (Sub-No.  E64),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Metal  building  materials,  metal  parts, 
and  materials  and  accessories  incidental 
to  the  installation,  thereof,  from  Niles, 
Ohio,  to  points  in  Pike,  Lincoln,  Jeffer¬ 
son,  Claiborne,  Warren,  Issaquen, 
Sharkey,  Washington,  Wilkinson,  Amitte, 
and  Franklin  Counties,  Miss.,  restricted 
to  the  transportation  of  traffic  originat¬ 
ing  at  the  plant  and  warehouse  sites  of 
the  National  Gypsum  Company. 

The  purpose  of  this  filing  is  to  elimi¬ 
nate  the  gateway  of  Bartonville,  Ill. 

No.  MC  123407  (Sub-No.  E65),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Flat  glass  used  as  a  building  material 
from  Mt.  Zion,  HI.,  to  points  in  the  Upper 
Peninsula  of  Michigan,  restricted  to  the 
transportation  of  shipments  which  orig¬ 
inate  at  the  sites  of  the  plants  and  ware¬ 
houses  of  PPG  Industries,  Inc.,  at  the 
above-named  origin.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
points  in  that  part  of  Wisconsin  within 
the  Warren,  HI.,  commercial  zone. 

No.  MC  123407  (Sub-No.  E66),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.;  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Ap¬ 
plicant’s  representative:  Robert  W. 
Sawyer  (same  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Building  materials  from 
Adams,  Pike,  and  Calhoun  Counties,  HI., 
to  points  in  that  part  of  Minnesota  in 
and  north  of  Clay,  Otter  Tail,  Todd, 
Morrison,  Benton.  Mille  Lacs,  Isanti,  and 
Chicago  Counties.  The  purpose  of  this 
filing  is  to  eliminate  the  gateway  of 
Warren,  HI. 

No.  MC  123407  (Sub-No.  E67),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Ap¬ 
plicant’s  representative:  Robert  W. 
Sawyer  (same  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Building  materials,  used 
in  the  manufacture  and  distribution  of 
windows,  doors,  and  building  woodwork 
from  Mt.  Holly  Springs,  Pa.,  points  in 
Minnesota,  South  Dakota,  Nebraska, 


Kansas,  and  points  in  that  part  of  the 
Upper  Peninsula  of  Michigan  west  of  a 
line  beginning  at  the  Michigan- Wiscon¬ 
sin  State  line,  thence  along  U.S.  Highway 
2/141  to  junction  U.S.  Highway  141, 
thence  along  U.S.  Highway  141  to  junc¬ 
tion  Michigan  Highway  28,  thence  along 
U.S.  Highway  28  to  junction  U.S.  High¬ 
way  41,  thence  along  U.S.  Highway  41 
to  L’Anse,  Mich.  The  purpose  of  this  fil¬ 
ing  is  to  eliminate  the  gateway  of  Du¬ 
buque,  Iowa,  and  Warren,  HI. 

No.  MC  123407  (Sub-No.  E68),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso.  Ind.  46383.  Ap¬ 
plicant’s  representative:  Robert  W. 
Sawyer  (same  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Building  materials,  from 
Dubuque,  Iowa,  to  points  in  South 
Dakota,  Kansas,  Indiana,  Michigan, 
Ohio,  and  Pennsylvania.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
Warren,  HI. 

No.  MC  123407  (Sub-No.  E69),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Ap¬ 
plicant’s  representative:  Robert  W. 
Sawyer  (same  as  above).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Composition  board,  used 
as  a  building  material  (except  com¬ 
modities  in  bulk,  lumber,  chemicals,  and 
commodities  the  transportation  of  which 
because  of  their  size  or  weight  require 
the  use  of  special  equipment),  from 
Clinton,  Iowa,  to  points  in  that  part  of 
South  Carolina  in  and  east  of  Cherokee, 
Union,  Newberry,  Lexington,  Orange¬ 
burg.  Bamberg,  Hampton,  and  Jasper 
Counties;  Effingham,  Chatham,  and 
Bryan  Counties,  Ga.,  and  that  part  of 
Florida  in  and  south  of  Charlotte, 
Glades,  and  Martin  Counties.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateways  of  Warren,  HI.,  Brookville,  Ind., 
and  the  plant  and  warehouse  sites  of 
Abitibi  Corporation  at  Roaring  River, 
NC. 

No.  MC  123407  (Sub-No.  E70),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above) .  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Building  material  lumber,  from 
Custer,  S.  Dak.,  to  points  in  Ohio,  Penn¬ 
sylvania,  and  Michigan  (except  points 
in  Gogebic,  Ontonagon,  Iron,  Baraga, 
Houghton,  and  Keweenaw  Counties) . 
The  purpose  of  this  filing  is  to  eliminate 
the  gateway  of  points  in  Wisconsin 
within  the  Warren,  HI.,  commercial  zone. 

No.  MC  123407  (Sub-No.  E71),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport  - 
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ing:  Building  materials  used  in  the 
manufacture  and  distribution  of  win¬ 
dows,  doors,  and  building  woodwork 
from  Detroit,  Mich.,  to  points  in  Minne¬ 
sota,  South  Dakota,  Nebraska,  and 
Kansas,  restricted  against  the  transpor¬ 
tation  of  commodities  which,  because  of 
size  or  weight,  require  the  use  of  special 
equipment  or  special  handling.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the  gate¬ 
way  of  Dubuque,  Iowa,  and  Warren,  Ill. 

No.  MC  123407  (Sub-No.  E72),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Building  materials,  used  in  the 
manufacture  and  distribution  of  win¬ 
dows,  doors,  and  building  woodwork 
from  Ford  City,  Pa.,  to  points  in  Min¬ 
nesota,  South  Dakota,  Nebraska,  Kansas, 
and  Gogebic  and  Ontonagon  Counties, 
Mich.,  restricted  against  the  transpor¬ 
tation  of  commodities  which,  because  of 
size  or  weight,  require  the  use  of  special 
equipment  or  special  handling.  The  pur¬ 
pose  of  this  filing  is  to  eliminate  the 
gateway  of  Dubuque,  Iowa,  and  Warren, 

m. 

No.  MC  123407  (Sub-No.  E73),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Roofing  and  roofing  materials  (ex¬ 
cept  commodities  in  bulk),  from  Port 
Clinton,  Ohio,  to  points  in  Iowa  and 
Wisconsin.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Chicago, 
HI. 

No.  MC  123407  (Sub-No.  E74),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Flat  glass  and  glass  glazing  units, 
from  Toledo,  Ohio,  to  Rock  Falls  and 
Rock  Island,  HI.,  and  Milwaukee,  Wis., 
restricted  to  the  transportation  of  ship¬ 
ments  originating  at  the  plant  and  ware¬ 
house  sites  of  Libbey-Owens-Ford  Com¬ 
pany  at  the  above-named  origin.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Carleton,  Mich. 

No.  MC  123407  (Sub-No.  E75),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Composition  board  and  material  and 
accessories,  used  in  the  installation 
thereof  (except  commodities  in  bulk), 
from  Marrero,  La.,  to  points  in  Maine, 
Vermont,  New  Hampshire,  Massachu¬ 


setts,  Connecticut,  Rhode  Island,  and 
the  District  of  Columbia.  The  purpose 
of  this  filing  is  to  eliminate  the  gateway 
of  the  plant  and  warehouse  site  of  the 
Abitibl  Corporation  at  Roaring  River, 
N.C. 

No.  MC  123407  (Sub-No.  E76),  filed 
June  4,  1974.  Applicant:  SAWYER 

TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Iron  and  steel  articles,  as  described 
in  Appendix  V  to  the  report  in  Descrip¬ 
tions  in  Motor  Carrier  Certificates,  61 
M.C.C.  209,  when  used  as  a  building  ma¬ 
terial  from  the  plant  site  and  warehouse 
facilities  of  Allied  Tube  and  Conduit 
Corp.,  at  Harvey,  HI.,  to  points  in 
Nebraska,  Kansas  City,  Kans.,  and 
Gogebic  County,  Mich.  The  purpose  of 
this  filing  is  to  eliminate  the  gateway  of 
points  in  that  part  of  Wisconsin  within 
the  Warren,  HI.,  commercial  zone. 

No.  MC  123407  (Sub-No.  E77),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Sawyer 
(same  as  above).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Paving  curing  compounds,  paving 
joints,  and  joint  compounds  (except  com¬ 
modities  in  bulk),  from  Port  Clinton, 
Ohio,  to  points  in  North  Dakota.  The 
purpose  of  this  filing  is  to  eliminate  the 
gateway  of  Elgin,  HI. 

No.  MC  123407  (Sub-No.  E78),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Saw¬ 
yer  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Flat  glass,  used  as  building  material 
(except  commodities  in  bulk),  from  Mt. 
Vernon,  Ohio,  to  points  in  that  part  of 
Wisconsin  north  of  La  Crosse,  Vernon, 
Monroe,  Juneau,  Adams,  Waushara, 
Waupaca,  Outagamie,  and  Brown  Coun¬ 
ties.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateway  of  Florence,  Ky. 

No.  MC  123407  (Sub-No.  E79),  filed 
June  4,  1974.  Applicant:  SAWYER 
TRANSPORT,  INC.,  South  Haven 
Square,  Valparaiso,  Ind.  46383.  Appli¬ 
cant’s  representative:  Robert  W.  Saw¬ 
yer  (same  as  above) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Composition  board  (except  lumber 
or  in  bulk),  and  materials  used  in  the 
installation  thereof  from  Cloquet,  Minn., 
to  points  in  McDowell,  Mercer,  and  Mon¬ 
roe  Counties,  W.  Va.,  and  points  in  Vir¬ 
ginia  (except  Alleghany,  Bath,  Highland, 
Shenandoah,  Frederick,  Warren,  Clarke, 
and  Loudoun  Counties) .  The  purpose  of 
this  filing  is  to  eliminate  the  gateway 
of  the  plant  and  warehouse  site  of  the 
Abitibi  Corporation  at  Roaring  River, 
N.C. 


No.  MC  123956  (Sub-No.  El),  filed 
May  30,  1974.  Applicant:  T.  T.  BROOKS 
TRUCKING  CO.,  970  Washington  St., 
Akron,  Ohio  44311.  Applicant’s  repre¬ 
sentative:  John  P.  McMahon,  Suite  1800, 
100  East  Broad  Street,  Columbus,  Ohio 
43215.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting: 

(A)(1)(a)  Such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
rubber  or  rubber-products  manufactur¬ 
ers,  Including  supplies  incidental  to  the 
conduct  of  such  businesses,  from  points 
in  Ohio  on,  east,  and  north  of  U.S.  High¬ 
way  250,  to  Knoxville,  Chattanooga,  and 
Nashville,  Tenn.,  and  (b)  rejected  ship¬ 
ments  of  the  commodities  specified  im¬ 
mediately  above,  from  the  destination 
points  specified  above  in  (A)(1)(a),  to 
their  respective  origin  points;  (2)  Ma¬ 
terials  used  in  the  manufacture  of  rub¬ 
ber  products,  and  returned  or  rejected 
shipments  of  such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
rubber  or  rubber-products  manufactur¬ 
ers,  including  supplies  incidental  to  the 
conduct  of  such  businesses,  from  Knox¬ 
ville,  Chattanooga,  and  Nashville,  Tenn., 
to  points  in  Ohio  on,  east,  and  north  of 
U.S.  Highway  250. 

(B)(1)(a)  Such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
rubber  or  rubber-products  manufactur¬ 
ers,  including  supplies  incidental  to  the 
conduct  of  such  businesses,  from  points 
in  Ohio  in  the  Toledo  commercial  zone, 
and  on,  east,  and  north  of  a  line  begin¬ 
ning  at  the  Michigan-Ohio  State  line 
and  extending  along  U.S.  Highway  23 
to  its  intersection  with  Interstate  High¬ 
way  475,  thence  along  Interstate  High 
way  475  to  its  intersection  with  Ohio 
Highway  199,  thence  along  Ohio  High- 
day  199  to  Fostoria,  thence  along  Ohio 
Highway  18  to  Tiffin,  thence  along  Ohio 
Highway  100  to  its  intersection  with 
U.S.  Highway  30N,  thence  along  U.S. 
Highway  30N  to  its  intersection  with 
U.S.  Highway  30,  and  thence  along  U.S. 
Highway  30  to  the  Ohio  River,  to  points 
in  Alabama,  and  (b)  rejected  ship¬ 
ments  of  the  commodities  specified  im¬ 
mediately  above,  from  the  destination 
points  specified  above  in  (B)(1)(a), 
to  their  respective  origin  points;  (2) 
Materials,  used  in  the  manufacture  of 
rubber  products  and  returned  or  rejected 
shipments  of  such  commodities  as  are 
manufactured,  processed,  or  dealt  in 
by  rubber  or  rubber-products  manufac¬ 
turers,  including  supplies  incidental  to 
the  conduct  of  such  businesses,  from 
points  in  Alabama  to  points  in  the  origin 
territory  described  above  in  (B)(1)(a). 

(C)  (1)  (a)  Such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
rubber  or  rubber-products  manufac¬ 
turers,  including  supplies  incidental  to 
the  conduct  of  such  businesses,  from 
points  in  Ohio  in  the  Toledo  Commer¬ 
cial  Zone  and  on,  east,  and  norh  of  a 
line  beginning  at  the  Michigan-Ohio 
State  line  and  extending  along  U.S. 
Highway  23  to  its  intersection  with  In¬ 
terstate  Highway  475,  thence  along  In¬ 
terstate  Highway  475  to  its  intersection 
with  Ohio  Highway  199,  thence  along 
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Ohio  Highway  199  to  Fostoria,  thence 
along  Ohio  Highway  18  to  Tiffin,  thence 
along  Ohio  Highway  100  to  its  intersec¬ 
tion  with  UJS.  Highway  30N,  thence 
along  U5.  Highway  30N  to  its  intersec¬ 
tion  with  U.S.  Highway  30,  and  thence 
along  U.S.  Highway  30  to  Mansfield, 
thence  along  Ohio  Highway  13  to  its  in¬ 
tersection  with  U-S.  Highway  38,  thence 
along  UJ3.  Highway  36  to  its  intersec¬ 
tion  with  U£.  Highway  22,  and  thence 
along  U.S.  Highway  22  to  the  Ohio- West 
Virginia  State  line,  to  points  in  Georgia, 
and  (b)  rejected  shipments  of  the  com¬ 
modities  specified  immediately  above, 
from  the  destination  points  specified 
above  in  (C)(1)(a),  to  their  respective 
origin  points;  (2)  Materials,  used  in  the 
manufacture  of  rubber-products,  and  re¬ 
turned  or  rejected  shipments  of  such 
commodities  as  are  manufactured,  proc¬ 
essed,  or  dealt  in  by  rubber  or  rubber- 
products  manufacturers,  including  sup¬ 
plies  incidental  to  the  conduct  of  such 
businesses,  from  points  in  Georgia,  to 
points  in  the  origin  territory  described 
above  in  (C) (1) (a) . 

(D)(1)(a)  Such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
rubber  or  rubber-products  manufactur¬ 
ers,  including  supplies  incidental  to  the 
conduct  of  such  businesses,  from  points 
in  Ohio  on,  west,  and  north  of  a  line  be¬ 
ginning  at  the  Michigan-Ohio  State  line 
and  extending  along  U.S.  Highway  23  to 
its  intersection  with  Interstate  Highway 
475,  thence  along  Interstate  Highway  475 
to  its  intersection  with  Ohio  Highway 
199,  thence  along  Ohio  Highway  199  to 
its  intersection  with  Ohio  Highway  281, 
thence  along  Ohio  Highway  281  to  its  in¬ 
tersection  with  Ohio  Highway  15,  thence 
along  Ohio  Highway  15  to  its  intersec¬ 
tion  with  Ohio  Highway  18,  and  thence 
along  Ohio  Highway  18  to  the  Ohio-In- 
diana  State  line,  to  points  in  Georgia  on 
and  south  of  a  line  beginning  at  Savan¬ 
nah  and  extending  along  U.S.  Highway 
17  to  its  intersection  with  U.S.  Highway 
82,  thence  along  UJ3.  Highway  82  to  its 
intersection  with  U.S.  Highway  84, 
thence  along  U.S.  Highway  84  to  Val¬ 
dosta;  and  thence  along  Interstate 
Highway  75  to  the  Georgia-Florida  State 
line,  and  (b)  rejected  shipments  of  the 
commodities  specified  immediately 
above,  from  the  destination  points  speci¬ 
fied  above  in  (D)(1)(a),  to  their  re¬ 
spective  origin  points;  (2)  Materials 
used  in  the  manufacture  of  rubber- 
products,  and  returned  or  rejected 
shipments  of  such  commodities  as  are 
manufactured,  processed  or  dealt  in 
by  rubber  or  rubber-products  manu¬ 
facturers  .including  supplies  incidental 
to  the  conduct  of  such  businesses,  from 
points  in  the  destination  territory  de¬ 
scribed  above  in  (D)  (1)  (a),  to  points  in 
the  origin  territory  also  described  above 
in  (D)(1)(a). 

(E)(1)(a)  Such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
rubber  and  rubber-products  manufac¬ 
turers,  and  supplies  used  in  such  busi¬ 
nesses,  from  points  in  Ohio  in  the  Toledo 
Commercial  Zone  and  on,  east,  and  north 


of  a  line  beginning  at  the  Michigan-Ohio 
State  line  and  extending  along  U.S. 
Highway  23  to  its  Intersection  with  Inter¬ 
state  Highway  475,  thence  along  Inter¬ 
state  Highway  475  to  its  intersection  with 
Interstate  Highway  75  to  Findlay,  thence 
along  U.S.  Highway  23  to  its  intersection 
with  Ohio  Highway  95,  thence  along  Ohio 
Highway  95  to  its  intersection  with  Ohio 
Highway  13,  thence  along  Ohio  Highway 
13  to  Mt.  Vernon,  thence  along  U.S.  High¬ 
way  36  to  its  intersection  with  Interstate 
Highway  77,  thence  along  Interstate 
Highway  77  to  its  intersection  with  Inter¬ 
state  Highway  70,  and  thence  along 
Interstate  Highway  70  to  the  Ohio-West 
Virginia  State  line  to  Jackson,  and 
Laurel,  Miss.,  and  (b)  rejected  articles 
and  empty  used  containers,  from  the 
destination  points  specified  immediately 
above,  to  their  respective  origin  points; 

(2)  (a)  Materials  and  supplies  used  in  the 
conduct  of  such  businesses  as  described 
above  in  (E)  (1)  (a)  (except  textiles  and 
textile  products) ,  from  Jackson  and 
Laurel,  Miss.,  to  points  in  the  origin  terri¬ 
tory  described  above  in  (E)(1)(a),  and 
(b)  rejected  articles  and  empty  used  con¬ 
tainer's,  from  the  destination  points 
specified  immediately  above,  to  their  re¬ 
spective  origin  points. 

(F)(1)(a)  Such  commodities  as  are 
manufactured,  processed,  or  dealt  in  by 
rubber  and  rubber-products  manufac¬ 
turers,  and  supplies  used  in  the  conduct 
of  such  businesses,  from  points  in  Ohio 
in  the  Toledo  Commercial  Zone,  and,  on, 
east,  and  north  of  a  line  beginning  at  the 
Michigan-Ohio  State  line  and  extending 
along  U.S.  Highway  23  to  its  intersection 
with  Interstate  Highway  475,  thence 
along  Interstate  Highway  475  to  its  inter¬ 
section  with  Ohio  Highway  199,  thence 
along  Ohio  Highway  199  to  Fostoria, 
thence  along  Ohio  Highway  100  to  its 
intersection  with  U.S.  Highway  30N, 
thence  along  U.S.  Highway  30N  to  its 
intersection  with  U.S.  Highway  30, 
thence  along  U.S.  Highway  30  to  Mans¬ 
field,  thence  along  Ohio  Highway  13  to 
its  intersection  with  U.S.  Highway  36, 
thence  along  U.S.  Highway  36  to  its  in¬ 
tersection  with  Interstate  Highway  77, 
thence  along  Interstate  Highway  77  to 
its  intersection  with  Interstate  Highway 
70,  thence  along  Interstate  Highway  70  to 
the  Ohio-West  Virginia  State  line,  to 
Meridian  and  Columbus,  Miss.,  and  (b) 
rejected  articles  and  empty  used  con¬ 
tainers,  from  the  destination  points 
specified  immediately  above,  to  their  re¬ 
spective  origin  points;  (2)  (a)  Materials 
and  supplies  used  in  the  conduct  of  such 
businesses  as  described  in  (F)  (1)  (a)  (ex¬ 
cept  textiles  and  textile  products) ,  from 
Meridian  and  Columbus,  Miss.,  to  points 
in  the  origin  territory  described  above  in 
(F)  (1)  (a),  and  (b)  rejected  articles  and 
empty  used  containers,  from  the  destina¬ 
tion  points  specified  immediately  above, 
to  their  respective  origin  points. 

(G)  (1)  Such  commodities  as  are  usu¬ 
ally  manufactured,  processed,  or  dealt  in 
by  rubber  and  rubber-products  manu¬ 
facturers,  and  empty  textile  cones,  from 
points  in  Ohio  in  the  Sandusky  Com¬ 
mercial  Zone,  and,  on,  east,  and  north 


of  a  line  beginning  at  Sandusky  and  ex¬ 
tending  along  U.S.  Highway  250  to  the 
Ohio-Fennsylvania  State  line,  to  points 
in  Tennessee  on  and  west  of  a  line  be¬ 
ginning  at  the  Virginia-Tennessee 
State  line  and  extending  along  U.S. 
Highway  25E  to  its  intersection  with  U.S. 
Highway  25  to  the  Tennessee-North 
Carolina  State  line;  and  (2)  returned  or 
rejected  shipments  of  the  commodities 
specified  above,  from  points  in  the  des¬ 
tination  territory  described  immediately 
above  in  (G)  (1)  to  points  in  the  origin 
territory  also  described  immediately 
above  in  (G)  (1). 

(H)  (1)  Such  commodities  as  are  usu¬ 
ally  manufactured,  processed,  or  dealt 
in  by  rubber  and  rubber-products  man¬ 
ufacturers,  and  empty  textile  cones, 
from  points  in  Ohio,  the  Toledo  Com¬ 
mercial  Zone,  and,  on,  north,  and  east 
of  a  line  beginning  at  the  Michigan- 
Ohio  State  line  and  extending  along 
U.S.  Highway  23  to  its  intersection 
with  Interstate  Highway  475,  thence 
along  Interstate  Highway  475  to  its  in¬ 
tersection  with  Ohio  Highway  199, 
thence  along  Ohio  Highway  199  to  Fos¬ 
toria,  thence  along  Ohio  Highway  18  to 
'Tiffin,  thence  along  Ohio  Highway  100 
to  its  intersection  with  U.S.  Highway 
30N,  thence  along  U.S.  Highway  30N  to 
its  intersection  with  U.S.  Highway  30, 
thence  along  U.S.  Highway  30  to  its  in¬ 
tersection  with  Ohio  Highway  13,  thence 
along  Ohio  Highway  13  to  its  intersec¬ 
tion  with  U.S.  Highway  36,  thence  along 
U.S.  Highway  36  to  Coshocton,  thence 
along  Ohio  Highway  83  to  its  intersec¬ 
tion  with  Ohio  Highway  209,  thence 
along  Ohio  Highway  209  to  Cambridge, 
thence  along  U.S.  Highway  40  to  its  in¬ 
tersection  with  Interstate  Highway  70, 
and  thence  along  Interstate  Highway  70 
to  the  Ohio-Pennsylvania  State  line,  to 
Memphis,  Tenn.,  and  (2)  returned  or 
rejected  shipments  of  the  commodities 
specified  immediately  above,  from  Mem¬ 
phis,  Tenn.,  to  points  in  the  origin  terri¬ 
tory  described  above  in  (H)  (1) ,  restrict¬ 
ed  against  the  transportation  of  com¬ 
modities  of  unusual  value,  Classes  A  and 
B  explosives,  household  goods  as  defined 
by  the  Commission,  commodities  in 
bulk,  and  those  requiring  special  equip¬ 
ment,  and  in  (G)  and  -(H)  shipments  are 
limited  to  those  moving  from,  to,  or  be¬ 
tween  facilities  of  rubber-products  man¬ 
ufacturers.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Akron,  Ohio. 

No.  MC  134838  (Sub-No.  El)  (Correc¬ 
tion)  ,  filed  June  4, 1974,  published  in  the 
Federal  Register,  August  22,  1974.  Ap¬ 
plicant:  SOUTHEASTERN  TRANSFER 
&  STORAGE  CO.,  2567  Plant  Atkinson 
Rd.  NW„  Atlanta,  Ga.  30318.  Applicant’s 
representative:  Charles  Ephraim,  Suite 
600,  1250  Connecticut  Ave.  NW.,  Wash¬ 
ington,  D.C.  20036.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Wooden  poles,  (H)  from  points 
in  South  Carolina  (except  points  in  York, 
Chester,  Fairfield,  Richland,  Sumter, 
Lee,  Darlington,  Marlboro,  Chesterfield, 
Kershaw,  and  Lancaster  Counties),  to 
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points  in  West  Virginia,  and  (M)  from 
points  in  York,  Chester,  Fairfield,  Rich¬ 
land,  Sumter,  Lee,  Darlington,  Marlboro, 
Chesterfield,  Kershaw,  and  Lancaster 
Counties,  S.C.,  to  points  in  West  Vir¬ 
ginia  (except  points  in  Mercer,  Summers, 
and  Monroe  Counties) ;  (4)  Rough  lum¬ 
ber,  (A)  between  points  in  that  part  of 
Alabama  in  and  south  of  Choctaw,  Mar¬ 
engo,  Dallas,  Autauga,  Elmore,  Macon, 
and  Lee  Counties  (except  those  points 
north  of  a  line  beginning  at  the  Missis- 
sippi-Alabama  State  line,  thence  along 
U.S.  Highway  80  to  junction  Alabama 
Highway  14,  thence  along  Alabama  High¬ 
way  14  to  junction  U.S.  Highway  29, 
thence  along  U.S.  Highway  29  to  the 
Alabama-Georgia  State  line),  on  the 
one  hand,  and,  on  the  other,  points  in 
that  part  of  Tennessee  in  and  east  of 
Macon,  Trousdale,  Smith,  Dekalb,  War¬ 
ren,  Grundy,  and  Marion  Counties,  (B) 
between  Florence,  Athens,  and  Hunts¬ 
ville,  Ala.,  and  points  in  that  part  of 
Alabama  on  and  south  of  a  line  begin¬ 
ning  at  the  Mississippi-Alabama  State 
line,  thence  along  U.S.  Highway  80  to 
junction  Alabama  Highway  14,  thence 
along  Alabama  Highway  14  to  junction 
U.S.  Highway  29,  thence  along  U.S.  High¬ 
way  29  to  the  Alabama-Georgia  State 
line,  on  the  one  hand,  and,  on  the  other, 
points  in  North  Carolina  and  South  Car¬ 
olina,  (C)  between  points  in  Florida,  on 
the  one  hand,  and,  on  the  other,  points 
in  that  part  of  South  Carolina  in  and 
west  of  Lancaster,  Kershaw,  Richland, 
Calhoun,  Orangeburg,  Bamberg,  and 
Allendale  Counties,  S.C.,  (D)  between 
points  in  that  part  of  Florida  in  and  west 
of  Jefferson  County,  on  the  one  hand, 
and,  on  the  other,  points  in  South  Caro¬ 
lina,  (E)  between  points  in  that  part  of 
Florida  in  and  south  of  Hillsborough, 
Hardee,  Highlands,  Okeechobee,  and 
Saint  Lucie  Counties,  on  the  one  hand, 
and,  on  the  other,  points  in  Chesterfield, 
Marlboro,  Darlington,  Lee,  Sumter, 
Clarendon,  and  Florence  Counties,  S.C., 
(F)  between  points  in  Florida,  on  the 
one  hand,  and,  on  the  other,  points  in 
North  Carolina  (except  points  in  and 
south  of  Scotland,  Hoke,  Cumberland, 
Sampson,  Wayne,  Greene,  Pitt,  Beaufort, 
and  Hyde  Counties) . 

(G)  Between  points  in  that  part  of 
Florida  in  and  west  of  Jefferson  County, 
on  the  one  hand,  and,  on  the  other, 
points  in  North  Carolina,  (H)  between 
points  in  Florida  (except  Nassau,  Clay, 
St.  Johns,  Putnam,  Flagler,  Volusia,  Lake, 
Brevard,  and  Indiana  River  Counties), 
on  the  one  hand,  and,  on  the  other, 
points  in  North  Carolina  (except  Colum¬ 
bus,  Brunswick,  and  Ponder  Counties), 
and  (I)  between  points  in  that  part  of 
Florida  in  and  south  of  Hillsborough, 
Hardee,  Highlands,  Okeechobee,  and 
Saint  Lucie  Counties,  on  the  one  hand, 
and,  on  the  other,  points  in  North  Caro¬ 
lina.  The  purpose  of  this  filing  is  to  elim¬ 
inate  the  gateways  of  Chattanooga, 
Tenn.,  for  points  in  (1)  (A),  (B),  (E), 

(F) ,  and  5(A)  above;  Macon,  Ga.,  for 
points  in  (1)(C),  (4)  (C),  (D),  (E),  (F), 

(G) ,  (H),  and  (I)  above;  Atlanta,  Ga., 
for  points  in  (1)  (D),  (G),  and  (4)  (A) 
above;  Florence,  S.C.,  for  points  in  (2) 


(A)  and  (B)  above;  points  in  Georgia  for 
points  in  (2)  (C),  (D)  (E),  (I),  (J),and 

(3)  above;  Florence,  S.C.,  or  points  in 
Georgia  for  points  in  (2)  (F),  <G),  (H), 
(K),  (L),  and  (M)  above;  and  Macon, 
Atlanta,  or  Augusta,  Ga.,  for  points  in 

(4)  (B)  above;  and  points  in  Georgia  or 
Atlanta,  Macon,  or  Augusta,  Ga.,  for 
points  in  (5)  (B)  above.  The  purpose  of 
this  partial  correction  is  to  correct  the 
order  in  which  the  respective  paragraphs 
appeared  in  the  publication  of  August  22, 
1974;  to  delete  the  exception  relating  to 
the  West  Virginia  territorial  description 
in  (2)  (H)  which  was  inadvertently  in¬ 
serted  in  the  publication  of  August  22, 
1974;  to  include  the  {joints  described  in 
(M)  above  which  were  inadvertently 
omitted  from  the  publication  of  Au¬ 
gust  22,  1974;  and  to  correct  the  opera¬ 
tions  in  (4)  above  to  permit  radial  service 
between  described  points,  on  the  one 
hand,  and,  on  the  other,  certain  other 
named  described  points,  which  opera¬ 
tions  inadvertently  appeared  as  radial 
authority  from  and  to  the  described" 
points. 

No.  MC  135384  (Sub-No.  El),  filed 
May  31,  1974.  Applicant:  SPECIALIZED 
TRUCK  SERVICE,  INC.,  Highway  81 
and  Interstate  Highway  75  (Route  3), 
McDonough,  Ga.  30253.  Applicant’s  rep¬ 
resentative:  Guy  H.  Postell,  Suite  713, 
3384  Peachtree  Road,  NE.,  Atlanta,  Ga. 
30326.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Malt 
beverages,  in  containers,  and  related  ad¬ 
vertising  material  when  transported  with 
malt  beverages,  from  Pabst,  Ga.,  to 
Baton  Rouge,  La.,  and  points  in  Ken¬ 
tucky,  Virginia,  Tennessee  (except  Chat¬ 
tanooga,  Lawrenceburg,  Shelbyville, 
Cookeville,  Hariman,  Johnson  City, 
Knoxville,  and  Nashville) ,  and  points  in 
that  part  of  Louisiana  on  and  bounded 
by  a  line  beginning  at  the  Texas-Louisi- 
ana  State  line,  thence  along  U.S.  High¬ 
way  90  to  junction  U.S.  Highway  167, 
thence  along  U.S.  Highway  167  to  junc¬ 
tion  U.S.  Highway  190,  thence  along  U.S. 
Highway  190  to  junction  Louisiana  High¬ 
way  13,  thence  along  Louisiana  Highway 
13  to  junction  U.S.  Highway  71,  thence 
along  U.S.  Highway  71  to  junction  U.S. 
Highway  165,  thence  along  U.S.  Highway 
165  to  junction  U.S.  Highway  20,  thence 
along  U.S.  Highway  20  to  the  Texas- 
Louisiana  State  line,  thence  along  the 
Texas-Louisiana  State  line  to  point  of 
beginning.  The  purpose  of  this  filing  is 
to  eliminate  the  gateway  of  Atlanta.  Ga. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-21783  Filed  9-18-74;8:45  am] 


l  Notice  No.  74] 

MOTOR  CARRIER,  BROKER,  WATER  CAR¬ 
RIER  AND  FREIGHT  FORWARDER  AP¬ 
PLICATIONS 

September  13, 1974. 

The  following  applications  (except  as 
otherwise  specifically  noted) ,  each  appli¬ 
cant  (on  applications  filed  after 
March  27,  1972)  states  that  there  will  be 


no  significant  effect  on  the  quality  of  the 
human  environment  resulting  from  ap¬ 
proval  of  its  application)  are  governed 
by  5  1100.247 1  of  the  Commission’s  gen- 
eral  rules  of  practice  (49  CFR,  as 
amended),  published  in  the  Federal 
Register  issue  of  April  20,  1966,  effective 
May  20, 1966.  These  rules  provide,  among 
other  things,  that  a  protest  to  the  grant¬ 
ing  of  an  application  must  be  filed  with 
the  Commission  within  30  days  after 
date  of  notice  of  filing  of  the  application 
is  published  in  the  Federal  Register. 
Failure  seasonably  to  file  a  protest  will 
be  construed  as  a  waiver  of  opposition 
and  participation  in  the  proceeding.  A 
protest  under  these  rules  should  com¬ 
ply  with  section  247  (d)  (3)  of  the  rules 
of  practice  which  requires  that  it  set 
forth  specifically  the  grounds  upon  which 
it  is  made,  contain  a  detailed  statement 
of  protestant’s  interest  in  the  proceeding 
(including  a  copy  of  the  specific  por¬ 
tions  of  its  authority  which  protestant 
believes  to  be  in  conflict  with  that  sought 
in  the  application,  and  describing  in  de¬ 
tail  the  method — whether  by  joinder, 
interline,  or  other  means — by  which 
protestant  would  use  such  authority  to 
provide  all  or  part  of  the  service  pro¬ 
posed),  and  shall  specify  with  particu¬ 
larity  the  facts,  matters,  and  things  re¬ 
lied  upon,  but  shall  not  include  issues  or 
allegations  phrased  generally.  Protests 
not  in  reasonable  compliance  with  the 
requirements  of  the  rules  may  be  re¬ 
jected.  The  original  and  one  (1)  copy  of 
the  protest  shall  be  filed  with  the  Com¬ 
mission,  and  a  copy  shall  be  served  con¬ 
currently  upon  applicant’s  representa¬ 
tive,  or  applicant  if  no  representative  is 
named.  If  the  protest  includes  a  request 
for  oral  hearing,  such  requests  shall  meet 
the  requirements  of  section  247(d)  (4)  of 
the  special  rules,  and  shall  include  the 
certification  required  therein. 

Section  247(f)  of  the  Commission’s 
rules  of  practice  further  provides  that 
each  applicant  shall,  if  protests  to  its  ap¬ 
plication  have  been  filed,  and  by  Novem¬ 
ber  18,  1974,  notify  the  Commission  in 
writing  (1)  that  it  is  ready  to  proceed 
and  prosecute  the  application,  or  (2)  that 
it  wishes  to  withdraw  the  application, 
failure  in  which  the  application  will  be 
dismissed  by  the  Commission. 

Further  processing  steps  (whether 
modified  procedure,  oral  hearing,  or 
other  procedures)  will  be  determined 
generally  in  accordance  with  the  Com¬ 
mission’s  general  policy  statement  con¬ 
cerning  motor  carrier  licensing  pro¬ 
cedures,  published  in  the  Federal  Reg¬ 
ister  issue  of  May  3,  1966.  This  assign¬ 
ment  will  be  by  Commission  order  which 
will  be  served  on  each  party  of  record. 
Broadening  amendments  will  not  be  ac¬ 
cepted  after  the  date  of  this  publication 
except  for  good  cause  shown,  and  restric¬ 
tive  amendments  will  not  be  entertained 
following  publication  in  the  Federal 

1  Copies  of  Special  Rule  247  (as  amended) 
can  be  obtained  by  writing  to  the  Secretary, 
Interstate  Commerce  Commission,  Washing¬ 
ton,  D.C.  20423. 
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Register  of  a  notice  that  the  proceed¬ 
ing  has  been  assigned  for  oral  hearing. 

No.  MC  1305  (Sub-No.  1).  filed  Au¬ 
gust  22,  1974.  Applicant:  SELECTIVE 
TRANSPORTATION  CORPORATION, 
560  60th  Street,  West  New  York,  N.J. 
07093.  Applicant’s  representative:  George 
A.  Olsen,  69  Tonnele  Avenue,  Jersey  City, 
N.J.  07306.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Household  appliances,  materials,  equip¬ 
ment,  and  supplies  used  or  useful  in  the 
manufacture,  sale,  and  distribution  of 
household  appliances  (except  commodi¬ 
ties  in  bulk),  between  the  warehouse  fa¬ 
cilities  of  Westinghouse  Electric  Corpo¬ 
ration  located  at  Langhorn,  Pa.,  on  the 
one  hand,  and,  on  the  other,  points  in 
New  York,  New  Jersey,  Connecticut,  Mas¬ 
sachusetts,  Rhode  Island,  Delaware, 
Maryland,  Virginia,  Maine,  Vermont,  New 
Hampshire,  and  the  District  of  Columbia, 
restricted  to  traffic  originating  at  the 
above-named  origin  and  destined  to  the 
above-named  destinations. 

Note. — Common  control  may  be  involved. 

If  a  hearing  Is  deemed  necessary,  applicant 
requests  it  be  held  at  Newark,  NJ.,  or  New 
York,  N.Y. 

No.  MC  2368  (Sub-No.  44),  filed  Au¬ 
gust  22,  1974.  Applicant:  BRALLEY- 
WILLETT  TANK  LINES,  INC.,  2212 
Deepwater  Terminal  Rd.,  P.O.  Box  495, 
Richmond,  Va.  23234.  Applicant’s  repre¬ 
sentative:  Harry  C.  Ames,  Jr.,  666  11th 
St.  NW,  Washington,  D.C.  20001.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting :  Liquid  commodities, 
used  in  the  manufacturing  of  tobacco 
products,  in  bulk,  in  tank  vehicles,  be¬ 
tween  Louisville,  Ky.,  on  the  one  hand, 
and,  on  the  other,  Richmond,  Va. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Washington, 
D.C.,  or  Richmond,  Va. 

No.  MC  2900  (Sub-No.  265)  (Clari¬ 
fication),  filed  June  24,  1974,  published 
in  the  Federal  Register  issue  of  Au¬ 
gust  15,  1974,  and  republished  as  cor¬ 
rected  this  issue.  Applicant:  RYDER 
TRUCK  LINES,  INC.,  2050  Kings  Road, 
P.O.  Box  2408,  Jacksonville,  Fla.  32203. 
Applicant’s  representative:  John  Carter 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Cast  iron  and  brass  valves, 
cast  iron  pressure  pipe,  fire  hydrants  and 
fire  hydrant  sections,  and  components, 
parts,  attachments,  accessories,  and  sup¬ 
plies  as  used  in  connection  with  com¬ 
modities  named,  from  (1)  the  plantsite 
and  storage  facilities  of  the  Mueller  Co., 
located  at  or  near  Albertville,  Ala.,  to 
points  in  the  United  States  (except 
Alaska  and  Hawaii) ;  and  (2)  from  the 
plant  and  storage  facilities  of  the  Mueller 
Co.,  located  at  Chattanooga,  Tenn.,  to 
points  in  Texas;  (1)  and  (2)  restricted 
to  the  transportation  of  shipments  orig¬ 
inating  at  the  named  origins  and  des¬ 
tined  to  points  in  the  described  destina¬ 
tion  territory. 

Note. — The  purpose  of  this  republication 
Is  to  clarify  the  requested  authority.  Com¬ 


mon  control  may  be  involved.  If  a  hearing  is 
deemed  necessary,  the  applicant  requests  it 
be  held  at  St.  Louis,  Mo.,  or  Chicago,  Ill. 

No.  MC  10629  (Sub-No.  7),  filed 
August  23,  1974.  Applicant:  NORTH 
EXPRESS,  INC.,  219  Main  Street, 
Winamac,  Ind.  46996.  Applicant’s  repre¬ 
sentative:  Donald  W.  Smith,  Suite  2465, 
One  Indiana  Square,  Indianapolis,  Ind. 
46204.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Malt 
beverages  and  related  advertising  para¬ 
phernalia,  from  points  in  the  United 
States  east  of  the  eastern  boundary  line 
of  North  Dakota,  South  Dakota,  Ne¬ 
braska,  Kansas,  Oklahoma,  and  Texas 
to  Winamac,  Ind.;  and  (2)  used  empty 
malt  beverage  containers,  from  Wina¬ 
mac,  Ind.,  to  the  origin  territory  in  (1) 
above,  restricted  to  services  performed 
under  a  continuing  contract  or  contracts 
■with  Tippecanoe  Beverages,  Inc. 

Note. — Applicant  holds  common  carrier 
authority  in  MC  119666  and  other  Subs, 
therefore  dual  operations  may  be  involved. 

If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Indianapolis,  Ind., 
or  Chicago,  Ill. 

No.  MC  21866  (Sub-No.  78),  filed 
August  2,  1974.  Applicant:  WEST 

MOTOR  FREIGHT,  INC.,  740  South 
Reading  Avenue,  Boyertown,  Pa.  19512. 
Applicant’s  representative :  Alan  Kahn, 
1920  Two  Penn  Center  Plaza,  Philadel¬ 
phia,  Pa.  19102.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Automotive  accessories,  parts,  and 
supplies,  and  materials,  supplies,  and 
equipment  used  or  useful  in  the  installa¬ 
tion  or  manufacture  of  automotive  ac¬ 
cessories,  parts,  and  supplies,  between 
Boaz,  Ala.,  Los  Angeles,  Calif.,  Atlanta, 
Ga.,  Chicago,  HI.,  Kansas  City  and  St. 
Louis,  Mo.,  Piscataway,  N.J.,  Columbus 
and  Greenville,  Ohio,  Oklahoma  City, 
Okla.,  Portland,  Oreg.,  Boyertown,  Hazle¬ 
ton,  and  Weatherly,  Pa.,  Memphis, 
Sevierville,  and  Sparta,  Tenn.,  and 
Dallas,  Tex.,  on  the  one  hand,  and,  on 
the  other,  points  in  the  United  States 
(except  Alaska  and  Hawaii),  restricted 
to  the  transportation  of  shipments  origi¬ 
nating  at  or  destined  to  the  facilities  of 
Wagner  Electric  Corporation. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Philadelphia,  Pa.,  or  Washington,  D.C. 

No.  MC  26396  (Sub-No.  123),  filed 
August  23,  1974.  Applicant:  POPELKA 
TRUCKING  COMPANY,  a  Corporation, 
doing  business  as  THE  WAGGONERS, 
P.O.  Box  990,  Livingston,  Mont.  59047. 
Applicant’s  representative:  Jacob  P. 
Billig,  1126  16th  St.  NW.,  Washington, 
D.C.  20036.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Pes¬ 
ticides,  herbicides,  and  chemicals  (except 
in  bulk) ,  from  the  plantsite  of  Monsanto 
Company,  at  or  near  Muscatine,  Iowa,  to 
points  in  the  United  States  (except 
Alaska  and  Hawaii) . 

Note. — Applicant  holds  contract  carrier 
authority  1:  MC  136777  Sub  3,  therefore  dual 
operations  may  be  Involved.  If  a  hearing  Is 


deemed  necessary,  e_  plicant  requests  it  be 
held  at  Missoula,  Mont. 

No.  MC  *9120  (Sub-No.  184),  filed 
August  13,  1974.  Applicant:  ALL-AMER¬ 
ICAN,  INC.,  900  West  Delaware,  P.O.  Box 
769,  Sioux  Falls,  S.  Dak.  57104.  Appli¬ 
cant’s  representative:  Ralph  H.  Jinks 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  General  commodities  (ex¬ 
cept  those  of  unusual  value,  Classes  A 
and  B  explosives,  household  goods  as 
defined  by  the  Commission,  commodities 
in  bulk  and  those  requiring  special 
equipment,  and  hides,  skins,  chromes,  or 
pieces  thereof),  serving  points  in  Cook 
County,  HI.,  which  are  outside  the  Chi¬ 
cago,  HI.,  Commercial  Zone,  as  described 
in  94  M.C.C.  568,  as  off-route  points  in 
connection  with  applicant’s  authorized 
regular  route  operations,  restricted 
against  service  between  any.  two  points 
both  of  which  are  in  the  above  area,  and 
between  any  point  in  the  above  area  and 
any  point  in  the  area  described  in  the 
Chicago  Commercial  Zone  as  set  forth 
above. 

Note. — Common  control  was  approved  in 
MC—F— 11286.  If  a  bearing  Is  deemed  neces¬ 
sary,  applicant  requests  it  be  held  at  either 
Sioux  Falls,  S.  Dak.,  or  Des  Moines,  Iowa. 

No.  MC  36509  (Sub-No.  24) ,  filed  Au¬ 
gust  16,  1974.  Applicant:  LOOMIS  AR¬ 
MORED  CAR  SERVICE,  INC.,  55  Bat¬ 
tery  Street,  Seattle,  Wash.  98121.  Ap¬ 
plicant’s  representative:  George  H. 
Hart,  1100  IBM  Building,  Seattle,  Wash. 
98101.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Special 
nuclear  material,  between  Richland, 
Wash.,  and  Hanford  Works  U.S.  Atomic 
Energy  Commission  Reservation,  at  or 
near  Richland,  Wash.,  on  the  one  hand, 
and,  on  the  other,  points  in  the  Seattle, 
Wash.,  Commercial  Zone,  restricted  to 
shipment  having  an  immediate  prior  or 
subsequent  interstate  movement,  under 
a  continuing  contract  or  contracts  with 
Edlow  International  Company  of  Wash¬ 
ington,  D.C. 

Note. — Common  control  and  dual  opera¬ 
tions  may  be  Involved.  If  a  hearing  Is  deemed 
necessary,  the  applicant  requests  It  be  held 
at  Seattle,  Wash. 

No.  MC  41432  (Sub-No.  143),  filed  Au¬ 
gust  16,  1974.  Applicant:  EAST  TEXAS 
MOTOR  FREIGHT  LINES,  INC.,  2355 
Stemmons  Freeway,  P.O.  Box  10125,  Dal¬ 
las,  Tex.  75207.  Applicant’s  representa¬ 
tive:  W.  P.  Furrh  (same  address  as  ap¬ 
plicant)  .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities  (except  those  of  unusual 
value.  Classes  A  and  B  explosives,  house¬ 
hold  goods  as  defined  by  the  Commis¬ 
sion,  commodities  in  bulk  and  those  re¬ 
quiring  special  equipment) ,  between  Salt 
Lake  City  and  Ogden,  Utah,  serving  all 
intermediate  points:  From  Salt  Lake 
City,  Utah,  over  Interstate  Highway  15 
and  also  U.S.  Highway  91  to  Ogden, 
Utah,  and  return  over  the  same  route. 
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Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Balt  Lake 
City.  Utah. 

No.  MC  43421  (Sub-No.  51),  filed 
August  12,  1974.  Applicant:  DOHRN 
TRANSFER  COMPANY,  a  Corporation, 
4019  Ninth  Street,  P.O.  Box  1237,  Rock 
Island,  Ill.  61201.  Applicant’s  representa¬ 
tive:  Edward  G.  Bazelon,  39  South  La 
Salle  Street,  Chicago,  HI.  60603.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  regular 
routes,  transporting:  General  commodi¬ 
ties  (except  those  of  unusual  value, 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission,  com¬ 
modities  in  bulk,  and  those  requiring  spe¬ 
cial  equipment) ,  Between  Rockford,  HI., 
and  Milwaukee,  Wis.:  From  Rockford 
over  U.S.  By-Pass  20  to  junction  Inter¬ 
state  Highway  90,  thence  over  Interstate 
Highway  90  to  junction  Wisconsin  High¬ 
way  15,  thence  over  Wisconsin  Highway 
15  to  Milwaukee,  Wis.,  and  return  over 
the  same  route,  as  an  alternate  route 
for  operating  convenience  only  in  con¬ 
nection  with  carrier’s  authorized  regular 
route  operations,  serving  no  intermediate 
points  and  serving  Rockford,  Ill.,  for 
joinder  purposes  only. 

Note. — Common  control  may  be  involved. 
If  a  hearing  la  deemed  necessary,  appUcant 
requests  It  be  held  at  Chicago,  in. 

No.  MC  47898  (Sub-No.  5),  filed 
August  19,  1974.  Applicant:  WISCON¬ 
SIN-PACIFIC  EXPRESS.  INC.,  P.O.  BOX 
190,  Weyauwega,  Wis.  54983.  Applicant’s 
representative:  F.  H.  Kroeger,  1745  Uni¬ 
versity  Avenue,  St.  Paul,  Minn.  55104. 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Plastic  and 
fibreglass  siding,  sheets,  and  panels  and 
accessories  and  materials,  used  in  the 
Installation  thereof,  from  Berlin,  Wis., 
to  points  in  Alabama,  Arkansas,  Colo¬ 
rado,  Florida,  Georgia,  Hllnois,  Indiana, 
Iowa,  Kansas,  Kentucky,  Louisiana, 
Michigan,  Minnesota,  Mississippi,  Mis¬ 
souri,  Nebraska,  Ohio,  Oklahoma,  South 
Dakota,  Tennessee,  Texas,  and  Wis¬ 
consin. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Madison,  Wis. 

No.  MC  59241. (Sub-No.  2) ,  filed  August 
21,  1974.  AppUcant:  JOHN  GIBBONS, 
INC.,  650  Eddystone  Avenue,  Eddystone, 
Pa.  19013.  Applicant’s  representative: 
MaxweU  A.  HoweU,  1511  K  Street  NW., 
Washington,  D.C.  20005.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Paper  and  paper  products,  from  the 
facilities  of  the  Scott  Paper  Company 
located  at  or  near  Chester,  Croydon,  and 
Eddystone,  Pa.,  to  points  in  Fairfax, 
Fauquier,  Loudoun,  and  Prince  William 
Counties,  Va. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Washington,  D.C. 

No.  MC  63417  (Sub-No.  68) ,  filed  Au¬ 
gust  9,  1974.  Applicant:  BLUE  RIDGE 
TRANSFER  COMPANY,  INC.,  1814 
Hollins  Rd.  NE.,  P.O.  Box  2888,  Roanoke, 
Va.  24001.  Applicant’s  representative: 


WilUam  E.  Bain  (same  address  as  ap¬ 
pUcant)  .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Shower 
bath  stalls,  and  parts  and  accessories 
therefor,  from  Monroe,  Ohio,  to  points 
in  Alabama,  Delaware,  Georgia,  Ken¬ 
tucky,  Maryland,  Mississippi,  North 
Carolina,  South  Carolina,  Tennessee, 
Virginia,  West  Virginia,  and  the  District 
of  Columbia. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Wash¬ 
ington,  D.C. 

No.  MC  83539  (Sub-No.  395),  filed  Au¬ 
gust  19,  1974.  AppUcant:  C  &  H  TRANS¬ 
PORTATION  CO.,  INC.,  1936-2010  West 
Commerce  Street,  P.O.  Box  5976,  Dallas, 
Tex.  75222.  Applicant’s  representative: 
Thomas  E.  James  (same  address  as  ap¬ 
pUcant)  .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Iron 
and  steel  articles,  as  defined  in  61  M.C.C. 
209,  Descriptions  in  Motor  Carrier  Certif¬ 
icates,  and  (2)  scrap  iron  and  scrap 
steel,  (1)  from  the  plantsite  and  storage 
faciUties  of  Chaparral  Steel  Company, 
Inc.,  located  at  or  near  Midlothian,  Tex., 
to  points  in  the  United  States  including 
Alaska  but  excluding  Hawaii,  and  (2) 
from  points  in  the  United  States  includ¬ 
ing  Alaska  but  excluding  Hawaii,  to  the 
plantsite  and  storage  faculties  of  Cha¬ 
parral  Steel  Company,  Inc.,  located  at 
or  near  Midlothian,  Tex. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  It  be  held  at  Dallas,  Tex. 

No.  MC  87689  (Sub-No.  12) ,  filed  Au¬ 
gust  16,  1974.  AppUcant:  INTER-CITY 
TRUCK  LINES  LIMITED,  P.O.  Box  900, 
Station  U,  Toronto,  Ontario,  Canada 
M8Z  5R3.  Applicant’s  representative: 
John  W.  Bryant,  900  Guardian  Building, 
Detroit,  Mich.  48226.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  regular  routes,  transport¬ 
ing:  General  commodities  (except  those 
of  unusual  value,  Classes  A  and  B  explo¬ 
sives,  household  goods  as  defined  by  the 
Commission,  commodities  in  bulk,  and 
those  requiring  special  equipment),  be¬ 
tween  the  International  Boundary  line 
between  the  United  States  and  Canada 
at  Port  Huron,  Mich.,  and  the  plantsite 
and  faciUties  of  Ford  Motor  Company 
at  Romeo,  Macomb  County,  Mich.:  From 
the  International  Boundary  line  between 
the  United  States  and  Canada  at  Port 
Huron,  Mich.,  over  Interstate  Highway 
94  to  junction  Michigan  Highway  21, 
thence  over  Michigan  Highway  21  to 
junction  Michigan  Highway  53  near 
Imlay  City,  Mich.,  thence  over  Michigan 
Highway  53  to  Romeo,  Mich.,  thence 
over  unnumbered  roads  to  the  plantsite 
and  faculties  of  Ford  Motor  Company, 
and  return  over  the  same  route,  serving 
no  intermediate  points. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  It  be  held  at  Detroit,  Mich. 

No.  MC  94201  (Sub-No.  127)  (Correc¬ 
tion)  ,  filed  July  19, 1974,  published  in  the 
Federal  Register,  issue  of  August  29, 


33769 

1 

1974,  and  republished  as  corrected  this 
issue.  AppUcant:  BOWMAN  TRANS¬ 
PORTATION,  INC.,  P.O.  Box  17744,  At¬ 
lanta,  Ga.  30316.  Applicant’s  representa¬ 
tive:  Charles  Ephraim,  Suite  600,  1250 
Connecticut  Avenue  NW.,  Washington, 
D.C.  20036.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  regular  routes,  transporting:  Gen¬ 
eral  Commodities  (except  those  of  un¬ 
usual  value,  Classes  A  and  B  explosives, 
household  goods  as  defined  by  the  Com¬ 
mission,  commodities  in  bulk,  commod¬ 
ities  requiring  special  equipment,  and 
commodities  in  vehicles  equipped  with 
mechanical  refrigeration) :  (1)  Between 
Chattanooga,  Tenn.,  and  Chicago,  HI.: 
(a)  From  Chattanooga,  Tenn.,  over  U.S. 
Highway  41  and/or  Interstate  Highway 
24  to  Nashville,  Tenn.,  thence  over  Al¬ 
ternate  U.S.  Highway  41  to  Hopkinsville, 
Ky.,  thence  over  U.S.  Highway  41  to  Chi¬ 
cago,  HI.,  and  return  over  the  same 
route:  (b)  From  Chattanooga,  Tenn., 
over  U.S.  Highway  41  and/or  Interstate 
Highway  24  to  NashviUe,  Tenn.,  thence 
over  Alternate  U8.  Highway  41  to  Hop- 
kinsvUle,  Ky.,  thence  over  U.S.  Highway 
41  to  junction  Interstate  Highway  64 
and/or  U.S.  Highway  460,  thence  over 
Interstate  Highway  64  and/or  U.S.  High¬ 
way  460  to  junction  U.S.  Highway  51, 
thence  over  U.S.  Highway  51  to  Bloom¬ 
ington,  HI.,  thence  over  U.S.  Highway 
66  to  Chicago,  and  return  over  the  same 
route:  and  (c)  From  Chattanooga,  Tenn., 
over  U.S.  Highway  41  and/or  Interstate 
Highway  24  to  NashvUle,  Tenn.,  thence 
over  Alternate  U.S.  Highway  41  to  Hop¬ 
kinsville,  Ky.,  thence  over  U.S.  Highway 
41  to  junction  Interstate  Highway  64 
and/or  U.S.  Highway  460,  thence  over 
Interstate  Highway  64  and/or  U.S.  High¬ 
way  460  to  junction  Interstate  Highway 
57,  thence  over  Interstate  Highway  57  to 
Chicago,  and  return  over  the  same  route: 
(2)  Between  Chattanooga,  Tenn.,  and 
Indianapolis,  Ind.:  From  Chattanooga, 
Tenn.,  over  U.S.  Highway  41  and/or  In¬ 
terstate  Highway  24  to  Nashville,  Tenn., 
thence  over  U.S.  Highway  31-W  and/or 
Interstate  Highway  65  to  Indianapolis, 
and  return  over  the  same  route. 

(3)  Between  Chattanooga,  Tenn.,  and 
Cincinnati,  Ohio:  From  Chattanooga, 
Tenn.,  over  U.S.  Highway  41  and/or  In¬ 
terstate  Highway  24  to  Nashville,  Tenn., 
thence  over  U.S.  Highway  31-W  and/or 
Interstate  Highway  65  to  Louisville,  Ky., 
thence  over  Interstate  Highway  71  and/ 
or  U.S.  Highway  42  to  Cincinnati,  and 
return  over  the  same  route:  (4)  Between 
Chattanooga,  Tenn.,  and  Louisville,  Ky.: 
(a)  From  Chattanooga,  Tenn.,  over  U.S. 
Highway  41  and/or  Interstate  Highway 
24  to  Nashville,  Tenn.,  thence  over  U.S. 
Highway  31-W  and/or  Interstate  High¬ 
way  65  to  Louisville,  Ky.,  and  return 
over  the  same  route;  (b)  From  Chatta¬ 
nooga,  Tenn.,  over  U.S.  Highway  27  and/ 
or  Interstate  Highway  75  to  Lexington, 
Ky.,  thence  over  U.S.  Highway  60  and/or 
Interstate  Highway  64  to  Louisville,  Ky., 
and  return  over  the  same  route;  and  (c) , 
From  Chattanooga,  Tenn.,  over  U.S. 
Highway  27  to  junction  U.S.  Highway 
150  at  Stanford,  Ky.,  thence  over  UJ3. 
Highway  150  to  Danville,  Ky.,  thence 
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over  U.S.  Highway  127  to  its  junction 
with  Interstate  Highway  64,  thence  over 
Interstate  Highway  64  to  Louisville,  Ky., 
and  return  over  the  same  route;  (5)  Be¬ 
tween  Chattanooga,  Tenn.,  and  Cleve¬ 
land,  Ohio:  Prom  Chattanooga,  Tenn., 
over  U.S.  Highway  27  and/or  Interstate 
Highway  75  to  Lexington,  Ky.,  thence 
over  U.S.  Highway  25  and/or  Interstate 
Highway  75  to  Cincinnati,  Ohio,  thence 
over  U.S.  Highway  42  and/or  Interstate 
Highway  71  to  Cleveland,  and  return 
over  the  same  route;  (6)  Between 
Decatur,  Ill.,  and  Chicago,  Ill.:  Prom 
Decatur  over  U.S.  Highway  51  to  Men- 
dota,  HI.,  thence  over  U.S.  Highway  34 
to  Chicago,  and  return  over  the  same 
route;  (7)  Between  Fort  Wayne,  Ind., 
and  Chicago,  HI. :  Prom  Fort  Wayne  over 
U.S.  Highway  33  to  South  Bend,  Ind., 
thence  over  Indiana  Highway  2  to  junc¬ 
tion  U.S.  Highway  20  at  or  near  Rolling 
Prairie,  Ind.,  thence  over  U.S.  Highway 
20  (also  over  Indiana  Highway  2  to  junc¬ 
tion  Interstate  Highway  80  and  Inter¬ 
state  Highway  90  at  or  near  Rolling 
Prairie,  Ind.,  thence  over  Interstate 
Highway  80  and/or  Interstate  Highway 
90)  to  Chicago,  and  return  over  the  same 
route. 

(8)  Between  Indianapolis,  Ind.,  and 
Chicago,  HI.:  Prom  Indianapolis,  Ind., 
over  Interstate  Highway  65  to  Gary,  Ind., 
thence  over  Interstate  Highway  94  to 
Chicago,  HI.,  and  return  over  the  same 
route;  (9)  Between  Indianapolis,  Ind., 
and  Fort  Wayne,  Ind.:  Prom  Indianapo¬ 
lis  over  Interstate  Highway  69  (also 
Indiana  Highway  37)  to  Fort  Wayne,  and 
return  over  the  same  route;  (10)  Between 
Indianapolis,  Ind.,  and  Junction  U.S. 
Highways  41  and  52  near  Gravel  Hill, 
Ind.:  Prom  Indianapolis  over  U.  S.  High¬ 
way  52  to  junction  U.S.  Highways  52 
and  41  near  Gravel  Hill,  Ind.,  and  re¬ 
turn  over  the  same  route;  (11)  Between 
South  Bend,  Ind.,  and  Indianapolis,  Ind. : 
From  South  Bend  over  U.S.  Highway  31 
to  Indianapolis,  and  return  over  the  same 
route;  (12)  Between  Indianapolis,  Ind., 
and  Cincinnati,  Ohio:  From  Indianapolis 
over  U.  S.  Highway  52  and/or  Interstate 
Highway  74  to  Cincinnati,  and  return 
over  U.S.  Highway  52  and/or  Interstate 
over  the  same  route;  (13)  Between 
Columbus,  Ohio,  and  Indianapolis,  Ind.: 
From  Columbus  over  U.S.  Highway  40 
and/or  Interstate  Highway  70  to  Indian¬ 
apolis,  and  return  over  the  same  route; 
(14)  Between  Chicago,  HI.,  and  Cleve¬ 
land,  Ohio:  From  Chicago  over  Interstate 
Highways  80  and/or  90  to  Cleveland  and 
return  over  the  same  route;  (15)  Be¬ 
tween  Cincinnati,  Ohio,  and  Fort  Wayne, 
Ind.:  From  Cincinnati  over  U.S.  High¬ 
way  27  to  Fort  Wayne,  and  return  over 
the  same  route;  (16)  Between  Cincinnati, 
Ohio,  and  Cleveland,  Ohio:  From  Cin¬ 
cinnati  over  U.S.  Highway  22  to  Wash¬ 
ington  Court  House,  Ohio,  thence  over 
U.S.  Highway  62  to  Canton,  Ohio,  thence 
over  Ohio  Highway  800  to  Akron,  Ohio, 
thence  over  Ohio  Highway  8  to  Cleve¬ 
land,  and  return  over  the  same  route. 

(17)  Between  Cincinnati,  Ohio,  and 
Toledo,  Ohio:  From  Cincinnati  over  U.S. 
Highway  25  and/or  Interstate  Highway 
75  to  Toledo,  and  return  over  the  same 


route;  (18)  Between  Columbus,  Ohio,  and 
Toledo,  Ohio:  From  Columbus  over  U.S. 
Highway  23  to  Toledo,  and  return  over 
the  same  route;  (19)  Between  the  junc¬ 
tion  of  Interstate  Highway  76  and  Inter¬ 
state  Highway  71  (approximately  13 
miles  south  of  Medina,  Ohio)  and 
Youngstown,  Ohio :  From  junction  Inter¬ 
state  Highways  76  and  71  over  Interstate 
Highway  76  to  junction  Ohio  Highway 
18,  thence  over  Ohio  Highway  18  and/or 
Interstate  Highway  76  to  Youngstown, 
and  return  over  the  same  route;  serving 
the  following  intermediate  and  off -route 
points:  (a)  points  within  10  miles  of 
Chattanooga,  Tenn.;  (b)  points  within 
10  miles  of  Louisville,  Ky.,  including 
Louisville;  (c)  points  in  Indiana;  (d) 
points  in  that  part  of  Hlinois  on  and 
bounded  by  a  line  beginning  at  the 
Illinois-Indiana  State  line  and  extending 
along  U.S.  Highway  36  to  Springfield, 
Ill.,  thence  along  Illinois  Highway  29  to 
Peoria,  Ill.,  thence  along  Illinois  High¬ 
way  116  to  Metamora,  HI.,  thence  along 
Illinois  Highway  89  to  intersection  U.S. 
Highway  34. 

Thence  along  U.S.  Highway  34  to  inter¬ 
section  Hlinois  Highway  31,  thence  along 
Illinois  Highway  31  to  intersection  un¬ 
numbered  highway  (referred  to  as 
Aurora  Avenue),  thence  along  said  un¬ 
numbered  highway  to  intersection  U.S. 
Highway  34,  thence  along  U.S.  Highway 
34  to  Chicago,  HI.,  thence  along  Lake 
Michigan  to  the  Hlinois-Indiana  State 
Line,  and  thence  along  Illinois-Indiana 
State  line  to  points  of  beginning;  and 
(e)  points  in  that  part  of  Ohio  on,  west, 
and  north  of  a  line  beginning  at  the 
Ohio-Pennsylvania  State  Boundary  line 
near  Sharon,  Pa.,  and  extending  along 
U.S.  Highway  62  to  Columbus,  Ohio, 
thence  along  U.S.  Highway  23  to  Circle- 
ville,  Ohio,  and  thence  along  U.S.  High¬ 
way  22  to  Cincinnati,  Ohio. 

Note. — The  sole  purpose  of  the  application 
is  to  provide  alternate  traversal  or  "gateway” 
points  on  Bowman’s  service  to  and  from 
points  in  Central  States.  At  the  present  time, 
all  Central  States  general  commodities  serv¬ 
ice  is  performed  via  points  in  Alabama  within 
65  miles  of  Birmingham,  including  Birming¬ 
ham.  All  service  here  proposed  is  restricted 
to  the  transportation  of  traffic  moving  from, 
to,  or  through  points  in  Tennessee  within  10 
miles  of  Chattanooga,  including  Chatta¬ 
nooga.  The  purpose  of  this  republication  is 
to  correctly  state  the  route  in  (19)  (d)  and 
to  include  the  purpose  of  this  application  as 
stated  above.  If  a  hearing  is  deemed  neces¬ 
sary,  the  applicant  requests  it  be  held  at 
Atlanta,  Oa. 

No.  MC  103435  (Sub-No.  223),  filed 
August  8,  1974.  Applicant:  UNITED- 
BUCKINGHAM  FREIGHT  LINES,  INC., 
5773  S.  Prince  St.,  Littleton,  Colo.  80120. 
Applicant’s  representative:  Kenneth  A. 
Willhite  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  reg¬ 
ular  routes,  transporting:  General  com¬ 
modities  (except  those  of  unusual  value, 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk  and  those  requiring 
special  equipment),  (1)  Between  St. 
Louis,  Mo.,  and  Indianapolis,  Ind.:  From 
St.  Louis,  Mo.,  over  Interstate  Highway 


270  to  junction  Interstate  Highway  70, 
thence  over  Interstate  Highway  70  to 
Indianapolis,  and  return  over  the  same 
route,  serving  no  intermediate  points, 
serving  Indianapolis  for  the  purposes  of 
joinder  only,  as  an  alternate  route  for 
operating  convenience  only  in  connection 
with  carrier’s  regular  route  operations; 

(2)  Between  Danville,  Ill.,  and  Indian¬ 
apolis,  Ind.;  From  Danville  over  Inter¬ 
state  Highway  74  to  Indianapolis  and 
return  over  the  same  route,  serving  no 
intermediate  points,  serving  Indianapolis 
for  the  purposes  of  joinder  only,  as  an 
alternate  route  for  operating  conven¬ 
ience  only  in  connection  with  carrier’s 
regular  route  operations;  (3)  Between 
junction  Interstate  Highway  75  and  U.S. 
Highway  30N  near  Beaver  Dam,  Ohio, 
and  Indianapolis,  Ind.:  From  the  junc¬ 
tion  of  Interstate  Highway  75  and  U.S. 
Highway  30N  near  Beaver  Dam,  Ohio, 
over  Interstate  Highway  75  to  junction 
Interstate  Highway  70  near  Vandalia, 
Ohio,  thence  over  Interstate  Highway  70 
to  Indianapolis,  and  return  over  the  same 
route,  serving  no  intermediate  points, 
serving  Indianapolis  and  the  junction  of 
Interstate  Highway  70  and  Interstate 
Highway  75  for  the  purposes  of  joinder 
only,  as  an  alternate  route  for  operating 
convenience  only  in  connection  with  car¬ 
rier’s  regular  route  operations. 

(4)  Between  Columbus,  Ohio,  and 
junction  U.S.  Highway  30  and  Interstate 
Highway  71:  From  Columbus,  Ohio,  over 
Interstate  Highway  71  to  junction  U.S. 
Highway  30  and  return  over  the  same 
route,  serving  no  intermediate  points, 
serving  the  junction  of  U.S.  Highway  30 
and  Interstate  Highway  71  for  purposes 
of  joinder  only,  as  an  alternate  route  for 
operating  convenience  only  in  connec¬ 
tion  with  carrier’s  regular  route  opera¬ 
tion;  (5)  Between  Columbus,  Ohio,  and 
junction  Interstate  Highway  70  and  75: 
From  Columbus  over  Interstate  Highway 
70  to  junction  of  Interstate  Highway  75 
and  return  over  the  same  route,  serving 
no  intermediate  points,  serving  the  junc¬ 
tion  of  Interstate  Highway  70  and  Inter¬ 
state  Highway  75  for  purposes  of  joinder 
only,  as  an  alternate  route  for  operating 
convenience  only  in  connection  with  car¬ 
rier’s  regular  route  operation:  (6)  Be¬ 
tween  Toledo,  Ohio,  and  Lincoln  Park, 
Mich.:  From  Toledo  over  Interstate 
Highway  75  to  Lincoln  Park,  and  return 
over  the  same  route,  serving  no  inter¬ 
mediate  points,  as  an  alternate  route  for 
operating  convenience  only  in  connec¬ 
tion  with  carrier’s  regular  route  opera¬ 
tions:  (7)  Between  Gary,  Ind.,  and  To¬ 
ledo,  Ohio:  From  Gary  over  Interstate 
Highway  80  to  Toledo,  and  return  over 
the  same  route,  serving  no  intermediate 
points,  as  an  alternate  route  for  oper¬ 
ating  convenience  only  in  connection 
with  carrier’s  regular  route  operations. 

(8)  Between  junction  Interstate  High¬ 
way  57  and  Interstate  Highway  74,  near 
Champaign,  Ill.,  and  St.  Louis,  Mo.: 
From  J.unction  Interstate  Highway  57 
and  Interstate  74,  over  Interstate  High¬ 
way  57  to  junction  Interstate  Highway 
70,  thence  over  Interstate  Highway  70  to 
junction  Interstate  Highway  270,  thence 
over  Interstate  Highway  270  to  St.  Louis, 
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and  return  over  the  same  route,  serving 
no  intermediate  points,  as  an  alternate 
route  for  operating  convenience  only  in 
connection  with  carrier’s  regular  route 
operations:  and  (9)  Between  Moline,  m., 
and  Peoria,  Ill. :  From  Moline  over  Inter¬ 
state  Highway  80  to  junction  Interstate 
Highway  74,  thence  over  Interstate  High¬ 
way  74  to  Peoria  and  return  over  the 
same  route,  serving  no  intermediate 
points,  as  an  alternate  route  for  operat¬ 
ing  convenience  only  in  connection  with 
carrier’s  regular  route  operations. 

Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  applicant 
requests  it  be  held  at  either  Denver,  Colo., 
or  Indianapolis,  Ind. 

No.  MC  105413  (Sub-No.  38) ,  filed  Au¬ 
gust  9,  1974.  Applicant:  PETROLEUM 
TRANSPORT  SERVICE,  INC.,  3908 
Richland  Drive,  Council  Bluffs,  Iowa 
51501.  Applicant’s  representative:  Einar 
Viren,  904  City  National  Bank  Bldg., 
Omaha,  Nebr.  68102.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Soybean  meal,  soybean  hulls,  and 
soybean  mill  run,  from  the  plantsite  of 
Farmland  Industries,  Inc.,  at  or  near 
Sergeant  Bluff,  Iowa,  to  points  in  Illi¬ 
nois,  Minnesota,  Missouri,  Nebraska, 
North  Dakota,  South  Dakota,  Wisconsin, 
and  Wyoming. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Omaha, 
Nebr. 

No.  MC  106920  (Sub-No.  53),  filed  Au¬ 
gust  16,  1974.  Applicant:  RIGGS  FOOD 
EXPRESS,  INC.,  P.O.  Box  26,  West  Mon¬ 
roe  Street,  New  Bremen,  Ohio  45869.  Ap¬ 
plicant’s  representative:  Carroll  V.  Lewis, 
P.O.  Box  717,  Sidney,  Ohio  45365.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Dairy  products,  as 
described  in  Appendix  I  to  the  report  in 
Descriptions  in  Motor  Carrier  Certifi¬ 
cates,  61  M.C.C.  209,  from  Blair,  Free- 
mont,  Portage,  and  Madison,  Wis.,  to 
points  in  Pennsylvania,  New  York,  New 
Jersey,  New  Hampshire,  Vermont,  Rhode 
Island,  Connecticut,  Delaware,  Maine, 
Maryland,  Massachusetts,  and  the  Dis¬ 
trict  of  Columbia. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  it  be  held  at  Des  Moines,  Iowa,  or 
Washington,  D.C. 

No.  MC  108207  (Sub-No.  401),  filed 
August  19,  1974.  Applicant:  FROZEN 
FOOD  EXPRESS,  INC.,  318  Cadiz 
Street,  Dallas,  Tex.  75222.  Applicant’s 
representative:  J.  B.  Ham  (same  address 
as  applicant).  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  Foodstuffs,  in  vehicles  equipped  with 
mechanical  refrigeration  (except  com¬ 
modities  in  bulk,  in  tank  vehicles) ,  from 
the  plantsite  and  warehouse  facilities  of 
Kraftco  Corporation,  at  or  near  Cham¬ 
paign,  HI.,  to  points  in  Texas,  restricted 
to  traffic  originating  at  points  in  the 
named  origin. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  either  Dal¬ 
las,  Tex.,  or  Chicago,  Ill. 


No.  MC  108207  (Sub-No.  402),  filed 
August  19,  1974.  Applicant:  FROZEN 
FOOD  EXPRESS,  INC.,  318  Cadiz 
Street,  P.O.  Box  5888,  Dallas,  Tex.  75222. 
Applicant’s  representative:  J.  B.  Ham 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Foodstuffs,  from  Pana,  Ill., 
to  points  in  Arizona,  California,  New 
Mexico,  Oklahoma,  and  Texas. 

Note. — If  a  hearing  is  deemed  .necessary, 
the  applicant  requests  it  be  held  at  either 
Chicago,  Ill.,  or  Dallas,  Tex. 

No.  MC  108207  (Sub-No.  403),  filed 
August  19,  1974.  Applicant:  FROZEN 
FOOD  EXPRESS,  INC.,  318  Cadiz 
Street,  P.O.  Box  5888,  Dallas,  Tex.  75222. 
Applicant’s  representative:  J.  B.  Ham 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  products, 
meat  by-products,  and  articles  distrib¬ 
uted  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  hides  and  commodities  in 
bulk),  from  Roswell,  N.  Mex.,  t6  points 
in  Arizona,  California,  Texas,  Oklahoma, 
Arkansas,  Mississippi,  Louisiana,  Kan¬ 
sas,  Missouri,  Nebraska,  Iowa,  South  Da¬ 
kota,  Minnesota,  Wisconsin,  Illinois, 
Michigan,  Indiana,  Ohio,  and  Memphis, 
Term. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Dallas,  Tex. 

No.  MC  108298  (Sub-No.  36) ,  filed  Au¬ 
gust  19, 1974.  Applicant:  ELLIS  TRUCK¬ 
ING  CO.,  INC.,  1600  Oliver  Street,  In¬ 
dianapolis,  Ind.  46221.  Applicant’s  rep¬ 
resentative:  Edward  G.  Bazelon,  39 
South  La  Salle  Street,  Chicago,  Ill. 
60603.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities  (except  those  of  unusual 
value,  livestock,  dangerous  explosives, 
household  goods  as  defined  in  Practices 
of  Motor  Common  Carriers  of  Household 
Goods,  17  M.C.C.  467,  commodities  in 
bulk,  and  those  requiring  special  equip¬ 
ment)  ,  between  Kokomo,  Ind.,  and  junc¬ 
tion  U.S.  Highway  35  and  Indiana  High¬ 
way  9:  From  Kokomo,  Ind.,  over  U.S. 
Highway  35  to  junction  Indiana  High¬ 
way  9  and  return  over  the  same  route,  as 
an  alternate  route  for  operating  con¬ 
venience  only,  serving  no  intermediate 
points  and  serving  the  junction  of  U.S. 
Highway  35  and  Indiana  Highway  9  for 
the  purpose  of  joinder  only. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  it  be  held  at  Indianapolis,  Ind. 

No.  MC  108835  (Sub-No.  30),  filed 
August  19.  1974.  Applicant:  HYMAN 
FREIGHTWAYS,  INC.,  3030  Harbor 
Lane,  Minneapolis,  Minn.  55441.  Appli¬ 
cant’s  representative:  William  S.  Rosen, 
630  Osborn  Building,  St.  Paul,  Minn. 
55102.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  General 
commodities  (except  those  of  unusual 


value,  Classes  A  and  B  explosives,  house¬ 
hold  goods  as  defined  by  the  Commis¬ 
sion,  commodities  in  bulk,  and  those  re¬ 
quiring  special  equipment),  (1)  Between 
Minneapolis -St.  Paul,  and  Dawson, 
Minn.,  serving  the  intermediate  points  of 
Montevideo  and  Clara  City,  Minn.,  and 
the  off-route  points  of  Boyd,  Watson, 
and  Wegdahl,  Minn.:  (a)  From  Min- 
neapolis-St.  Paul,  Minn.,  over  Minnesota 
State  Highway  7,  to  junction  U.S.  High¬ 
way  212,  thence  over  U.S.  Highway  212, 
to  Dawson,  and  return  over  the  same 
route;  and  (b)  From  Minneapolis-St. 
Paul,  Minn.,  over  U.S.  Highway  12,  to 
junction  Minnesota  State  Highway  23, 
thence  over  Minnesota  State  Highway  23 
to  junction  Minnesota  State  Highway  7, 
thence  over  Minnesota  State  Highway  7 
to  junction  U.S.  Highway  212,  thence 
over  U.S.  Highway  212,  to  Dawson,  and 
return  over  the  same  route;  and  (2)  Be¬ 
tween  Minneapolis-St.  Paul  and  Dawson, 
Minn.,  serving  the  intermediate  point 
of  Montevideo,  Minn.,  and  the  off-route 
points  of  Boyd,  Watson,  Wegdahl,  and 
Clara  City,  Minn.:  (a)  From  Minneap¬ 
olis-St.  Paul,  over  U.S.  Highway  212  to 
Dawson,  Minn.,  and  return  over  the  same 
route. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  either  Mon¬ 
tevideo,  or  St.  Paul,  Minn. 

No.  MC  109692  (Sub-No.  28) ,  filed  Au¬ 
gust  12,  1974.  Applicant:  GRAIN  BELT 
TRANSPORTATION  COMPANY,  625 
Livestock  Exchange  Building,  Kansas 
City,  Mo.  64105.  Applicant’s  representa¬ 
tive:  Lucy  Kennard  Bell,  Suite  910  Fair¬ 
fax  Building,  101  West  Eleventh  Street, 
Kansas  City,  Mo.  64105.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Agricultural  equipment  and  in¬ 
dustrial  bulk  material  handling  systems, 
from  Dodge  City,  Kans.,  to  points  in  Col¬ 
orado,  Wyoming,  Montana,  North  Da¬ 
kota,  South  Dakota,  Minnesota,  and 
Nebraska;  and  (2)  machinery,  materials, 
equipment,  and  supplies  used  in  the 
manufacture  and  production  of  agricul¬ 
tural  equipment  and  industrial  bulk 
material  handling  systems,  from  points 
in  Colorado,  Wyoming,  Montana,  North 
Dakota,  South  Dakota,  Minnesota,  and 
Nebraska  to  Dodge  City,  Kans. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Kansas  City,  Mo. 

No.  MC  110420  (Sub-No.  723)  (Cor¬ 
rection)  ,  filed  July  15, 1974,  published  in 
the  Federal  Register  issue  of  August  15, 
1974,  and  republished  as  corrected  this 
issue.  Applicant:  QUALITY  CARRIERS, 
INC.,  P.O.  Box  186,  Pleasant  Prairie.  Wis. 
53158.  Applicant’s  representative:  David 
A.  Petersen  (same  address  as  applicant). 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  Wheat 
flour,  in  bulk,  in  tank  vehicles,  from  In¬ 
dianapolis,  Ind.,  to  points  in  Illinois,  In¬ 
diana,  Iowa,  Kentucky,  Michigan,  Mis¬ 
souri,  Ohio,  Tennessee,  and  Wisconsin. 

Note. — The  purpose  of  this  republlcation 
Is  to  change  docket  MC  129522  to  MC  110420 
(Sub-No.  723),  which  was  previously  pub- 
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fished  Incorrectly.  Common  control  may  be 
Involved.  If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  Indianapolis, 
Ind. 

No.  MC  110563  (Sub-No.  143),  filed 
August  14,  1974.  Applicant:  COLDWAY 
FOOD  EXPRESS,  INC.,  P.O.  Box  747 
(Ohio  Building) ,  Sidney,  Ohio  45365.  Ap¬ 
plicant’s  representative :  Joseph  M.  Scan- 
lan,  111  W.  Washington,  Chicago,  HI. 
60602.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Canned 
foods,  frozen  berries,  and  frozen  potato 
products,  from  Prospect  Harbor,  South¬ 
west  Harbor,  Belfast,  Bath,  Rockland, 
Eastport,  Easton,  Portland,  and  Aroo¬ 
stook  County,  Oxford  County,  and  Wash¬ 
ington  County,  Maine,  to  points  in 
Colorado,  Connecticut,  Delaware,  Flor¬ 
ida,  Georgia,  Illinois,  Indiana,  Iowa, 
Kansas,  Kentucky,  Maryland,  Massachu¬ 
setts,  Michigan,  Minnesota,  Missouri, 
Nebraska,  New  Hampshire,  New  Jersey, 
New  York,  North  Carolina,  Ohio,  Penn¬ 
sylvania,  Rhode  Island,  South  Carolina, 
Vermont,  Virginia,  West  Virginia,  and 
Wisconsin,  restricted  to  traffic  originat¬ 
ing  at  the  named  origin  points. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Augusta, 
Maine,  or  Boston,  Mass. 

No.  MC  111397  (Sub-No.  108),  filed 
May  28, 1974.  Applicant:  DAVIS  TRANS¬ 
PORT,  INC.,  1345  South  Fourth  Street, 
Paducah,  Ky.  42001.  Applicant’s  repre¬ 
sentative:  H.  S.  Melton,  Jr.,  P.O.  Box 
1407,  Paducah,  Ky.  42001.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Radioactive  waste  mate¬ 
rials  and  radioactive  waste  material  con¬ 
tainers,  between  facilities  of  Nuclear 
Engineering  Company,  Inc.,  located  at 
Maxey  Flats,  Ky.,  and  Barnwell  County, 
S.C.,  and  points  in  Maine,  New  Hamp¬ 
shire,  Vermont,  Massachusetts,  Rhode 
Island,  Connecticut,  New  York,  Pennsyl¬ 
vania,  New  Jersey,  Delaware,  Maryland, 
Virginia,  North  Carolina,  South  Carolina, 
Georgia,  Florida,  West  Virginia,  Ohio, 
Kentucky,  Tennessee,  Alabama,  Missis¬ 
sippi,  Louisiana,  Arkansas,  Missouri, 
Iowa,  Minnesota,  Wisconsin,  Michigan, 
Illinois,  and  Indiana,  in  non-radial 
movements. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Louisville, 
ky.,  or  Washington,  D.C. 

No.  MC  112304  (Sub-No.  83),  filed 
August  23, 1974.  Applicant:  ACE  DORAN 
HAULING  &  RIGGING  CO.,  a  Corpora¬ 
tion,  1601  Blue  Rock  Street,  Cincinnati, 
Ohio  45223.  Applicant’s  representative: 
John  D.  Herbert  (same  address  as  ap¬ 
plicant)  .  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Casting 
and  forgings,  (1)  from  the  plantsite  and 
shipping  facilities  of  Dayton  Malleable 
Iron  Co.,  at  Ironton,  Ohio,  to  the  plant- 
sites  of  York  Merit  Products,  Inc.,  at 
Fllicottville,  N.Y.,  and  Le  Roy  Machine 
Co.,  at  Le  Roy,  N.Y.;  (2)  from  the  plant- 
site  and  shipping  facilities  of  Canton 
Malleable  Iron  Co.,  at  Canton,  Ohio,  to 
the  plantsites  of  York  Merit  Products, 


Inc.,  at  Ellicottville,  N.Y.,  and  Le  Roy 
Machine  Co.,  at  Le  Roy,  N.Y.;  and  (3) 
from  the  plantsite  and  shipping  facil¬ 
ities  of  Colfor,  Inc.,  at  Malvern,  Ohio,  to 
the  plantsites  of  York  Merit  Products, 
Inc.,  at  Ellicottville,  N.Y.,  and  Le  Roy 
Machine  Co.,  at  Le  Roy,  N.Y. 

Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  applicant 
requests  It  be  held  at  Washington,  D.C.,  or 
Columbus,  Ohio. 

No.  MC  112304  (Sub-No.  84),  filed 
August  26,  1974.  Applicant:  ACE  DORAN 
HAULING  &  RIGGING  CO.,  a  Corpora¬ 
tion,  1601  Blue  Rock  Street,  Cincinnati, 
Ohio  45223.  Applicant’s  representative: 
John  D.  Herbert  (same  address  as  ap¬ 
plicant).  Authority  sought  to  operate  as 
a  common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (A)  (1) 
Material  handling  equipment;  (2)  lift 
trucks;  and  (3)  accessories,  attachments, 
and  parts  for  the  commodities  named  in 
(1)  and  (2)  above,  from  Port  Washing¬ 
ton,  Wis.,  to  points  in  the  United  States 
including  Alaska,  but  excluding  Hawaii; 
and  (B)  lift  trucks,  and  accessories,  at¬ 
tachments,  and  parts,  from  points  of 
entry  on  the  International  Boundary  line 
between  the  United  States  and  Canada 
located  at  Detroit,  Mich.,  to  points  in  the 
United  States  including  Alaska,  but  ex¬ 
cluding  Hawaii. 

Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  the  ap¬ 
plicant  requests  it  be  held  at  Chicago,  Ill.,  or 
Washington,  D.C. 

No.  MC  112627  (Sub-No.  22),  filed 
August  14,  1974.  Applicant:  OWENS 
BROS.,  INC.,  Box  247,  DansviUe,  N.Y. 
14437.  Applicant’s  representative:  S. 
Michael  Richards,  44  North  Avenue, 
Webster,  N.Y.  14580.  Authority  sought 
to  operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Malt  beverages,  from  Merri¬ 
mack,  N.H.,  to  Elmira  Heights,  Lakeville 
and  Auburn,  N.Y.,  and  from  Newark,  N.J., 
and  Columbus,  Ohio,  to  Auburn,  N.Y.; 

(2)  alcoholic  beverages,  from  New  York, 
N.Y.,  Westchester  and  Nassau  Counties, 
N.Y.,  Bergen,  Hudson,  Passaic,  Essex, 
Union,  and  Middlesex  Counties,  N.J.,  and 
Philadelphia,  Pa.,  to  Chicago,  Ill.;  and 

(3)  wines,  from  Hammondsport,  N.Y.,  to 
points  in  Maine. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Rochester  or 
Syracuse,  N.Y. 

No.  MC  113434  (Sub-No.  62),  filed 
August  15,  1974.  Applicant:  GRA-BELL 
TRUCK  LINE,  INC.,  679  Lincoln  Avenue, 
Holland,  Mich.  49423.  Applicant’s  rep¬ 
resentative:  Wilhelmina  Boersma,  1600 
First  Federal  Building,  Detroit,  Mich. 
48226.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Food¬ 
stuffs  (except  commodities  in  bulk) ,  from 
points  in  the  Lower  Peninsula  of  Michi¬ 
gan,  to  points  in  Indiana,  Illinois,  Ohio, 
Pennsylvania,  West  Virginia,  Kentucky, 
and  Wisconsin. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Washington, 
D.C.,  or  Detroit,  Mich. 


No.  MC  114273  (Sub-No.  218),  filed 
August  26,  1974.  Applicant:  CEDAR 
RAPIDS  STEEL  TRANSPORTATION, 
INC.,  P.O.  Box  68,  Cedar  Rapids,  Iowa 
52406.  Applicant’s  representative:  Robert 
E.  Konchar,  Suite  315,  Commerce  Ex¬ 
change  Building,  P.O.  Box  1943,  Cedar 
Rapids,  Iowa  52406.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  .over  irregular  routes,  transport¬ 
ing:  Foodstuffs,  in  vehicles  equipped  with 
mechanical  refrigeration,  from  St.  Louis, 
Mo.,  and  East  St.  Louis,  Ill.,  to  points  in 
Connecticut,  Delaware,  District  of 
Columbia,  Indiana,  Kentucky,  Maine, 
Maryland,  Massachusetts,  Michigan,  New 
Hampshire,  New  Jersey,  New  York,  Ohio, 
Pennsylvania,  Rhode  Island,  Vermont, 
Virginia,  and  West  Virginia. 

Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Washington,  D.C. 

No.  MC  114334  (Sub-No.  28),  filed 
August  20,  1974.  Applicant:  BUILDERS 
TRANSPORTATION  COMPANY,  a  Cor¬ 
poration,  3710  Tulane  Road,  Memphis, 
Tenn.  38116.  Applicant’s  representative: 
Sydney  J.  Butler,  900  Memphis  Bank 
Bldg.,  Memphis,  Tenn.  38103.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Cooling  towers,  and  acces¬ 
sories,  and  materials  and  supplies,  for 
cooling  towers,  between  the  plantsite  and 
facilities  of  the  E.  D.  Goodfellow  Com¬ 
pany,  Inc.,  at  or  near  Memphis,  Tenn., 
on  the  one  hand,  and,  on  the  other, 
points  in  the  United  States  (except 
Alaska  and  Hawaii) . 

NoTE.-r-If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Memphis, 
Tenn.,  or  Washington,  D.C. 

No.  MC  114632  (Sub-No.  77),  filed 
August  19,  1974.  Applicant:  APPLE 
LINES,  INC.,  212  SW.  Second,  P.O.  Box 
507,  Madison,  S.  Dak.  57042.  Applicant’s 
representative:  Bob  Gisvold,  1000  First 
National  Bank  Bldg.,  Minneapolis,  Minn. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Pesticides,  herbi¬ 
cides,  and  chemicals  other  than  in  bulk, 
from  the  plantsite  of  Monsanto  Com¬ 
pany,  at  or  near  Muscatine,  Iowa,  to 
points  in  the  United  States  (except 
Alaska  and  Hawaii) . 

Note. — Applicant  holds  contract  carrier 
authority  in  MC  129706,  therefore  dual  oper¬ 
ations  may  be  involved.  If  a  hearing  is 
deemed  necessary,  applicant  requests  it  be 
held  at  Chicago,  Ill. 

No.  MC  114969  (Sub-No.  50),  filed 
August  5,  1974.  Applicant:  PROPANE 
TRANSPORT,  INC.,  1734  State  Route 
131,  P.O.  Box  232,  Milford,  Ohio  45150. 
Applicant’s  representative:  Rudy  Yessin, 
314  Wilkinson  Street,  P.O.  Box  B,  Frank¬ 
fort,  Ky.  40601.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Petroleum  crude  oil,  in  bulk,  in  tank 
vehicles,  from  points  in  Pickett,  Fentress, 
Cumberland,  Grundy,  Scott,  and  Morgan 
Counties,  Tenn.,  to  Ashland  Pipeline 
Company’s  facilities  at  or  near  Ravenna 
(Estill  County),  Falcon  (Magoffin 
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County),  Lebanon  Junction  (  Bullitt 
County),  and  Beattyville  (Lee  County), 
Ky. 

Not*. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  LoulsvUle, 
Ky.,  or  Washington,  D.C. 

No.  MC  115311  (Sub-No.  170),  filed 
August  23,  1974.  Applicant:  J  &  M 
TRANSPORTATION  CO.,  INC.,  P.O.  Box 
488,  Milledgeville,  Ga.  31061.  Applicant’s 
representative:  K.  Edward  Wolcott,  P.O. 
Box  872,  Atlanta,  Ga.  30301.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Materials  and  supplies, 
used  in  the  manufacture  and  distribution 
of  clay  products  and  finished  products 
thereof,  (1)  from  points  in  Kentucky, 
Tennessee,  Alabama,  North  Carolina, 
South  Carolina,  Florida,  West  Virginia, 
Virginia,  Texas,  Mississippi,  and  Louisi¬ 
ana,  to  Milledgeville,  Ga.;  and  (2)  from 
points  in  Kentucky,  Tennessee,  Alabama, 
Georgia,  Louisiana,  North  Carolina, 
South  Carolina,  Mississippi,  West  Vir¬ 
ginia,  Florida,  Texas  and  Ohio,  to  Lynch¬ 
burg,  Va. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Atlanta,  Ga., 
or  Chicago,  Ill. 

No.  MC  115331  (Sub-No.  373),  filed 
June  26,  1974.  Applicant:  TRUCK 

TRANSPORT,  INCORPORATED,  29 
Clayton  Hills  Lane,  St.  Louis,  Mo.  63131. 
Applicant’s  representative:  J.  R.  Ferris, 
230  St.  Clair  Avenue,  East  St.  Louis,  HI. 
62201.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Pesticides, 
herbicides,  and  chemicals  (except  in 
bulk),  from  the  plantsite  of  Monsanto 
Company,  at  or  near  Muscatine,  Iowa,  to 
points  in  the  United  States  (except 
Alaska  and  Hawaii) . 

Note. — Applicant  can  presently  perform 
tacking  operations  by  tacking  Subs-Nos.  91 
and  189  at  El  Paso,  Ill.,  to  provide  service 
on  chemicals,  in  containers,  from  points  in 
Illinois,  Indiana,  Iowa,  Kentucky,  Michigan, 
Minnesota,  Missouri,  Nebraska,  New  York, 
Pennsylvania,  West  Virginia,  Wisconsin, 
Georgia,  Florida,  Ohio,  New  Jersey,  Califor¬ 
nia,  Nevada,  and  Tennessee  (except  Mem¬ 
phis  and  points  within  its  commercial  zone 
as  defined  by  the  Commission) ,  to  points 
in  Illinois,  Indiana,  Iowa,  Kentucky,  Mich¬ 
igan,  Minnesota,  Missouri,  Nebraska,  Ohio, 
Pennsylvania,  West  Virginia,  and  Wisconsin. 
Applicant  Indicates  it  intends  to  tack  the 
requested  authority  at  Muscatine,  Iowa,  to 
provide  service  from  points  in  Illinois, 
Indiana,  Iowa,  Kentucky,  Michigan,  Minne¬ 
sota,  Missouri,  Nebraska,  New  York,  Penn¬ 
sylvania,  West  Virginia,  Wisconsin,  Georgia, 
Florida,  Ohio,  New  Jersey,  California,  Ne¬ 
vada,  and  Tennessee  (except  Memphis  and 
points  within  its  commercial  zone  as  defined 
by  the  Commission) ,  to  points  in  the  United 
States  (except  Alaska  and  Hawaii).  If  a 
hearing  is  deemed  necessary,  applicant  re¬ 
quests  it  be  held  at  either  St.  Louis,  Mo.,  or 
Chicago,  Ill. 

No.  MC  115331  (Sub-No.  375),  filed 
August  21,  1974.  Applicant:  TRUCK 
TRANSPORT,  INCORPORATED,  29 
Clayton  Hills  Lane,  St.  Louis,  Mo.  63131. 
Applicant’s  representative:  J.  R.  Ferris, 
230  St.  Clair  Avenue,  East  St.  Louis,  HI. 
62201.  Authority  sought  to  operate  as  a 


common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  (1)  Plas¬ 
tic  pellets,  in  bulk;  (2)  dry  fertilizer  and 
dry  fertilizer  mater ials,  in  bulk;  (3)  agri¬ 
cultural  chemicals,  other  than  in  bulk; 
and  (4)  magnetic  strips  or  stripping,  (1) 
from  points  in  Stryker,  Ohio,  to  points 
in  Anderson,  Ind.,  (2)  from  Burlington, 
Iowa,  to  points  in  Illinois,  Missouri,  and 
Wisconsin;  (3)  From  Memphis,  Tenn., 
to  points  in  Colorado,  Idaho,  Montana, 
North  Dakota,  Oregon,  South  Dakota, 
and  Washington;  and  (4)  between  Mari¬ 
etta,  Ohio,  and  New  Ulm,  Minn. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  St. 
Louis,  Mo.,  or  Chicago,  Ill. 

No.  MC  116014  (Sub-No.  68),  filed 
August  21,  1974.  Applicant:  OLIVER 
TRUCKING  COMPANY,  INC.,  P.O.  Box 
53,  Winchester,  Ky.  40391.  Applicant’s 
representative:  Chandler  L.  Van  Orman, 
704  Southern  Building,  Washington,  D.C. 
20005.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Plastics 
articles,  from  the  plantsite  and  storage 
facilities  of  Evans  Products  Company, 
located  at  or  near  Chesapeake,  Va.,  to 
points  in  Arkansas,  Delaware,  Illinois, 
Indiana,  Iowa,  Kentucky,  Louisiana, 
Maryland,  Minnesota,  Michigan,  Mis¬ 
souri,  New  Jersey,  North  Carolina,  Ohio, 
Pennsylvania,  Tennessee,  Virginia,  West 
Virginia,  Wisconsin,  and  Connecticut. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Wash¬ 
ington,  D.C. 

No.  MC  116763  (Sub-No.  291),  filed 
August  12,  1974.  Applicant:  CARL  SUB- 
LER  TRUCKING,  INC.,  North  West 
Street,  Versailles,  Ohio  45380.  Appli¬ 
cant’s  representative:  H.  M.  Richters 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Foodstuffs,  from  the  fa¬ 
cilities  of  Green  Giant  Company  at 
Parkesburg,  Pa.,  to  points  in  Ohio,  West 
Virginia,  Kentucky,  and  Va. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Minneapolis, 
Minn. 

No.  MC  116763  (Sub-No.  293),  filed 
August  12,  1974.  Applicant:  CARL  SUB- 
LER  TRUCKING,  INC.,  North  West 
Street,  Versailles,  Ohio  45380.  Appli¬ 
cant’s  representative:  H.  M.  Richters 
(same  address  as  applicant).  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Foodstuffs,  from  the  fa¬ 
cilities  of  Green  Giant  Company  at 
Tucker,  Ga.,  to  points  in  Mississippi, 
Alabama,  Tennessee,  and  Florida. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Minneapolis, 
Minn. 

No.  MC  117815  (Sub-No.  235),  filed 
August  13,  1974.  Applicant:  PULLEY 
FREIGHT  LINES,  INC.,  405  S.E.  20th 
Street,  Des  Moines,  Iowa  50317.  Appli¬ 
cant’s  representative:  Larry  D.  Knox,  9th 
Floor,  Hubbell  Building,  Des  Moines, 
Iowa  50309.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 


over  irregular  routes,  transporting: 
Foodstuffs  (except  in  bulk),  (1)  from 
Hopkinton,  Luana,  Fredericksburg,  Ma- 
quoketa,  Cresco,  and  Decorah,  Iowa,  to 
Reedsburg  and  Madison,  Wis.,  and  Fari¬ 
bault,  Mt.  Lake,  Minneapolis,  St.  Paul, 
and  Browerville,  Minn.;  (2)  from  Madi¬ 
son,  Spencer,  and  Reedsburg,  Wis.,  to 
points  in  Iowa  (except  Des  Moines), 
Missouri,  Kansas,  and  Nebraska;  and  (3) 
from  Plainview,  Minn.,  to  points  in  Iowa, 
Missouri,  Kansas,  Nebraska,  Wisconsin, 
Illinois,  Indiana,  and  Michigan. 

Note. — Common  control  may  be  Involved. 

If  a  hearing  is  deemed  necessary,  applicant 
requests  it  be  held  at  St.  Paul,  Minn. 

No.  MC  118159  (Sub-No.  146),  filed 
July  25,  1974.  Applicant:  NATIONAL 
REFRIGERATED  TRANSPORT,  INC., 
525  South  Main,  Tulsa,  Okla.  74103.  Ap¬ 
plicant’s  representative:  Jack  R.  Ander¬ 
son  (same  address  as  applicant) .  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Meats,  meat  prod¬ 
ucts  meat  by-products  and  articles  dis¬ 
tributed  by  meat  packinghouses  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766  (except  hides  and  commodities  in 
bulk) ,  from  the  plantsite  and  warehouse 
facilities  of  Glover  Packing  Company, 
located  at  or  near  Roswell,  N.  Mex.,  to 
points  in  Alabama,  Connecticut,  Dela¬ 
ware,  Florida,  Georgia,  Ulinois,  Indiana, 
Kentucky,  Maine,  Maryland,  Massachu¬ 
setts,  Michigan,  New  Hampshire,  New 
Jersey,  New  York,  North  Carolina,  Ohio, 
Oklahoma,  Pennsylvania,  Rhode  Island, 
South  Carolina,  Tennessee,  Vermont, 
West  Virginia,  and  Wisconsin. 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Tulsa,  Okla., 
Dallas,  Tex.,  or  Kansas  City,  Mo. 

No.  MC  118959  (Sub-No.  118),  filed 
August  16,  1974.  Applicant:  JERRY 
LIPPS,  INC.,  130  S.  Frederick  St.,  Cape 
Girardeau,  Mo.  63701.  Applicant’s  repre¬ 
sentative:  Edward  G.  Bazelon,  39  S.  La 
Salle  Street,  Chicago,  HI.  60603.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Electric  motors, 
parts,  and  accessories,  from  the  plant 
site  of  General  Electric  Company  located 
at  or  near  Springfield,  Mo.,  to  points  in 
Tennessee,  Kentucky,  and  Texas. 

Note. — Applicant  holds  contract  carrier 
authority  in  MC  125664,  therefore  dual  op¬ 
erations  may  be  involved.  If  a  hearing  is 
deemed  necessary,  applicant  requests  it  be 
held  at  St.  Louis,  Mo. 

No.  MC  120430  (Sub-No.  8),  filed 
August  23,  1974.  Applicant:  COASTAL 
TRANSPORT  CO.,  INC.,  6300  Richmond 
Ave.,  P.O.  Box  22592,  Houston,  Tex. 
77027.  Applicant’s  representative:  Leroy 
Hallman,  4555  First  National  Bank  Bldg., 
,  Dallas  Tex.  75202.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Buildings,  complete,  knocked 
doum,  and  in  sections;  (2)  building  sec¬ 
tions,  and  building  panels;  (3)  parts  and 
accessories,  used  in  the  installation  and 
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completion  of  commodities  in  (1)  and 
(2)  above;  and  (4)  metal  pre-fabricated 
structural  components  and  panels  and 
accessories,  used  in  the  installation  and 
completion  thereof,  from  the  plantsite 
and  storage  facilities  of  Armco  Steel 
Corporation,  in  Gregg  County,  Tex.,  to 
points  in  the  United  States  (except 
Alaska  and  Hawaii) . 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  either 
Houston  or  Dallas.  Tex. 

No.  MC  123821  (Sub-No.  14),  filed  Au¬ 
gust  14,  1974.  Applicant:  LESTER  R. 
SUMMERS,  INC.,  P.O.  Box  239,  Ephrata, 
Pa.  17522.  Applicant’s  representative: 
John  M.  Musselman,  P.O.  Box  1146,  410 
North  Third  Street,  Harrisburg,  Pa. 
17108.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Crushed 
stone,  including  agricultural  limestone, 
from  points  in  Lancaster  and  Berks 
Counties,  Pa.,  to  those  points  in  Virginia 
on  the  Delmarva  peninsula. 

Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  either  Harrisburg, 
Pa.,  or  Washington,  D  C. 

No.  MC  124017  (Sub-No.  5),  filed  Au- 
gust  13,  1974.  Applicant:  ROBERT  A. 
JEFFREY,  doing  business  as  R.  JEFF¬ 
REY  &  SONS,  R.D.  #1,  Elysburg,  Pa. 
17824.  Applicant’s  representative:  John 
M.  Musselman,  P.O.  Box  1146,  410  North 
Third  Street,  Harrisburg,  Pa.  17108.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Coal,  from  points 
in  Columbia,  Dauphin,  Northumberland, 
Lackawanna,  Luzerne,  and  Schuylkill 
Counties,  Pa.,  to  ports  of  entry  on  the 
International  Boundary  line,  between 
the  United  States  and  Canada,  in  Mich¬ 
igan  and  New  York. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  either  Har¬ 
risburg,  Pa.,  or  Washington,  D.C. 

No.  MC  124174  (Sub-No.  100),  filed 
August  19,  1974.  Applicant:  MOMSEN 
TRUCKING  CO.,  a  Corporation,  2405 
Hiway  Blvd.,  Spencer,  Iowa  51301.  Ap¬ 
plicant’s  representative:  Marshall  D. 
Becker,  530  Univac  Building,  Omaha, 
Nebraska  68106.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Hides,  skins,  chromes,  and  pieces 
therefrom,  from  the  plantsite  and/or 
storage  facilities  utilized  by  Iowa  Beef 
Processors,  Inc.,  at  or  near  Amarillo, 
Tex.,  to  points  in  California,  Oregon, 
and  Washington. 

Note. — Applicant  states  that  the  re¬ 
quested  authority  can  be  tacked  with  its 
existing  authority  in  Sub-No.  85  or  the 
plantsite  of  Iowa  Beef  Processors,  Inc., 
at  Amarillo,  Tex.,  to  provide  a  through 
service  from  points  in  Illinois,  Indiana, 
Iowa,  Kentucky,  Maine,  Maryland, 
Massachusetts  (except  between  Boston, 
Mass.,  and  points  in  Lancaster  County, 
Pa.,  and  Hagerstown,  Thurmont,  and 
Westminster,  Md.),  Michigan,  Minne¬ 
sota,  Nebraska,  New  Hampshire  (except 


between  points  in  Hillsboro,  Merrimack, 
and  Cheshire  Counties,  N.H.,  on  the  one 
hand,  and,  on  the  other,  points  in  Mas¬ 
sachusetts  on  and  east  of  Massachu¬ 
setts  Highway  12  to  its  junction  at  Leo¬ 
minster,  Mass.,  with  Massachusetts 
Highway  13,  thence  points  on  and  east 
of  Massachusetts  Highway  13;  and  from 
North  Adams,  Mass.,  to  Lebanon,  N.H.), 
New  Jersey,  New  York  (except  between 
points  in  New  York),  Ohio,  Pennsyl¬ 
vania,  Tennessee,  Vermont  (except  from 
Pownal,  Vt.,  to  Salem  and  Peabody, 
Mass.,  and  Lebanon,  N.H.),  Virginia, 
Texas  (except  between  points  in  Texas, 
and  from  Houston  and  San  Antonio, 
Tex.,  to  points  in  New  Jersey  and  Mas¬ 
sachusetts),  Wisconsin  (except  to  or 
from  points  in  Ohio,  those  in  the  Upper 
Peninsula  of  Michigan,  and  Ft.  Wayne 
and  Indianapolis,  Ind.),  Buford,  Ga. 
(except  between  Buford,  Ga.,  and  points 
in  Maryland,  New  Jersey,  New  York, 
and  Pennsylvania),  New  Orleans,  La., 
and  points  in  West  Virginia,  to  points 
in  the  destination  territory  named  here¬ 
in.  Common  control  may  be  involved.  If 
a  hearing  is  deemed  necessary,  appli¬ 
cant  requests  it  be  held  at  Omaha,  Nebr., 
or  consolidated  record  with  other  sim¬ 
ilar  applications. 

No.  MC  124174  (Sub-No.  101),  filed 
August  19,  1974.  Applicant:  MOMSEN 
TRUCKING  CO.,  a  Corporation,  2405 
Hiway  Blvd.,  Spencer,  Iowa  51301.  Ap¬ 
plicant’s  representative:  Marshall  D. 
Becker,  530  Univac  Building,  7100  West 
Center  Road,  Omaha,  Nebr.  68106.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Iron  and  steel  and 
iron  and  steel  articles  (except  commodi¬ 
ties  in  bulk),  from  the  plantsite  and 
storage  facilities  of  Continental  Steel 
Corporation  located  at  or  near  Kokomo, 
Ind.,  to  points  in  Arkansas,  Colorado, 
Connecticut,  Georgia,  Iowa,  Kansas, 
Maine,  Massachusetts,  Minnesota,  Mis¬ 
souri,  Nebraska,  New  Hampshire^  New 
Jersey,  New  York,  North  Dakota,  Okla¬ 
homa,  Pennsylvania,  Rhode  Island, 
South  Dakota,  Texas,  Vermont,  Vir¬ 
ginia,  West  Virginia,  Wisconsin,  Phoe¬ 
nix  Manufacturing  Co.,  Joliet,  HI.,  and 
Enterprise  Wire  Co.,  at  Blue  Island,  Ill., 
restricted  to  traffic  destined  to  the 
named  destination  points. 

Note. — Common  control  may  be  involved. 
If  a  hearing  Is  deemed  necessary,  applicant 
requests  it  be  held  at  Indianapolis,  Ind. 

No.  MC  124212  (Sub-No.  78),  filed 
August  23,  1974.  Applicant:  MITCHELL 
TRANSPORT,  INC.,  6500  Pearl  Road, 
P.O.  Box  30248,  Cleveland  Ohio  44130. 
Applicant’s  representative:  J.  A.  Kundtz, 
1100  National  City  Bank  Building,  Cleve¬ 
land,  Ohio  44114.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Cement,  in  bulk,  in  tank  vehicles, 
from  the  distribution  facility  of  Lehigh 
Portland  Cement  Company,  located  at 
Evendale  (Cincinnati),  Ohio,  to  points 
in  Indiana  and  Kentucky. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Washington, 
DC. 


No.  MC  125035  (Sub-No.  39),  filed 
August  12,  1974.  Applicant:  RAY  E. 
BROWN  TRUCKING,  INC.,  P.O.  Box 
501,  Massillon,  Ohio  44646.  Applicant’s 
representative:  David  L.  Pemberton,  50 
West  Broad  Street,  Columbus,  Ohio 
43215.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Food¬ 
stuffs  (except  meat,  meat  by-products 
and  commodities  in  bulk) ,  from  Orrville, 
Ohio,  to  Scranton  and  Philadelphia,  Pa. 
(except  those  points  in  the  Philadelphia, 
Pa.,  Commercial  Zone  in  N.J.),  under 
contract  or  contracts  with  the  J.  M. 
Smucker  Company. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Cleveland 
or  Columbus,  Ohio. 

No.  MC  125403  (Sub-No.  7) ,  filed  Au¬ 
gust  19,  1974.  Applicant:  S.T.L.  TRANS¬ 
PORT,  INC.,  1000  Jefferson  Road, 
Rochester,  N.Y.  14623.  Applicant’s  rep¬ 
resentative:  S.  Michael  Richards,  44 
North  Avenue,  Webster,  N.Y.  14580. 
Authority  sought  to  operate  as  a  con¬ 
tract  carrier,  by  motor  vehicle,  over  ir¬ 
regular  routes,  transporting:  (1)  Paper, 
paperboard  or  pulpboard  boxes,  pails 
and  trays  and  cellulose  plastic  film  and 
foil  when  moving  theremth;  and  (2) 
Materials,  supplies,  and  equipment  used 
in  the  manufacture  of  the  products 
named  in  (1)  above,  (1)  from  Newark, 
N.Y.,  to  points  in  New  York,  New  Jer¬ 
sey,  Connecticut,  Massachusetts,  Mary¬ 
land,  Ohio,  and  Pennsylvania;  and  (2) 
from  points  in  New  York,  New  Jersey, 
Connecticut,  Massachusetts,  Maryland, 
Ohio,  and  Pennsylvania,  to  points  in 
Newark,  N.Y.,  under  continuing  con¬ 
tract  with  Fibreboard  Corporation. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  San 
Francisco,  Calif. 

No.  MC  127539  (Sub-No.  38)  (Correc¬ 
tion)  ,  filed  May  20,  1974,  and  published 
in  the  Federal  Register  issue  of  Au¬ 
gust  22,  1974,  and  republished  as  cor¬ 
rected  this  issue:  Applicant:  PARKER 
REFRIGERATED  SERVICE,  INC.,  3533 
Easts  11th  Street,  Tacoma,  Wash.  98421. 
Applicant’s  representative:  George  R. 
LaBissoniere,  Suite  101,  130  Andover 
Park  East,  Seattle,  Wash.  98188.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  (1)  Potato  prod¬ 
ucts,  not  frozen,  when  moving  in  vehicles 
equipped  with  mechanical  refrigeration, 
from  points  in  Morrow  County,  Oreg., 
to  points  in  Arizona,  California,  Ne¬ 
vada,  and  Washington;  (2)  frozen  foods, 
from  points  in  Jefferson  and  Morrow 
Counties,  Oreg.,  to  points  in  Arizona, 
California,  Nevada,  and  Washington; 
and  (3)  Mexican  foods,  consisting  of 
tortillas  and  taco  shells  and  sauce  and 
burrettos,  not  frozen,  when  moving  in 
vehicles  equipped  with  mechanical  re¬ 
frigeration,  from  the  plantsite  and  stor¬ 
age  facilities  of  Toltec  Foods  at  Rich¬ 
mond,  Calif.,  to  points  in  Oregon  and 
Washington. 

Note. — The  purpose  of  this  republication 
Is  to  oorrect  the  commodity  and  territorial 
descriptions.  If  a  hearing  Is  deemed  nec- 
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esaary,  applicant  requests  it  be  held  at 
Seattle,  Wash. 

No.  MC  128030  (Sub-No.  80) .  filed  Au¬ 
gust  5,  1974.  Applicant:  THE  STOUT 
TRUCKING  CO.,  INC.,  P.O.  Box  177, 
Urbana,  HI.  61801.  Applicant's  repre¬ 
sentative:  John  R.  Madler,  1255  N. 
Sandburg  Terrace,  Terrace  Suite  1608, 
Chicago,  HI.  60610.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  (1)  Cooling  towers,  closed  circuit 
coolers,  evaporative  condensers,  and 
parts  thereof,  and  (2)  materials,  equip - 
ment,  and  supplies  used  in  the  manufac¬ 
ture,  distribution,  and  shipping  of  those 
commodities  described  in  (1)  above,  be¬ 
tween  Paxton,  HI.,  on  the  one  hand,  and, 
on  the  other,  points  in  the  United  States 
(except  Alaska  and  Hawaii). 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  either 
Springfield  or  Chicago,  Ill. 

No.  MC  128866  (Sub-No.  51) ,  filed  Au¬ 
gust  15,  1974.  Applicant:  B&B  TRUCK¬ 
ING,  INC.,  P.O.  Box  128,  Cherry  Hill,  N.J. 
08034.  Applicant’s  representative:  J. 
Michael  Farrell,  1725  K  St.  NW„  Wash¬ 
ington,  D.C.  20006.  Authority  sought  to 
operate  as  a  contract  carrier  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting : 
Aluminum  food  containers,  from  the  dis¬ 
tribution  facilities  of  Penny  Plate,  Inc.,  at 
Atkins,  Ark.,  to  Chicago,  Deerfield,  and 
Quincy,  Ill.;  Winchester,  Ind.;  New 
Hampton,  Iowa;  Carrollton,  Kansas 
City,  Macon,  and  Marshall,  Mo.;  Cherry 
Hill,  and  Seabrook,  N.J.;  Charlotte.  Con¬ 
cord,  Greensboro,  and  Salisbury,  N.C.; 
Cleveland,  Jackson,  Solon,  and  Willston, 
Ohio;  Chickasha,  and  Tulsa,  Okla.; 
Chambersburg,  Fredericksburg,  King  of 
Prussia,  and  Philadelphia,  Pa.;  Austin, 
Dallas,  Duncanville,  and  San  Antonio, 
Tex.,  and  Crozet  and  Waynesboro,  Va., 
under  contract  with  Penny  Plate,  Inc. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Washington, 
D.C.,  or  Philadelphia,  Pa. 

No.  MC  133095  (Sub-No.  65),  filed  Au¬ 
gust  19,  1974.  Applicant:  TEXAS- 

CONTINENTAL  EXPRESS,  INC.,  P.O. 
Box  434,  Euless,  Tex.  76039.  Applicant’s 
representative:  Rocky  Moore  (same  ad¬ 
dress  as  applicant).  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Alcohol  and  alcoholic  beverages  in 
mechanically  refrigerated  equipment 
(except  commodities  in  bulk),  from 
points  in  New  York  and  New  Jersey,  to 
points  in  Kansas,  Missouri,  Colorado, 
Utah,  and  New  Mexico. 

Note. — Applicant  holds  contract  carrier 
authority  in  MC  136032,  therefore  dual  op¬ 
erations  may  be  involved.  If  a  hearing  is 
deemed  necessary,  applicant  requests  it  be 
held  at  Dallas,  Tex.,  or  Washington,  D.C. 

No.  MC  133095  (Sub-No.  66).  filed  Au¬ 
gust  19,  1974.  Applicant:  TEXAS- 

CONTINENTAL  EXPRESS,  INC.,  P.O. 
Box  434,  Euless,  Tex.  76039.  Applicant’s 
representative:  Rocky  Moore  (same  ad¬ 
dress  as  applicant) .  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  Irregular  routes,  transport¬ 


ing:  Carcass  lambs,  from  the  plantsite 
of  Wilson  &  Co.,  Inc.,  at  Denver,  Colo., 
to  Garden  City,  Mt.  Kisco,  Waterford, 
and  New  York,  N.Y.;  Edison,  N.J.;  Bos¬ 
ton,  Mass.;  Philadelphia,  Pa.;  and  Wash¬ 
ington,  D.C.,  restricted  to  traffic  originat¬ 
ing  at  the  above  specified  plantsite. 

Note. — Applicant  holds  motor  contract  car¬ 
rier  authority  in  MC  136032,  therefore  dual 
operations  may  be  Involved.  If  a  hearing  is 
deemed  necessary,  applicant  requests  it  be 
held  at  Dallas,  Tex.,  or  Oklahoma  City,  Okla. 

No.  MC  133189  (Sub-No.  7),  filed  Au¬ 
gust  14,  1974.  Applicant:  VANT  TRANS¬ 
FER,  INC.,  5075  Mulcare  Drive,  .Minne¬ 
apolis,  Minn.  55421.  Applicant’s  repre¬ 
sentative:  James  S.  Holmes,  4610  IDS 
Center,  Minneapolis,  Minn.  55402.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Iron  and  steel  ar¬ 
ticles,  including  articles  of  aluminum, 
brass,  copper,  and  stainless  steel,  from 
points  in  Cook  and  Du  Page  Counties,  Ill., 
to  points  in  Minnesota. 

Note. — Applicant  states  that  the  requested 
authority  can  be  tacked  with  its  existing  au¬ 
thority  in  Sub-No.  I  at  the  plantsite  of 
Northstar  Steel  Company  at  Newport,  Minn., 
to  provide  a  through  service  from  Cook  and 
Du  Page  Counties,  IU.,  to  points  in  Colorado, 
Idaho,  Montana,  Nebraska,  North  Dakota, 
South  Dakota,  Washington,  Wisconsin, 
Wyoming,  and  Utah.  If  a  hearing  is  deemed 
necessary,  the  applicant  requests  it  be  held 
at  either  Chicago,  Ill.,  or  Minnesapolis, 
Minn. 

No.  MC  133966  (Sub-No.  37) ,  filed  Au¬ 
gust  19,  1974.  Applicant:  NORTH  EAST 
EXPRESS,  INC.,  P.O.  Box  61,  Mountain- 
top,  Pa.  18707.  Applicant’s  representa¬ 
tive:  Kenneth  R.  Davis,  999  Union  Street, 
Taylor,  Pa.  18517.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Miniature  golf  courses,  portable 
tennis  courts,  and  games  and  toys,  from 
Scranton,  Pa.,  to  points  in  the  United 
States  (except  Alaska  and  Hawaii) . 

Note. — Common  control  may  be  involved. 
If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Washington,  D.C. 

No.  MC  134477  (Sub-No.  72) ,  filed  Au¬ 
gust  23,  1974.  Applicant:  SCHANNO 
TRANSPORTATION,  INC.,  5  West  Men- 
dota  Road,  West  St.  Paul,  Minn.  55118. 
Applicant’s  representative:  Thomas 
Fischbach  (same  address  as  applicant) . 
Authority  sought  to  operate  as  a  com¬ 
mon  carrier,  by  motor  vehicle,  over  irreg¬ 
ular  routes,  transporting:  Matches  and 
woodenware,  from  Oakland  and  Dixfleld, 
Maine,  and  Springfield,  Mass.,  to  Okla¬ 
homa  City,  Okla.,  and  Dallas,  Houston, 
and  Garland,  Tex. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Minneapolis, 
Minn.,  or  New  York,  N.Y. 

No.  MC  136246  (Sub-No.  5),  filed  Au¬ 
gust  9,  1974.  Applicant:  GEORGE  BROS. 
INC.,  P.O.  Box  492,  Sutton,  Nebr.  68979. 
Applicant’s  representative:  Arlyn  L. 
Westergren,  Suite  530  Univac  Bldg.,  7100 
West  Center  Road,  Omaha,  Nebr.  68106. 
Authority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  Anhydrous  am¬ 


monia,  from  Clairton,  Pa.,  to  points  in 
Nebraska,  Kansas,  Iowa,  and  Missouri. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Omaha, 
Nebr.,  or  Kansas  City,  Kans. 

No.  MC  136342  (Sub-No,  5),  filed  Au¬ 
gust  21,  1974.  Applicant:  JACKSON  fc 
JOHNSON,  INC.,  West  Church  Street, 
Box  7,  Savannah,  New  York  13146.  Ap¬ 
plicant’s  representative:  S.  Michael 
Richards,  44  North  Avenue,  P.O.  Box  225, 
Webster,  New  York  14580.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Cranberries  and  cranberry 
products,  from  Hanson,  Onset,  and  Mid- 
dleboro.  Mass.,  and  Bordentown,  N.J.,  to 
points  in  New  York  State,  under  continu¬ 
ing  contract  with  Ocean  Spray  Cranber¬ 
ries,  Inc. 

Note. — Applicant  holds  common  carrier 
authority  in  MC  134197  and  Sub  1,  therefore 
dual  operations  may  be  involved.  If  a  hearing 
is  deemed  necessary,  the  applicant  requests 
it  be  held  at  Boston,  Mass. 

No.  MC  136647  (Sub-No.  17) ,  filed  Au¬ 
gust  21,  1974.  Applicant:  GREEN 

MOUNTAIN  CARRIERS,  INC.,  P.O.  Box 
1319,  Albany,  N.Y.  12201.  Applicant’s  rep¬ 
resentative:  David  W.  Curtis,  192  College 
Street,  Burlington,  Vt.  05401.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  General  commodities  (ex¬ 
cept  those  of  unusual  value,  Classes  A 
and  B  explosives,  household  goods  as  de¬ 
fined  by  the  Commission,  commodities  in 
bulk,  and  those  requiring  special  equip¬ 
ment),  between  points  in  Vermont,  on 
the  one  hand,  and,  on  the  other,  Cleve¬ 
land,  Ohio,  Detroit,  Mich.,  Indianapolis, 
Ind.,  Milwaukee,  Wis.,  Minneapolis, 
Minn.,  Cook,  Tupage,  Kane,  Kankakee, 
Lake,  and  Will  Counties,  HI.,  and  Lake, 
Laporte,  and  Porter  Counties,  Ind. 

Note. — Common  control  may  be  Involved. 
If  a  hearing  is  deemed  necessary,  applicant 
requests  it  be  held  at  either  Burlington  or 
Rutland,  Vt. 

No.  MC  136752  (Sub-No.  3),  filed  Au¬ 
gust  12,  1974.  Applicant:  MARAUDER 
MARINE  CORPORATION,  7826  Belling¬ 
ham  Avenue,  North  Hollywood,  Calif. 
91605.  Applicant’s  representative:  David 
P.  Christianson,  825  City  National  Bank 
Bldg.,  Los  Angeles,  Calif.  90014.  Author¬ 
ity  sought  to  operate  as  a  contract  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes  transporting:  Boats,  supplemen¬ 
tal  equipment,  and  accessories,  between 
points  in  Los  Angeles  County,  Calif.,  on 
the  one  hand,  and,  on  the  other,  points 
in  the  United  States  (except  Alaska  and 
Hawaii) ,  under  a  continuing  contract  or 
contracts  with  Catalina  Yachts,  Inc.,  of 
North  Hollywood,  Calif. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Los  Angeles, 
Calif. 

No.  MC  138018  (Sub-No.  15)  (Correc¬ 
tion)  ,  filed  July  5,  1974,  published  in  the 
Federal  Register  issue  of  August  29, 
1974,  and  republished  as  corrected  this 
issue.  Applicant:  REFRIGERATED 
FOODS,  INC.,  1420  33rd  Street.  Denver. 
Colo.  80201.  Applicant’s  representative: 
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Donald  L.  Stem,  Suite  530  Univac  Build¬ 
ing,  7100  West  Center  Road,  Omaha, 
Nebr.  68106.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting: 
Meats,  meat  products,  meat  by-products, 
and  articles  distributed  by  meat  packing¬ 
houses  as  described  in  Sections  A  and  C 
of  Appendix  I  to  the  Report  in  Descrip¬ 
tions  in  Motor  Carrier  Certificates,  61 
M.C.C.  209  and  766,  from  Denver,  Com¬ 
merce  City,  Sterling,  Bush,  Port  Morgan 
and  Greeley,  Colo.,  to  Portland,  Forest 
Grove,  and  Hillsboro,  Oreg.;  Seattle  and 
Ellensburg,  Wash.;  Phoenix  and  Tuscon, 
Ariz.;  Salt  Lake  City,  Utah;  Reno  and 
Carson  City,  Nev.;  Albuquerque  and  Gal¬ 
lup,  N.  Mex.;  El  Paso,  Houston,  Pasa¬ 
dena,  Beaumont,  and  Laredo,  Tex.;  and 
points  in  California. 

Note. — The  purpose  of  this  republlcation 
Is  to  completely  amend  the  previous  publi¬ 
cation  and  indicate  the  authority  sought  In 
this  docket.  Applicant  holds  contract  carrier 
authority  In  No.  MC-124377  and  subs  there¬ 
under,  therefore  dual  operations  may  be  In¬ 
volved.  Common  control  was  approved  In  No. 
MC-F-11529.  Duplicating  authority  Is  not 
sought  but  may  exist  with  applicant’s  pend¬ 
ing  No.  MC  138018  (Sub-No.  8).  If  a  hearing 
Is  deemed  necessary,  applicant  requests  It  be 
held  at  Denver,  Colo. 

No.  MC  138144  (Sub-No.  5),  filed 
June  17,  1974.  Applicant:  FRED  OLSON 
CO.,  INC.,  7022  West  State  Street,  Mil¬ 
waukee,  Wis.  53213.  Applicant’s  repre¬ 
sentative:  Allan  B.  Torhorst,  217  East 
Jefferson  St.,  Burlington,  Wis.  53105.  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  General  commodi¬ 
ties  (except  those  of  unusual  value, 
Classes  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission,  and 
commodities  in  bulk),  between  Milwau¬ 
kee,  Wis.,  and  Wales,  Wis. 

Note. — Common  control  and  dual  opera¬ 
tions  may  be  Involved.  Applicant  states  that 
the  requested  authority  can  be  tacked  with 
Its  existing  authority  In  MC  138144  at  Mil¬ 
waukee,  Wis.,  (1)  to  provide  service  between 
Chicago,  Ill.,  and  Wales,  Wis.,  and  (2)  to  pro¬ 
vide  service  between  specified  portions  of 
Milwaukee  County,  Wis.,  and  Wales,  Wis.  If  a 
hearing  Is  deemed  necessary,  applicant  re¬ 
quests  It  be  held  at  Milwaukee,  Wis.,  or  Chi¬ 
cago,  IU. 

No.  MC  138621  (Sub-No.  4) ,  filed  Au¬ 
gust  19,  1974.  Applicant :  MOUW 

TRANSPORTATION,  INC.,  307  Maple 
Drive,  Sibley,  Iowa  51249.  Applicant’s 
representative:  Patrick  E.  Quinn,  605 
South  14th  Street,  P.O.  Box  82028,  Lin¬ 
coln,  Nebr.  68501.  Authority  sought  to  op¬ 
erate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Soybean  meal,  soybean  mill  run,  and  soy¬ 
bean  hulls,  dry,  in  bags  or  bulk,  from  the 
plantsite  of  Farmland  Industries,  Inc.,  at 
or  near  Sergeant  Bluff,  Iowa,  to  points  in 
Illinois,  Kansas,  Minnesota,  Missouri, 
Nebraska,  North  Dakota,  South  Dakota, 
Wisconsin,  and  Wyoming. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Sioux 
City,  Iowa,  or  Omaha,  Nebr. 


No.  MC  138193  (Sub-No.  16) ,  filed  Au¬ 
gust  15,  1974.  Applicant:  ROBERTS  It 
OAKE.  INC.,  208  South  La  Salle  Street, 
Chicago,  Ill.  60604.  Applicant’s  represen¬ 
tative:  Jacob  P.  Billig,  1126  16th  Street 
NW,  Washington,  D.C.  20036.  Authority 
sought  to  operate  as  a  contract  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  (1)  Meats,  meat  products, 
and  meat  by-products,  as  defined  by  the 
Commission  in  Sections  A,  B,  and  C  of 
Appendix  I  to  the  report  in  Descriptions 
in  Motor  Carrier  Certificates,  61  M.C.C. 
209  and  766  (except  hides  and  liquid  com¬ 
modities  in  bulk) ,  from  the  plantsite  and 
storage'facilities  of  John  Morrell  &  Co.  at 
Sioux  City,  Iowa,  to  points  in  Connecti¬ 
cut,  Delaware,  Maine,  Maryland,  Mas¬ 
sachusetts,  Michigan,  New  Hampshire, 
New  Jersey,  New  York,  Ohio,  Pennsyl¬ 
vania,  Rhode  Island,  Vermont,  West  Vir¬ 
ginia,  Virginia,  and  the  District  of  Co¬ 
lumbia,  and  (2)  such  commodities  as  are 
used  by  meat  packers  in  the  conduct  of 
their  business,  from  points  in  the  desti¬ 
nation  states  described  in  (1)  above,  to 
Sioux  City,  Iowa,  under  contracts  with 
John  Morrell  &  Co. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Chicago,  Ill., 
or  Washington,  D.C. 

No.  MC  139253  (Sub-No.  2) ,  filed  Au¬ 
gust  22,  1974.  Applicant:  SOUTHEAST¬ 
ERN  WAREHOUSING  AND  DISTRIBU¬ 
TION  CORPORATION,  Westside  Indus¬ 
trial  Park,  P.O.  Box  1195,  Johnson  City, 
Tenn.  37601.  Applicant’s  representative: 
Robert  L.  Baker,  618  Hamilton  Bank 
Building,  Nashville,  Tenn.  37219.  Author¬ 
ity  sought  to  operate  as  a  common  car¬ 
rier,  by  motor  vehicle,  over  irregular 
routes,  transporting:  General  commodi¬ 
ties  (except  articles  of  unusual  value, 
commodities  in  bulk,  classes  A  and  B  ex¬ 
plosives,  and  used  household  goods  as  de¬ 
fined  by  the  Commission),  between 
Greeneville,  Tenn.,  on  the  one  hand,  and, 
on  the  other,  points  in  Washington, 
Green,  Sullivan,  and  Carter  Counties, 
Tenn. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Johnson 
City,  Tenn.,  or  Washington,  D.C. 

No.  MC  139460  (Sub-No.  13),  filed 
July  31,  1974.  AppUcant:  FORT  ED¬ 
WARD  EXPRESS  CO.,  INC.,  Route  9, 
Saratoga  Road,  Fort  Edward,  N.Y.  12828. 
Applicant’s  representative:  J.  Fred 
Relyea  (same  address  as  applicant) .  Au¬ 
thority  sought  to  operate  as  a  common 
carrier,  by  motor  vehicle,  over  Irregular 
routes,  transporting:  Liquefied  petro¬ 
leum  gas,  in  bulk,  in  tank  vehicles,  from 
Portsmouth,  N.H.,  to  points  in  Connecti¬ 
cut,  Maine,  Massachusetts,  New  Hamp¬ 
shire,  New  Jersey,  New  York,  Pennsyl¬ 
vania,  Rhode  Island,  and  Vermont. 

Note. — Common  control  was  approved  in 
MC-F-11766.  If  a  hearing  Is  deemed  neoes- 
sary,  applicant  requests  It  be  held  at  either 
Washington,  D.C.,  or  Boston,  Mass. 

No.  MC  139482  (Sub-No.  1),  filed 
August  26,  1974.  Applicant:  NEW  ULM 
FREIGHT  LINES,  INC.,  County  Road 


No.  29  West,  New  Ulm,  Minn.  56073.  Ap¬ 
plicant’s  representative:  Samuel  Ruben- 
stein,  301  North  Fifth  Street,  Minne¬ 
apolis,  Minn.  55403.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Refrigerated  door  gaskets,  from 
New  Ulm,  Minn.,  to  Amana,  Iowa. 

Non _ Common  control  may  be  Involved. 

Applicant  holds  contract  carrier  authority  in 
MC  133882,  therefore  dual  operations  may  be 
Involved  also.  If  a  hearing  is  deemed  neces¬ 
sary,  the  applicant  requests  it  be  held  at  New 
Ulm,  Mankato,  Minneapolis,  or  St.  Paul, 
Minn. 

No.  MC  139637  (Sub-No.  3),  filed 
August  22,  1974.  Applicant:  HERDI6  E. 
GAMMON,  doing  business  as  HERDIS 
E.  GAMMON  TRUCKING,  140  West 
Lincoln,  Chandler,  Ind.  47610.  Appli¬ 
cant’s  representative:  Walter  F.  Jones, 
Jr.,  601  Chamber  of  Commerce  Bldg., 
Indianapolis,  Ind.  46204.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Coal,  from  points  in 
Spencer,  Warwick,  Pike,  and  Vander¬ 
burgh  Counties,  Ind.,  to  points  in  Daviess, 
Hancock,  Ohio,  Butler,  Muhlenberg, 
Hopkins,  Union,  Christian,  Brecken- 
ridge,  and  McLean  Counties,  Ky. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Indianapolis, 
Ind.,  or  Louisville,  Ky. 

No.  MC  139913  (Correction) ,  filed 
May  16,  1974,  published  in  the  Federal 
Register  issue  of  July  11,  1974,  and  re¬ 
published  as  corrected  this  issue.  Appli¬ 
cant:  FOSTER’S  FREIGHT,  INC.,  174 
Passaic  Street,  Garfield,  N.J.  07026.  Ap¬ 
plicant’s  representative:  Robert  B.  Pep¬ 
per,  168  Woodbridge  Avenue,  Highland 
Park,  N.  J.  08904.  Authority  sought  to  op¬ 
erate  as  a  contract  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transport¬ 
ing:  such  merchandise  as  dealt  in  by 
wholesale,  retail,  and  chain  grocery 
food  business  houses,  building  supply 
houses,  and  chain  retail  department 
stores,  and  in  connection  therewith,  such 
equipment,  materials,  and  supplies  used 
in  the  conduct  of  such  businesses  (except 
commodities  in  bulk) ,  between  Vomado, 
Inc.’s,  facilities  in  Carlstadt,  East  Bruns¬ 
wick,  East  Hanover,  Edison,  Fairfield, 
Garfield,  North  Brunswick,  and  South 
Plainfield,  N.J.,  and  Guilderland  Center, 
N.Y.,  and  Santa  Fe  Springs,  Calif.,  on 
the  one  hand,  and,  on  the  other,  points 
in  the  United  States  (except  Hawaii  and 
Alaska),  under  a  continuing  contract 
with  Vomado,  Inc.,  and  its  subsidiaries. 

Note. — The  purpose  of  this  republlcation 
is  to  include  building  supply  houses  in  the 
requested  commodity  description.  If  a  hear¬ 
ing  Is  deemed  necessary,  the  applicant  re¬ 
quests  It  be  held  at  Washington,  D.C.,  or 
Newark,  N.J. 

No.  MC  139920  (Sab-No.  1),  filed 
August  22,  1974.  Applicant:  HEAD  EN¬ 
TERPRISES,  INC.,  Route  2,  P.O.  Box  88, 
Adairsville,  Ga.  30103.  Applicant’s  rep¬ 
resentative:  Virgil  H.  Smith,  1587 
Phoenix  Boulevard,  Suite  12.  Atlanta, 
Ga.  30349.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
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over  irregular  routes,  transporting: 
Limestone,  ground,  in  bulk,  from  the 
plantsite  of  Thompson- Weinman  & 
Company,  at  Gantts  Quarry,  Ala.,  and 
Cartersville,  Ga.,  to  points  in  Mayes 
County,  Okla. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Atlanta,  Ga. 

No.  MC  139968,  filed  June  7,  1974.  Ap¬ 
plicant:  NATIONAL  CONSTRUCTION 
CORP.  OP  FLORIDA,  12050  NW.  South 
River  Drive,  Miami,  Fla.  33012.  Appli¬ 
cant’s  representative:  Bernard  C.  Pest- 
coe,  Biscayne  Building,  Miami,  Fla. 
33130.  Authority  sought  to  operate  as  a 
contract  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Cement 
clinker,  gypsum,  bunker  C  fuel,  and  re¬ 
lated  commodities  (except  commodities 
in  bulk,  in  tank  vehicles) ,  between  points 
in  Dade  and  Broward  Counties,  Fla.,  re¬ 
stricted  to  prior  or  subsequent  transpor¬ 
tation  in  interstate  or  foreign  commerce, 
under  a  continuing  contract  or  contracts 
with  Maule  Industries,  Inc. 

Note. — It  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Miami,  Fla., 
or  Washington,  D.C. 

No.  MC  140008  (Sub-No.  1),  filed 
August  2,  1974.  Applicant:  WELLING¬ 
TON  TRANSPORTATION  CORPORA¬ 
TION,  3224  South  Kingshighway,  St. 
Louis,  Mo.  63139.  Applicant’s  representa¬ 
tive:  Lucy  Kennard  Bell,  Suite  910  Fair¬ 
fax  Building,  101  West  Eleventh  Street, 
Kansas  City,  Mo.  64105.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Foodstuffs  and  ingredients,  mate¬ 
rials,  and  supplies  used  in  the  production 
rnd  packaging  thereof;  industrial  fra¬ 
grances  and  advertising  materials  when 
moving  separately  from  the  commodities 
to  which  they  relate;  and  exempt  com¬ 
modities,  when  moving  in  the  same  ve¬ 
hicle  and  at  the  same  time  with  com¬ 
modities,  the  transportation  of  which  is 
not  exempt  from  economic  regulation, 
(1)  between  the  plantsite  and  warehouse 
facilities  of  Universal  Flavors  of  Mis¬ 
souri,  Inc.,  at  St.  Louis,  Mo.,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States  (except  Alaska  and 
Hawaii),  (2)  between  the  plantsite  and 
warehouse  facilities  of  Rapid  Realty,  Inc., 
at  Elk  Rapids,  Mich.,  on  the  one  hand, 
and,  on  the  other,  points  in  the  United 
States  (except  Alaska  and  Hawaii),  (3) 
between  the  plantsite  and  warehouse 
facilitites  of  Re-Mi  Foods,  Inc.,  at  Ben- 
senville.  Ill.,  on  the  one  hand,  and,  on 
the  other,  points  in  the  United  States 
(except  Alaska  and  Hawaii),  (4)  be¬ 
tween  the  plantsite  and  warehouse  facil¬ 
ities  of  Universal  Flavors  of  New  Jersey, 
Inc.,  at  Somerset,  N.J.,  on  the  one  hand, 
and,  on  the  other,  points  in  the  United 
States  (except  Alaska  and  Hawaii). 

(5)  Between  the  plantsite  and  ware¬ 
house  facilities  of  Green  &  Green,  Inc., 
at  Houston,  Tex.,  on  the  one  hand,  and, 
on  the  other,  points  in  the  United  States 
(except  Alaska  and  Hawaii) ,  (6)  between 
the  plantsite  and  warehouse  facilities  of 
Universal  Flavors  of  California,  Inc.,  at 
Santa  Ana,  Calif.,  on  the  one  hand,  and, 


on  the  other,  points  in  the  United  States 
(except  Alaska  and  Hawaii) ,  (7)  between 
the  plantsite  and  warehouse  facilities  of 
Aromix,  Inc.,  at  Chicago,  HI.,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States  (except  Alaska  and  Ha¬ 
waii)  ,  and  (8)  between  the  plantsite  and 
warehouse  facilities  of  Universal  Fla¬ 
vors  of  Indiana,  Inc.,  at  Indianapolis, 
Ind.,  on  the  one  hand,  and,  on  the  other, 
points  in  the  United  States  (except  Alas¬ 
ka  and  Hawaii) ,  under  a  continuing  con¬ 
tract  or  contracts  with  Universal  Flavors 
of  Missouri,  Inc.,  of  Indianapolis,  Ind.; 
Rapid  Realty,  Inc.,  of  Indianapolis,  Ind.; 
Re-Mi  Foods,  Inc.,  of  Indianapolis,  Ind.; 
Universal  Flavors  of  New  Jersey,  Inc.,  of 
Indianapolis,  Ind.;  Green  &  Green,  Inc., 
of  Indianapolis,  Ind.;  Universal  Flavors 
of  California,  Inc.,  of  Indianapolis,  Ind.; 
Aromix,  Inc.,  of  Indianapolis,  Ind.;  and 
Universal  Flavors  of  Indiana,  Inc.,  of  In¬ 
dianapolis,  Ind. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  either 
Kansas  City,  Mo.,  or  St.  Louis,  Mo. 

No.  MC  140103,  filed  August  1,  1974. 
Applicant:  ROGERS  TRUCK  LINES, 
INC.,  P.O.  Box  97,  Webster  City,  Iowa 
50595.  Applicant’s  representative:  Wil¬ 
liam  J.  Boyd,  29  South  LaSalle  Street, 
Suite  330,  Chicago,  Ill.  60603.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Meats,  meat  produets  and 
meat  by-products,  and  articles  distrib¬ 
uted  by  meat  packinghouses,  as  de¬ 
scribed  in  Sections  A  and  C  of  Appendix 
I  to  the  report  in  Descriptions  in  Motor 
Carrier  Certificates,  61  M.C.C.  209  and 
766,  from  Omaha,  Nebr.,  Sioux  City, 
Iowa,  and  West  Fargo,  N.  Dak.,  to  Ohio, 
Pennsylvania,  New  Jersey,  Connecticut, 
Rhode  Island,  Massachusetts,  Maine, 
Vermont,  New  Hampshire,  New  York, 
Delaware,  Maryland,  Virginia,  West  Vir¬ 
ginia,  and  the  District  of  Columbia. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Chicago, 
Ill. 

No.  MC  140136,  filed  August  23,  1974. 
Applicant:  TOM’S  TRANSFER,  INC., 
118  North  First,  Mount  Vernon,  Wash. 
98273.  Applicant’s  representative: 
Thomas  Newcombe,  3600  South  124th, 
Seattle,  Wash.  98168.  Authority  sought 
to  operate  as  a  common  carrier,  by 
motor  vehicle,  over  irregular  routes, 
transporting:  Used  household  goods,  as 
defined  by  the  Commission,  between 
points  in  Island,  Skagit,  Snohomish, 
Whatcom,  and  King  Counties,  Wash., 
restricted  to  the  transportation  of  traffic 
having  a  prior  or  subsequent  movement 
beyond  said  points  in  containers,  and 
further  restricted  to  the  performance  of 
pickup  and  delivery  service  in  connec¬ 
tion  with  packing,  crating,  and  con¬ 
tainerization,  or  unpacking,  uncrating, 
and  decontainerization  of  such  traffic. 

Not*. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Seattle, 
Wash. 

No.  MC-140141,  filed  August  23, 
1974.  Applicant:  GREAT  SOUTHERN 
TRUCKING  CO.,  a  Corporation,  2700 


Louisville  Road,  P.O.  Box  7442,  Savan¬ 
nah,  Ga.  31408.  Applicant’s  representa¬ 
tive:  Alan  F.  Wohlstetter,  1700  K  Street 
NW.,  Washington,  D.C.  20006.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  General  commodities  (ex¬ 
cept  commodities  in  bulk,  in  tank  vehi¬ 
cles),  moving  in  containers  or  trailers, 
and  empty  containers  and  trailers,  be¬ 
tween  points  in  the  Savannah,  Ga.,  Com¬ 
mercial  Zone,  restricted  to  traffic  having 
a  prior  or  subsequent  movement  by 
water. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Savannah, 
Ga. 

No.  MC  140142,  filed  August  9,  1974. 
Applicant:  JOHN  TIM  MORRIS,  doing 
business  as  WESTGATE  GARDENS,  R. 

19 — Stone  Hedge,  Winona,  Minn.  55987. 
Applicant’s  representative:  Duane  M. 
Peterson,  P.O.  Box  204,  177  Main  Street, 
Winona,  Minn.  55987.  Authority  sought 
to  operate  as  a  contract  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Feed  and  associated  agricultural 
products,  from  Rath  Packing  Co.,  located 
in  Waterloo,  Iowa,  to  its  specified  dealers 
located  in  Minnesota;  and  (2)  from  deal¬ 
ers  in  Minnesota  to  Rath  Packing  Co., 
located  in  Waterloo,  Iowa,  under  a  con¬ 
tinuing  contract  with  Rath  Packing  Co. 
and  its  specified  dealers. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Waterloo, 
Iowa,  or  Rochester,  Minn. 

No  MC  140144,  filed  August  9.  1974. 
Applicant:  HAYES  CATTLE,  INC.,  P.O. 
Box  751,  Chillicothe,  Mo.  64601.  Appli¬ 
cant’s  representative:  Frank  W.  Taylor, 
Jr.,  1221  Baltimore  Avenue,  Kansas  City, 
Mo.  64105.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  Liq¬ 
uid  feed,  from  Blair,  Nebr.,  to  points  in 
Iowa,  Hlinois,  Missouri,  Kansas,  Wiscon¬ 
sin,  Minnesota,  North  Dakota,  South 
Dakota,  Colorado,  Wyoming,  and  Okla¬ 
homa. 

Note. — If  a  hearing  is  deemed  necessary, 
the  applicant  requests  it  be  held  at  Omaha, 
Nebr. 

No.  MC  140161,  filed  August  16.  1974. 
Applicant:  ROBERT  McQUISTON  AND 
JAY  HUNT,  Jr.,  doing  business  as 
EQUIPMENT  RENTAL  COMPANY,  a 
partnership,  737  North  3rd  Avenue  East, 
Newton,  Iowa  50208.  Applicant’s  repre¬ 
sentative:  William  L.  Fairbank,  1980 
Financial  Center,  Des  Moines,  Iowa 
50309.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  General 
commodities  (except  in  bulk) ,  having  an 
immediately  prior  or  subsequent  move¬ 
ment  in  rail  TOFC  service,  between 
points  in  Newton,  Iowa,  on  the  one  hand, 
and,  on  the  other,  points  in  Iowa,  Jasper, 
Mahaska,  Marion,  Marshall,  and  Powe¬ 
shiek  Counties,  Iowa. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  It  be  held  at  Chicago,  Ill. 

No.  MC  140162,  filed  August  19.  1974. 
Applicant:  SCHNEIDER  MOTORWAYS, 
INC.,  Rural  Route  1,  Postville,  Iowa 
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52162.  Applicant’s  representative:  Wil¬ 
liam  J.  Boyd,  29  South  LaSalle  Street, 
Chicago,  HI.  60603.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Canned  goods,  from  Knowlton, 
Waupun,  Pardeeville,  and  Reeseville, 
Wis.,  to  points  in  Michigan,  Indiana,  Illi¬ 
nois,  Missouri,  Iowa,  and  Minnesota:  and 
(2)  from  Elgin,  Iowa,  to  points  in  Michi¬ 
gan,  Indiana,  Illinois,  Missouri,  Minne¬ 
sota,  and  Wisconsin. 

Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  the  appli¬ 
cant  requests  it  be  held  at  Chicago,  Ill.,  or 
Milwaukee,  Wis. 

Passenger  Applications 

No.  MC  1515  (Sub-No  197),  filed  Au¬ 
gust  2,  1974.  Applicant:  GREYHOUND 
LINES,  INC.,  Greyhound  Tower,  Phoe¬ 
nix,  Ariz.  85077.  Applicant’s  representa¬ 
tive:  Anthony  P.  Carr,  1400  West  Third 
Street,  Cleveland,  Ohio  44113.  Authority 
sought  to  operate  as  a  common  carrier, 
by  motor  vehicle,  over  irregular  routes, 
transporting:  Passengers  and  their  bag¬ 
gage,  in  the  same  vehicle  with  passen¬ 
gers,  in  round-trip,  special  operations 
during  the  racing  season  of  each  year, 
between  Cleveland,  Ohio,  and  Buffalo, 
N.Y.,  on  the  one  hand,  and,  on  the  other, 
the  Commodore  Downs  Race  Track  at 
Fairview,  Pa. 

Note. — Common  control  may  be  involved. 

If  a  hearing  is  deemed  necessary,  applicant 
requests  it  be  held  at  Cleveland,  Ohio. 

No.  MC  81592  (Sub-No.  6),  filed  Au¬ 
gust  19, 1974.  Applicant:  FREDERICK  A. 
ZANK,  doing  business  as  WISCONSIN 
NORTHERN  TRANSPORTATION 
COMPANY,  Washington  Heights,  Eau 
Claire,  Wis.  54701.  Applicant’s  represent¬ 
ative:  Frederick  A.  Zank  (same  address 
as  applicant) .  Authority  sought  to  oper¬ 
ate  as  a  common  carrier,  by  motor  ve¬ 
hicle,  over  irregular  routes,  transporting: 
Passengers  and  their  baggage,  in  sight¬ 
seeing  and  pleasure  tours,  beginning  and 
ending  at  points  in  Douglas,  Washburn, 
Barron,  Dunn,  Pepin,  Buffalo,  Trempe- 
leau,  Jackson,  Clark,  Eau  Claire,  Chip¬ 
pewa,  Rusk,  Taylor,  Price,  Sawyer,  and 
Bayfield  Counties,  Wis.;  and  those  in 
St.  Louis  County,  Minn.,  and  extending 
to  points  in  the  United  States,  including 
Alaska  but  excluding  Hawaii,  and  those 
points  along  the  International  Boundary 
line  between  the  United  States  and  Can¬ 
ada  and  between  the  United  States  and 
the  Republic  of  Mexico. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Eau  Claire, 
Wis.,  or  St.  Paul,  Minn. 

No.  MC  139567  (Sub-No.  2) ,  filed  Au¬ 
gust  19,  1974.  Applicant:  BIG  W  TRANS, 
INC.,  46  Fountain  Street,  Ashland,  Mass. 
01721.  Applicant’s  representative:  Frank 
Daniels,  15  Court  Square,  Eighth  Floor, 
Boston,  Mass.  02108.  Authority  sought  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Passengers  and  their  baggage,  in  the 
same  vehicle  with  passengers,  in  charter 
operations,  beginning  and  ending  at  Ash¬ 
land,  Framingham,  Southborough,  Marl¬ 
borough,  Northborough,  Sudbury,  Wes¬ 


ton,  Wayland,  Waltham,  Newton,  Welles¬ 
ley,  Natick,  Holliston,  Hopkinton,  Mil¬ 
ford,  Medway,  Bellingham,  Franklin, 
Hopedale,  Sherbom,  Millis,  Mendon, 
Upton,  and  Westbo rough,  Mass.,  and  ex¬ 
tending  to  points  in  Maine,  New  Hamp¬ 
shire,  Vermont,  Rhode  Island,  Connecti¬ 
cut,  New  York,  New  Jersey,  Pennsylvania, 
Delaware,  Maryland,  District  of  Colum¬ 
bia,  Virginia,  Florida,  and  Illinois. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Boston,  Mass. 

No.  MC  135373  (Sub-No.  1),  filed  Au¬ 
gust  19, 1974.  Applicant:  AIRPORT  LIM¬ 
OUSINE  SERVICE,  INC.,  Building  No. 

56,  Newark  Airport,  Newark,  N.J.  07114. 
Applicant’s  representative:  Edward  F. 
Bowes,  744  Broad  Street,  Newark,  N.J. 
07102.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  Passen¬ 
gers  and  their  baggage  and  pets,  in  the 
same  vehicle  with  passengers:  (1)  Be¬ 
tween  Saddle  Brook,  N.J.  and  Roxbury, 
N.J.:  From  Saddle  Brook  over  Interstate 
Highway  80  to  junction  U.S.  Highway 
46  in  Parsippany-Troy  Hills,  N.J., 
thence  over  U.S.  Highway  46  to  junction 
Interstate  Highway  80  in  Denville,  N.J., 
thence  over  Interstate  Highway  80  to 
Roxbury,  N.J.,  thence  over  Interstate 
Highway  80  ramps  to  junction  U.S. 
Highway  46,  thence  over  U.S.  Highway 
46  to  Ledgewood  Holiday  Inn,  Roxbury, 
N.J.,  and  return  over  the  same  route, 
serving  the  intermediate  points  of  Par- 
sippany-Troy  Hills,  Wayne,  and  Dover 
for  joinder  purposes  only;  (2)  Between 
Parsippany-Troy  Hills,  N.J.,  and  Morris 
Township,  N.J.:  From  Parsippany-Troy 
Hills  over  U.S.  Highway  46  to  junction 
Interstate  Highway  287,  thence  over  In¬ 
terstate  Highway  287  to  jun-Mon  New 
Jersey  Highway  10  in  Hanover,  N.J., 
thence  over  New  Jersey  Highway  10  to 
junction  N.J.  Secondary  Highway  511 
(Whippany  Road),  thence  over  New 
Jersey  Secondary  Highway  511  to  junc¬ 
tion  Lindsley  Road  in  Morris  Township, 
N.J.,  thence  over  Lindsley  Road  to  the 
Governor  Morris  Inn,  Morris  Township, 
N.J.,  and  return  over  the  same  route, 
serving  no  intermediate  points;  (3)  Be¬ 
tween  Wayne,  N.J.  and  the  Holiday  Inn 
in  Wayne,  N.J.:  From  the  junction  of 
Interstate  Highway  80  and  U.S.  High¬ 
way  46  and  New  Jersey  Highway  23  in 
Wayne,  N.J.,  over  Interstate  Highway 
80  ramps  to  junction  eastbound  mar¬ 
ginal  highway  of  U.S.  Highway  46, 
thence  over  eastbound  marginal  high¬ 
way  of  U.S.  Highway  46  to  the  Holiday 
Inn  in  Wayne,  N.J.,  and  return  over 
U.S.  Highway  46  overpass  to  junction 
U.S.  Highway  46,  thence  over  U.S.  High¬ 
way  46  to  junction  Interstate  Highway 
80  and  New  Jersey  Highway  23  in 
Wayne,  N.J.,  serving  no  intermediate 
points;  and  (4)  Between  Dover,  N.J.  and 
Roxbury,  N.J.:  From  the  junction  of  In¬ 
terstate  Highway  80  and  Mount  Hope 
Avenue  in  Dover,  N.J.,  over  Mount  Hope 
Avenue  to  junction  McFarland  Street, 
thence  over  McFarland  Street  to  junc¬ 
tion  Mercer  Street,  thence  over  Mercer 
Street  to  junction  Blackwell  Street, 
thence  over  Blackwell  Street  to  junction 


U.S.  Highway  46,  thence  over  U.S.  High¬ 
way  46  to  Ledgewood  Holiday  Inn  in 
Roxbury,  N.J.,  and  return  over  the  same 
route,  serving  all  Intermediate  points. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  It  be  held  at  Newark,  N.J., 
or  New  York,  N.Y. 

No.  MC  139455  (Sub-No.  1),  filed 
August  12,  1974.  Applicant:  RALPH 
OWNBEY,  doing  business  as  TWIN 
STATE  COACH  LINES,  P.O.  Box  826, 
Bristol,  Va.  24201.  Applicant’s  repre¬ 
sentative:  Cecil  D.  Quillen,  Box  337-103 
Jackson  Street,  Gate  City,  Va.  24251. 
Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
regular  routes,  transporting:  Passengers 
and  their  baggage,  express  and  news¬ 
papers  in  the  same  vehicle  with  passen¬ 
gers,  in  charter  operations,  Between 
Abingdon,  Va.,  and  Boone,  N.C.:  From 
Abingdon,  Va.,  over  U.S.  Highway  58  to 
Damascus,  Va.;  thence  over  Virginia 
Highway  91  to  the  Virginia-Tennessee 
State  Line;  thence  over  Tennessee  High¬ 
way  91  to  Mountain  City,  Tenn.;  thence 
over  U.S.  Highway  421  to  the  junction 
of  North  Carolina  County  Road  1233, 
thence  over  North  Carolina  County 
Road  1233  through  Zionville  and  Sugar 
Grover,  N.C.,  to  the  junction  of  U.S. 
Highway  321,  thence  over  U.S.  Highway 
321  to  the  junction  of  U.S.  Highway  421 
at  Vilas,  N.C.;  thence  over  U.S.  Highway 
421  to  Boone,  N.C.,  and  return  over  the 
same  route,  serving  all  intermediate 
points. 

Note. — If  a  hearing  is  deemed  necessary, 
applicant  requests  it  be  held  at  Abingdon 
or  Bristol,  Va.,  or  Mountain  City,  Tenn. 

No.  MC  140145,  filed  August  9,  1974. 
Applicant:  SAMUEL  ROBINSON,  JR., 
doing  business  as  ROBINSON  BUS 
LINES,  1912  Polydras  Street,  New  Or¬ 
leans,  La.  70112.  Applicant’s  representa¬ 
tive:  Thomas  C.  Dorsey,  915  Pennsyl¬ 
vania  Building  NW.,  Washington,  D.C. 
20004.  Authority  sought  to  operate  as  a 
common  carrier,  by  motor  vehicle,  over 
irregular  routes,  transporting:  Passen¬ 
gers  and  their  baggage,  in  the  same  vehi¬ 
cle  with  passengers,  in  round-trip  charter 
operations,  between  points  in  Louisiana, 
on  the  one  hand,  and,  on  the  other,  points 
in  Texas,  Florida,  Mississippi,  Alabama, 
Georgia,  Arkansas,  and  Tennessee. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  it  be  held  at  New 
Orleans,  La. 

No.  MC  140147,  filed  August  19,  1974. 
Applicant:  ALL  AMERICAN  TRANS¬ 
PORTATION  SERVICE,  a  corporation, 
156  Railroad  Avenue,  Closter,  N.J.  07624. 
Applicant’s  representative:  W.  C.  Mitch¬ 
ell,  370  Lexington  Avenue,  New  York, 
N.Y.  10017.  Authority  sought  to  operate 
as  a  common  carrier,  by  motor  vehicle, 
over  irregular  routes,  transporting:  (1) 
Passengers  and  their  baggage,  in  the 
same  vehicle  with  passengers,  in  special 
operations,  limited  to  the  transportation 
of  not  more  than  eleven  passengers,  in 
any  one  vehicle,  not  including  the  driver, 
(a)  between  points  in  Bergen,  N.J.,  on  the 
one  hand,  and,  on  the  other,  points  in 
New  York,  N.Y.;  and  (b)  between  points 
in  Rockland  County,  N.Y.,  on  the  one 
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hand,  and,  on  the  other,  Newark  Air¬ 
port,  N.J.,  and  New  York,  N.Y.;  and  (2) 
general  commodities  (except  Classes  A 
and  B  explosives,  household  goods  as  de¬ 
fined  by  the  Commission,  commodities  in 
bulk,  and  commodities  requiring  special 
equipment),  (a)  between  points  in  Ber¬ 
gen  County,  N.J.,  and  points  in  Rockland 
County,  N.Y„  on  the  one  hand,  and,  on 
the  other,  Newark  Airport,  N.J.,  and  New 
York,  N.Y.;  and  (b)  between  points  in 
Bergen  County,  N.J.,  on  the  one  hand, 
and,  on  the  other,  points  in  Rockland 
County,  N.Y.,  restricted  against  the 


transportation  of  more  than  25  pounds 
from  one  consignor  to  one  consignee  on 
any  one  calendar  day. 

Note. — If  a  hearing  Is  deemed  necessary, 
the  applicant  requests  It  be  held  at  Newark, 
N.J.,  or  New  York,  N.Y. 

Freight  Forwarder  Application 

No.  FF-456,  filed  August  16,  1974.  Ap¬ 
plicant:  EDGAR  M.  HELTMAN,  doing 
business  as  AUTORAIL,  P.O.  Box  1501, 
Cincinnati,  Ohio  45201.  Applicant’s  rep¬ 
resentative:  Norbert  B.  Flick,  Executive 
Building,  Cincinnati,  Ohio  45202.  Au¬ 


thority  sought  to  engage  in  operation,  in 
interstate  commerce,  as  a  freight  for¬ 
warder,  through  use  of  the  facilities  of 
common  carriers  by  railroad,  transport¬ 
ing:  Privately  owned  vehicles  and  own¬ 
er’s  personal  baggage,  between  Cincin¬ 
nati,  Ohio,  and  Jacksonville,  Fla. 

Note. — If  a  hearing  Is  deemed  necessary, 
applicant  requests  it  be  held  at  Cincinnati, 
Ohio. 

By  the  Commission. 

[seal]  Robert  L.  Oswald, 

Secretary. 

[FR  Doc.74-21616  Filed  9-10-74;8:46  am] 
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